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RECORD OF APPLICABLE TIME COMPLIANCE TECHNICAL ORDERS 


T.O. Number 
2J-F100(II)-603 
2J-F100(111)-538 


2J-F100229(1)-513 


2J-F100229(1)-514 


2J-F100229(1)-515 


2J-F100229(1)-516 


2J-F100229(11)-505 


2Ј-Е100229(1)-509 


2J-F100229(11)-510 


2J-F100229(11)-514 


2J-F100229(11)-515 


2J-F100229(11)-518 


Date 


28-FEB-92 


15-FEB-92 


15-FEB-95 


30-NOV-95 


15-OCT-96 


30-NOV-96 


30-AUG-93 


15-APR-92 


30-AUG-93 


15-JUN-98 


30-JUL-93 


30-AUG-94 


Title 


RETROFIT OF COMBUSTION CHAMBER NO. 2 ID. LINER SEGMENTS 
TO IMPROVE COMBUSTION EXIT TEMPERATURE PROFILE, 
F100-PW-229 ENGINES, F-15 AND F-16 AIRCRAFT (EC 90GA280) 


REMOVE AND REPLACE SECOND STAGE TURBINE DUCT SUPPORT 
AND SEGMENT, F100-PW-229 ENGINES, F-15 AND F-16 SERIES 
AIRCRAFT (EC 90GA218) 


INCORPORATION OF INLET FAN MODULE BASELINE IDENTIFICATION 
FOR THE FALCON 229 PROGRAM, FEATURING INCORPORATION OF 
SELECTED INLET FAN MODULE CHANGES, F100-PW-229 ENGINES, 
F-15 AND F-16 SERIES AIRCRAFT (EC 94QA063R1) 


REPLACEMENT OF COMPRESSOR INLET VARIABLE VANE (CIVV) 
ACTUATOR ROD CLEVISES PN 4075565 AND PN 4075566, 
F100-PW-229 ENGINES, F-16 AIRCRAFT (EC 9504027) 


RETROFIT OF PN 4081566 FIRST STAGE FAN SHROUD FEATURING A 
TIGHTER FIT, F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 
9304034) 


REPLACEMENT OF PN 4075565 AND PN 4075566 COMPRESSOR 
INLET VARIABLE VANE (CIVV) ACTUATOR ROD CLEVISES, 
F100-PW-229 ENGINES, F-15 AIRCRAFT (EC 95QA027) 


INCORPORATION OF 4TH TO 5TH STAGE REAR COMPRESSOR DRUM 
ROTOR ASSEMBLY FEATURING OIL DRAIN PASSAGES, F100-PW-229 
ENGINES, F-15 AND F-16 SERIES AIRCRAFT (EC 90GA350) 


RETROFIT OF 4TH THROUGH 9TH STAGE COMPRESSOR STATOR 
ASSEMBLY FEATURING PROPORTIONALLY SCHEDULED 5TH STAGE 
VARIABLE VANES AND NON-VARIABLE 6TH STAGE VANES, 
F100-PW-229 ENGINES, F-15 AND F-16 SERIES AIRCRAFT (EC 
90QA096) 


REOPERATION OF HARDWARE FOR PROPORTIONALLY SCHEDULED 
5TH STAGE VARIABLE VANES AND NON-VARIABLE 6TH STAGE 
VANES, F100-PW-229 ENGINES, F-15 AND F-16 SERIES AIRCRAFT (EC 
90QA096) 


RETROFIT OF PN 4077913 REAR COMPRESSOR EXIT STATOR 
ASSEMBLY FEATURING PN 4077422 COMPRESSOR DAMPER, 
F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 89QA728) 


RETROFIT OF 9TH STAGE COMPRESSOR STATORS AND DAMPERS 
WITH IMPROVED WEAR MODE CONTROL FEATURES, F100-PW-229 
ENGINES, F-15 AND F-16 SERIES AIRCRAFT (EC 89QA654) 


RETROFIT OF RCVV ARM PINS FEATURING IMPROVED CORROSION 
RESISTANCE MATERIAL, F100-PW-229 ENGINES, F-15 AND F-16 
SERIES AIRCRAFT (EC 92QA077C1) 
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Supp. Date 
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15-JAN-92 


15-APR-95 


15-JAN-96 


15-OCT-96 


15-JAN-97 


15-JUL-93 


15-APR-92 


15-JUL-93 


15-JUL-98 


15-JUL-93 


15-OCT-94 
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RECORD OF APPLICABLE TIME COMPLIANCE TECHNICAL ORDERS (con't.) 


T.O. Number Date Title Chg./Rev. 
Supp. Date 
2J-F100229(1)-519 31-DEC-93 RETROFIT OF IMPROVED 4TH AND 5TH STAGE BUSHINGS TO 15-JAN-94 


ELIMINATE BACK-OUT, F100-PW-229 ENGINES, F-15 AND F-16 SERIES 
AIRCRAFT (EC 92GA105) 


2J-F100229(11)-523 30-NOV-93 REMOVE AND REPLACE NO. 4 BEARING AIR SEAL ASSEMBLY P/N 15-OCT-93 
4074849 WITH NEW ASSEMBLY FEATURING INCREASED FORWARD 
SNAP DIAMETER, F100-PW-229 ENGINES, F-15 AND F-16 SERIES 
AIRCRAFT (EC 90QA181) 


2J-F100229(11)-526 01-JAN-95 REIDENTIFICATION OF CORE MODULES INCORPORATING PWA 279 15-JAN-95 
ABRADABLE, F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 
89QA698) 


2J-F100229(11)-531 15-FEB-95 INCORPORATION OF CORE MODULE BASELINE IDENTIFICATION FOR 15-JAN-95 
THE FALCON 229 PROGRAM, FEATURING INCORPORATION OF 
SELECTED CORE MODULE CHANGES, F100-PW-229 ENGINES, 
F-15/F-16 AIRCRAFT (EC 94QA063) 


2J-F100229(11)-532 30-NOV-95 REMOVE AND REPLACE NO. 4 BEARING OIL PRESSURE TRANSFER 15-JAN-96 
TUBE, B-NUT, AND INSTALL CONICAL SEAL, F100-PW-229 ENGINE, 
F-15 AND F-16 AIRCRAFT (ЕС 9104245) 


2J-F100229(11)-535 30-APR-95 INSTALLATION OF IMPROVED NO. 3 BEARING HEAT SHIELD PN 15-APR-95 
4082826, F100-PW-229 ENGINES, F-15 SERIES AIRCRAFT (EC 
94QA170R1) 

2Ј-Е100229(1)-536 30-JUL-95 INSTALLATION OF NO.3 BEARING REAR SEAL ASSY PN 4068215 15-JUL-95 


INCORPORATING NO.3 BEARING SUPPORT PN 4068182 OR 
4080875-01, NO.3 BEARING SUPPORT PN 4080874 AND INSTALLATION 
OF NO.3 BEARING AIR SEAL PN 4080811, F100-PW-229 ENGINES, 
F-16 AIRCRAFT (EC 91GA186) 


2J-F100229(11)-538 15-MAR-96 RETROFIT OF МО. 2/3 BEARING CROSSOVER HOUSING AFT FLANGE 15-АРВ-96 
BOLTS PN ST5001-12 FEATURING INCREASED STRENGTH AND 
TORQUE, F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 92QA295C1) 


2J-F100229(11)-547 30-MAY-97 REOPERATION OF DIFFUSER CASE ASSEMBLY FORWARD AND AFT 15-JUL-97 
RAILS TO PERMIT USE OF THE CASE FOR A SECOND 4300 TAC 
INTERVAL, F100-PW-229, F-15/F-16 AIRCRAFT (ЕС 9504337) 


2J-F100229(11)-548 30-MAY-97 REOPERATION OF DIFFUSER CASE ASSEMBLY OD REAR FLANGE TO 15-JUL-97 
INCORPORATE A NEW SHORT SKIRT CONFIGURATION, F100-PW-229, 
F-15/F-16 AIRCRAFT (EC 96QA053) 


2J-F100229(11)-549 30-JUN-97 REOPERATION OF PN 4070004-01 AND PN 4080430-01 FIRST STAGE 15-JUL-97 
TURBINE AIR SEALING RING TO INCORPORATE LARGER DIAMETER 
FASTENERS, F100-PW-229, F-15/F-16 AIRCRAFT (EC 96QA053) 


2J-F100229(11)-550 15-MAY-98 FINAL ASSEMBLY OF CORE MODULE FEATURING "97 ENHANCEMENT 15-JUL-98 
PACKAGE, F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 96QA053) 
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T.O. Number 


2J-F100229(11)-551 


2J-F100229(11)-552 


2J-F100229(11)-555 


2J-F100229(11)-557 


2J-F100229(11)-558 


2Ј-Е100229(1)-559 


2Ј-Е100229(1)-560 


2Ј-Е100229(1)-561 


2J-F100229(111)-503 


2J-F100229(111)-508 


2J-F100229(111)-510 


2J-F100229(111)-512 


2J-F100229(111)-513 


Date 


31-OCT-97 


31-OCT-97 


15-JUN-98 


15-NOV-97 


08-SEP-97 


15-OCT-98 


01-MAY-98 


15-OCT-98 


15-MAR-98 


01-MAR-94 


15-JUN-98 


01-NOV-94 


01-NOV-94 


Title 


REOPERATION OF PN 4077398, 4078357 AND 4080080 FIRST STAGE 
TURBINE STATOR SUPPORT (TOBI) ASSEMBLIES FOR INCREASED 
AIRFLOW AND NEW LARGER DIAMETER FASTENERS, F100-PW-229 
ENGINE, F-15/F-16 AIRCRAFT (EC 96QA053) 


REOPERATION OF COMBUSTION CHAMBER ASSEMBLY TO 
INCORPORATE INNER AND OUTER BRUSH SEALS, F100-PW-229 
ENGINE, F-15/F-16 AIRCRAFT (EC 96QA053) 


SHOTPEEN OF INTERMEDIATE CASE TOP STRUT TO ASSURE TWO 
INTERVAL SERVICE LIFE, F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT 
(EC 96QA139) 


RETROFIT OF COKE FREE/CRACK FREE UNSTAGED FUEL NOZZLES, 
F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 96GA110) 


RETROFIT OF SIXTH STAGE COMPRESSOR STATOR VANE LOCK 
FEATURING 3.5 DEGREE CAMBER INCREASE, F100-PW-229 ENGINE, 
F-15/F-16 AIRCRAFT (EC 96QA115) 


RETROFIT OF NEW RIGHT AND LEFT FUEL SUPPLY TUBE 
ASSEMBLIES AND ATTACHING HARDWARE, F100-PW-229 ENGINES, 
F-15 AIRCRAFT (EC 96QA179) 


RETROFIT OF NEW RIGHT AND LEFT FUEL SUPPLY TUBE 
ASSEMBLIES AND ATTACHING HARDWARE, F100-PW-229 ENGINES, 
F-16 AIRCRAFT (EC 96GA179) 


INSTALLATION OF PN 4086314-01 GEARBOX BAFFLE ASSEMBLY, 
F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 97GA134) 


REWORK OF REAR TURBINE HUB TO EASE ASSEMBLY, F100-PW-229 
ENGINES, F-15/F-16 AIRCRAFT (EC 90QA132) 


INSTALL IMPROVED DURABILITY FOURTH BLADE OUTER AIR SEAL, 
F100-PW-229 ENGINES, F-15 AND F-16 SERIES AIRCRAFT (EC 
91QA300) 


MODIFICATION OF PN 4081129 NO. 5 BEARING INNER SUPPORT TO 
PROVIDE OPTIMIZED NO. 5 BEARING FIT, F100-PW-229 ENGINES, 
F-15/F-16 AIRCRAFT (EC 92QA031) 


INSTALLATION OF IMPROVED MAINTAINABILITV NO. 5 BEARING 
ROLLER GUIDE P/N 4082488 FOR POSITIVE BEARING RETENTION, 
F100-PW-229 ENGINES, F-15 AND F-16 SERIES AIRCRAFT (EC 
93QA340) 


INSTALLATION OF IMPROVED DURABILITV NO. 5 BEARING DAMPER 
CHECK VALVE P/N 4082316, F100-PW-229 ENGINES, F-15 AND F-16 
SERIES AIRCRAFT (EC 93QA258) 


Chg./Rev. 
Supp. Date 
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REMOVE AND REPLACE SECOND STAGE TURBINE DUCT SUPPORT 
AND SEGMENT, F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 
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INSTALLATION OF IMPROVED DURABILITY 4TH STAGE TURBINE 
BLADE PN 4082504, DISK PN 4082604, AND AIR SEAL PN 4082297, 
F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 93QA253) 


INCORPORATION OF FAN DRIVE TURBINE BASELINE IDENTIFICATION 
FOR THE FALCON 229 PROGRAM, FEATURING INCORPORATION OF 
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ENGINES, F-15/F-16 AIRCRAFT (EC 94QA063R1) 


REWORK OF TURBINE EXHAUST CASE AND FOURTH TURBINE DISK; 
AND INSTALLATION OF NEW PN 4082239 FOURTH STAGE TURBINE 
BRUSH SEAL AND SUPPORT ASSEMBLY, F100-PW-229 ENGINE, 
F-15/F-16 AIRCRAFT (EC 93GA347) 
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FASTENERS, F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 
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TURBINE DISKS, F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 
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REMOVE AND REPLACE FIRST TURBINE DUCT AND SUPPORT SET 
TO PROVIDE INCREASED COOLING AND HIGHER MARGIN MATERIAL 
FIRST DUCT SEGMENTS, F100-PW-229 ENGINES, F-15 AND F-16 
SERIES AIRCRAFT (EC 94QA197) 


REOPERATION OF F100-PW-229 HIGH PRESSURE TURBINE 
CONTAINER PN P4070548 (EC 90QA009) 


REWORK OF PN 4069902 2ND STAGE TURBINE DISK FOR INCREASED 
AXIAL FIT, F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 88QA582) 


FINAL ASSEMBLY OF F100-PW-229 HIGH PRESSURE TURBINE 
ROTOR AND STATOR ASSEMBLY FEATURING '97 ENHANCEMENT 
PAGKAGE, F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 96QA053) 


REOPERATION OF PN 4069901 OR PN 4080301 FIRST STAGE 
TURBINE DISK TO INCORPORATE LARGER DIAMETER FASTENERS, 
F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 96QA053) 


REOPERATION OF PN 4069949 AND PN 4080429 FIRST STAGE 
TURBINE AIR SEAL TO INCORPORATE LARGER DIAMETER 
FASTENERS, F100-PW-229, F-15/F-16 AIRCRAFT (EC 96QA053) 


REMOVE AND REPLACE VARIOUS EXTERNAL TUBES AND 
MANIFOLDS WITH NICKEL BASE AND TITANIUM BASE ALLOY IN 
PLAGE OF STAINLESS STEEL MATERIAL, F100-PW-229 ENGINES, F-15 
AND F-16 SERIES AIRCRAFT (EC 92QA097) 


INSTALLATION OF 60 SECOND SECONDARY MODE START BLEED 
TIMER IN THE MAIN FUEL CONTROL P/N 4070897 (BENDIX P/N 
441579), F100-PW-229 ENGINES, F-15 AND F16 SERIES AIRCRAFT (EC 
90QA288) 


INSTALLATION OF IMPROVED MAINTAINABILITY NO. 5 BEARING 
COMPARTMENT OUTER INTERNAL PRESSURE TUBE P/N 4081736 
AND INTERNAL SCAVENGE TUBE ASSEMBLY P/N 4082679 
FEATURING HEATSHIELDS, F100-PW-229 ENGINES, F15/16 AIRCRAFT 
(EC 94QA042) 


INSTALLATION OF INCREASED LENGTH FAN TIEBOLT ASSEMBLY P/N 
4081427 FOR IMPROVED AXIAL RESTRAINT, F100-PW-229 ENGINES, 
F-15 AND F-16 SERIES AIRCRAFT (EC 92QA371) 


INSTALLATION OF INCREASED CLEARANCE CIVV TUBE P/N 
4081545-01 TO MAXIMUM CLEARANCE WITH THE RCVV FEEDBACK 
CABLE, F100-PW-229 ENGINES, F-15 AND F-16 SERIES AIRCRAFT (EC 
93QA175) 


INSTALLATION OF NEW LOOP CLAMP BRACKET ASSEMBLY P/N 
4082284-01 AND ATTACHING HARDWARE AT THE FTIT HARNESS AND 
NO. 5 OIL SUPPLY TUBE ASSEMBLY, F100-PW-229 ENGINES, F-15 
AND F-16 SERIES AIRCRAFT (EC 93QA205) 
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RETROFIT OF GENERATOR CABLE CONNECTOR CLAMP PN 
4082678-01 AND ATTACHING HARDWARE, F100-PW-229 ENGINE, F-15 
AND F-16 SERIES AIRCRAFT (EC 94QA072) 


RETROFIT OF GEARBOX OIL SUPPLY TUBES AND MANIFOLDS FOR 
IMPROVED GEARBOX OIL FLOW, F100-PW-229 ENGINES, F-16 
AIRCRAFT (EC 94QA075) 


IMPROVED MAINTAINABILITY OF NO. 5 BEARING COMPARTMENT TO 
PREVENT POST SHUTDOWN OIL LEAKS, F100-PW-229 ENGINE, 
F-15/-16 AIRCRAFT (EC 95QA066) 


INSTALLATION OF PN 4084415-01, BRACKET ASSEMBLY, F100-PW-229 
ENGINES, F-15/F-16 AIRCRAFT (EC 96QA080) 


UPGRADE OF ENGINE DIAGNOSTIC UNIT (EDU) TO 3.1.0 LOGIC, 
F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 95GA001C1) 


UPGRADE OF ENGINE DIAGNOSTIC UNIT (EDU) TO 3.2.0 LOGIC, 
F100-PW-229 ENGINES, F-15/F-16 AIRCRAFT (EC 960A392C1) 


REMOVAL OF 796521H02D02 TO PROVIDE REVISED DEEC DIODE 
BONDING REGUIREMENTS, F100-PW-229 ENGINES, F-15 AND F-16 
SERIES AIRCRAFT (EC 91QA223) 


UPGRADE OF DIGITAL ELECTRONIC ENGINE CONTROL (DEEC) TO 
2.7.0 LOGIC, F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 
94QA256R2) 


UPGRADE OF DIGITAL ELECTRONIC ENGINE CONTROL (DEEC) TO 
2.8.0 LOGIC, F100-PW-229 ENGINE, F-15/F-16 AIRCRAFT (EC 96QA183) 


ENHANCED TEMPERATURE CAPABILITY FOR PN 441612 
CONVERGENT EXHAUST NOZZLE CONTROL (CENC), F100-PW-229 
ENGINES, F-15/F-16 AIRCRAFT 
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SECTION | 
INTRODUCTION 


1. PURPOSE. This manual lists and describes the parts for 

the model F100-PW-229 engine manufactured by United 
Technologies Corporation, Pratt & Whitney, Government Engines 
& Space Propulsion, P.O. Box 109600, West Palm Beach, Florida 
33410-9600, U.S.A. The illustrations in this manual are intended 
primarily to facilitate identification of parts. This manual is 
intended as a supplement to, not a substitute for, the associated 
maintenance manuals which shall be considered the final authority 
on assembly and repair procedures. 


2. CHANGE REQUESTS. Recommendations for specific changes 
to this technical order (T.O.) shall be submitted on an AFTO 
Form 22 in accordance with the Technical Order Improvement 
Reporting System outlined in T.O. 00-5-1. Since management 
of this T.O. has not been transferred to the prime ALC, Block 

2 of the AFTO Form 22 shall be addressed to: ASC/LPPH(TO) 
TOMA, Wright-Patterson AFB, OH 45433-6503. 


3. TABLE OF CONTENTS AND LIST OF ILLUSTRATIONS. 
The Table of Contents and List of Illustrations at the front of 
the manual outlines the five sections and lists the illustration 
titles contained herein. 


4. MAINTENANCE PARTS LIST. The Maintenance Parts List 
(Section II) consists of the complete engine divided into main 
groups as shown in the Table of Contents. Each assembly 
listed has its component parts indented thereunder, to show their 
relationship to the assembly. 


5. UNITS PER ASSEMBLY. The guantities listed in the Units 
per Assy column of the Maintenance Parts List are, in the case 
of assemblies, the total guantity used per engine at the location 
indicated, while the component parts indented under the assemblies 
are guantity used per assembly. The guantities specified, therefore, 
are not necessarily the total used per engine. 


6. PART NUMBERS. Part Numbers are used exclusively to 
identify parts. 


7. INDEX NUMBERS. The index numbers appearing on 

the illustrations are seguentially listed within figures in the 
Maintenance Parts List and are used to assist in locating a part in 
the Maintenance Parts List after it has been found on an illustration. 
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8. NUMERICAL INDEX. The Numerical Index (Section III) 
and all other lists and tables containing alpha/numeric values are 
compiled in accordance with the computer collating sequence called 
ASCII (American Standard Code for Information Interchange). 
The following describes the ASCII collating sequence: 


a Part number sequencing starts in the left-hand column 
and continues from left to right, one column at a 
time, until part number numerical arrangement is 
determined. 


b. The order of precedence in part number arrangement 
is as follows: 


Space (blank column) 
Dash (-) 

Slash (/) 

Numbers zero through 9 


Letters A through Z 


Examples: 

1 A 1253 
14-27599 A-28300 
157545 AAF356-524 
29-623 AN360-6 
370-960 MS9906 
370/821 NAS1390 
77818 ST1381-05 


9. ALPHABETICAL INDEX. The Alphabetical Index (Section 
IV) is a list of engine parts by their noun names with reference 
to their location in the manual. 


10. TIME REPLACEMENT SCHEDULE. The Time Replace- 
ment Schedule (Section V) is a list of time tracked engine 
components by their noun names defining their maximum 
operating limits. Also included are their Configuration Item 
Identification (CID, Work Unit Code (WUC), and part numbers. 


1-2 


11. ATTACHING PARTS. Attaching parts are listed immediately 
beneath the item to be attached and preceding any detail parts of 
the item. They are listed at the same indentation as the part they 
attach and are identified as (AP). 


12. SUPERSEDED AND REPLACES PARTS. Supersedes 
indicates that the old and the new parts are interchangeable. 
Replaces indicates that the old and the new parts are not 
interchangeable. The disposition of parts subject to the terms 
Supersedes and Replaces as identified in this manual shall further 
be governed by any applicable specific instructions, such as Time 
Compliance Technical Orders. 


13. DIMENSIONS. All dimensions shown herein are nominal. 
They are inserted to facilitate identification for ordering and are 
not to be construed as restrictive in inspection. 


14. VENDOR PART NUMBERS. Various items of eguipment 
such as fuel pumps, fuel controls, pressurizing and shutoff valves, 
etc., are listed under the vendor's part number with the Pratt & 
Whitney part number following the description in the Maintenance 
Parts List (Section ID. 


15. PARTIAL BREAKDOWN FOLLOWS. The words PARTIAL 
BREAKDOWN FOLLOWS shall precede the breakdown listing 
to indicate these are not complete listings of all the detail parts 
of an assembly. 


16. REPLACEMENT STUDS. Where oversize studs (e.g. 0.004 
inch oversize) are listed in the Maintenance Parts List (Section ID), 
thev are used as the first replacement of the standard size studs 
originallv installed in the engine. 


17. DIRECTIONAL REFERENCES. Right and left, clockwise 
and counterclockwise, upper and lower, and similar directional 
references applv to the engine as viewed from the rear (exhaust 
duct) with the engine in a horizontal position and with the 
accessorv section at the bottom of the engine. 


18. REFERENCE HANDBOOKS. Intermediate maintenance 
instructions are covered by T.O. 2J-F100-56-1 through T.O. 2J- 


F100-56-11. Support eguipment is covered by T.O. 2J-F100-94. 


19. SOURCE, MAINTENANCE, AND RECOVERABILITY 
(SMR) CODES. This manual contains Joint Military Services 
Uniform SMR codes only. Definitions of these SMR codes are 
set forth in T.O. 00-25-195. 


20. ABBREVIATIONS. The abbreviations used throughout this 
manual are in accordance with MIL-STD-12. The following is a 
list of abbreviations used that do not appear in MIL-STD-12: 


Abbreviation 
(AP) 
CAGE 
CENC 
СІ 
СІУУ 
DEEC 
EDU 
ЕТІТ 
НРС 
LOD 
MOH 
NI 

NM 
P&WA 
PB 
PFAP 


Full Name 

Attaching Parts 

Commercial and Government Entity 
Convergent Exhaust Nozzle Control 
Configuration Item Identification 
Compressor Inlet Variable Vane 
Digital Electronic Engine Control 
Electronic Diagnostic Unit 

Fan Turbine Inlet Temperature 
High Pressure Compressor 

Light Off Detector 

Maximum Operating Hours 

Fan Rotor Speed 

Nominal 

Pratt & Whitney 

Burner Pressure 


Augmentor Permission Signal Pressure 


Abbreviation 


PFMO 


PFI 
PFIAW 


PF3AR 


PLA 
PS2 
PT6 
RCVV 


REOP 
AND 
REID 


SPE 
TAC 
TT2 


WUC 
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Full Name 


Secondary Mode Transfer Signal 
Pressure 


Main Fuel Pump Interstage Pressure 


Augmentor Pump Discharge Wash 
Pressure 


Augmentor Fuel Pump Reference 
Pressure 


Power Lever Angle 

Engine Inlet Static Pressure 

Total Pressure at Turbine Discharge 
Rear Compressor Variable Vane 


Reoperation and Reidentification 


Special 

Total Accumulated Cycles 
Total Temperature at Fan Inlet 
Unified National (j thread) 


Unified National Coarse 
(J thread) 


Unified National Extra Fine 
(J thread) 


Unified National Fine 
(J thread) 


Unified National Special 
(J thread) 


Usable On Code 


Units Per Assembly 
Work Unit Code 
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21. SYMBOLS. The symbols used throughout this manual and 


their explanations are as follows: 


OP 


PW 


% 


1-4 


This symbol preceding a part number in the 
Numerical Index indicates that the part 
number is a detail or the vendor part number 
of an optional part from the Option Table. 
Reference paragraph number 24. The figure 
and index number referenced in the Numerical 
Index is the location of the optional part. 


This symbol preceding a part number in the 
Numerical Index identifies the Pratt & 
Whitney part number for a vendor furnished 
part. 


A part number in the Numerical Index 
preceded by an S indicates that the part 
number at the location so identified has been 
superseded or replaced. Whether the part has 
been superseded or replaced will be clarified 
by reference to the Maintenance Parts List. 


An asterisk (*) following a part number 
indicates these parts, such as markings, 
decalcomanias, metalcals, and vinyl film 
markings, must be reguisitioned in accordance 
with the reguirements of AFR 6-1. 


Indicates a classified part or a part available in 
oversize and/or undersize. 


Certain parts which are not illustrated and 
cannot be assigned the letter F are identified 
by the symbol < preceding the part number. 


An R in the margin of a Maintenance Parts 
List page indicates a change to the adjacent 
line. The R symbol will identify only those 
items changed since the prior issue (Revision 
or Change) and will be deleted when the page 
is subseguently revised or changed. 
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The letter F means follows. The letter F 
preceding a figure and index number in the 
Numerical Index is used to identify an 
assembly or part that has not been assigned an 
index number. The figure and index number 
of the preceding illustrated part or assembly in 
the Maintenance Parts List is assigned to 
facilitate locating those parts in the 
Maintenance Parts List. 


A number sign (#) following a part number 
identifies a Government Furnished Eguipment 
(GFE)/Contractor Furnished Equipment (CFE) 
item that has its detail parts listed in a separate 
manual. Refer to paragraph number 23 (List 
of Accessories) for the publication number. 


An equal sign (=) preceding a part number 
indicates alternate items installed during 
manufacturing or modification. 


An ampersand (4) following a CII in the Time 
Replacement Schedule (Section 5) denotes that 
the source of the part number is the 
combination of the data from the part number 
block plus a dash and the data from the parts 
list issue block. 


A plus sign (+) preceding a part number 
indicates that part substitution is permissible 
from the following table. 


ST2439 or ST1540 


SUBSTITUTION 
DASH NO. 


04, 05, 07, 08 


NO. 


| 0 | 
| os | 06. 07, 09, 10 | 


21A. TUBE, MANIFOLD AND ELECTRICAL CABLE 
COLORIZATION. 


NOTE: COLOR CHARTS APPLICABLE TO 
ELECTRONIC TECHNICAL MANUALS ONLY. 


a. Color coding for tubes and manifolds is based upon 
function. See below: 


FUNCTION COLOR 
AIR 
FUEL Q 
OIL e 
DRAIN e 
94197 (12X1) 


b. In addition, all drain tubes and manifolds are identified 
bv a letter enclosed in a triangle. The letter designates 
Whether the drain tube is fuel or oil. See below: 


FUNCTION 


FUEL A 
OIL /A 


DRAIN SYMBOL 


94198 (12X1) 


с. 
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Color coding for electrical cables is identified as 
follows: 


FUNCTION CABLE COLOR 


TEMPERATURE CABLE e 


ACCESSORV CABLE e 
IGNITION CABLE O 


GAS GENERATOR CONTROL 
CABLE 


AUGMENTOR CONTROL 
CABLE 


ACTUATOR CABLE 


EDU GROUND INTERFACE 
CABLE 


POWER AND SPEED CABLE 


EXCITER CABLES 


* EXCITER TO AUGMENTOR IGNITER (LEFT) 
* EXCITER TO AUGMENTOR IGNITER (RIGHT) 
«ЕХСІТЕН TO MAIN IGNITER (LEFT) 
«ЕХСІТЕН TO MAIN IGNITER (RIGHT) 


DATA BUS CABLE Ф 


98119 (36Х2) 


Сһапде 19 1-4.1/(1-4.2 Blank) 


22. CAGE CROSS REFERENCES. Cross references to the 
manufacturer's code used throughout this manual are in accordance 
with DoD Cataloging Handbook H-4/H-8, Commercial and 


Government Entity (CAGE) Codes. 


00624 


01556 


01673 


01943 


02697 


04319 


05228 


05693 


05906 


05939 


06092 


06383 


Aeroquip Corp. 
Aerospace Group 

300 S. East Ave. 
Jackson, MI 49203-1972 


Emhart Fastening Systems Group 


Heli-Coil Div. 
510 River Rd. 
Shelton, CT 06484 


Airdrome Parts Co. 
3251 Airport Way 

P.O. Box 1867 

Long Beach, CA 90801 


Moeller Mfg. Co. Inc. 
Pickett St. 

P.O. Box 1736 

Greenville, MS 38702-1318 


Parker-Hannifin Corp. 

Seal Group 

2360 Palumbo Dr. 

P.O. Box 11751 
Lexington, KY 40512-1751 


Advanced Products Co. 
33 Defco Park Rd. 
North Haven, CT 06473-1129 


PTI Technologies Inc. 


Sub. of ESCO Electronics Corp. 


950 Rancho Conejo Blvd 
P.O. Box 2000 


Newbury Park, CA 91320-1715 


Cherry/Textron Inc. 


Cherry Commercial Fasteners Products 


1224 E. Warner St. 
P.O. Box 2157 
Santa Ana, CA 92705-2157 


Society of British Aerospace Co. Ltd. 


Replaced by U1653 


Furon Co. 

Engineered Seals/Components 
3340 E. La Palma Ave. 
Anaheim, CA 92806 


Barnes Group Inc. 
Associated Spring Div. 
1825 E. Ist St. 

Dayton, OH 45403-1129 


Panduit Corp. 
17301 Ridgeland 
Tinley Park, IL 60477-3048 


06848 


06950 


06GU9 


08992 


09455 


09523 


OAFLA 


OBND2 


0C7D5 


OEMN7 


OHDW7 


OZZVI 


10825 


12989 
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AlliedSignal Inc. 


Aerospace Equipment Svstems 


717 N. Bendix Dr. 
South Bend, IN 46620-1000 


Fairchild Industries Inc. 


Fairchild Aerospace Fastener Div. 


13001 E. Temple Ave. 
LaPuente, CA 91746-1417 


Hercules Hydraulics 
2650 Enterprise Dr. 
Clearwater, FL 34623 


AGM Container Controls Inc. 
3526 E. Ft. Lowell Rd. 

P.O. Box 40020 

Tucson, AZ 85717 


RBC Transport Dvnamics Corp. 


3131 Segerstrom Ave. 
P.O. Box 1953 
Santa Ana, CA 92702-1953 


Parker-Hannifin Corp. 
Aerospace Group 

101 Parker Dr. 

P.O. Box 610 

Andover, OH 44003-0610 


Champion Spark Plug Co. 
Aviation Products Div. 
1230 Old Norris Rd. 

P.O. Box 686 

Libertv, SC 29657-0686 


Ancra East 

248 Branford Rd. 

P.O. Box 506 

North Branford, CT 06471 


BEM Transport Dvnamics Corp. 


Replaced bv 09455 


Whittaker Controls Inc. 
Replaced bv 79318 


Huck International Mfg. Co. 
Aerospace Fastener Div. 
3724 E. Columbia St. 
Tucson, AZ 85714 


Air Industries Inc. 
1325 Whitlock Ln. 
No. 105 

Carrollton, TX 75006 


Serck Aviation 
North American Office 
Replaced by U1841 


Textron Filtration Systems Inc. 


Replaced by 05228 
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15284 


15653 


15860 


18350 


1P767 


1X498 


23540 


24984 


25795 


27238 


29372 


29666 


2F919 


2K288 
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Pressure Science Inc. 
11642 Old Baltimore Pike 
Beltsville, MD 20705-1210 


Kaynar Technologies Inc. 
Kaynar Div. 

800 S. State College Blvd. 
Fullerton, CA 92634-3001 


New Hampshire Ball Bearings Inc. 


Astro Div. 
155 Lexington Ave. 
Laconia, NH 03246-2937 


Pall Aeropower Corp. 

Sub. of Pall Corp. 

6301 49th St. N. 

Pinellas Park, FL 34665-5798 


The Bendix Corp. 
Guidance Systems Div. 
Replaced by 55973 


Argo-Tech Corp. 


Aircraft Pump and Ordance Groups 


Replaced bv 59875 


Niagara Plastics 
7090 Edinboro Rd. 
Erie, PA 16509-4447 


Hvdraflow 
13259 E. 166th St. 
Cerritos, CA 90703-2269 


W.W. Grainger Inc. 
333 Knightsbridge Pkv K206 
Lincolnshire, IL 60069 


Bristol Industries 

630 E. Lambert Rd. 
P.O. Box 630 

Brea, CA 92621-4119 


Fairchild Industries Inc. 

Fairchild Aerospace Fastener Div. 
3000 W. Lomita Blvd. 

Torrance, CA 90505-5103 


Huck Mfg. Co. 
Sub. of Federal-Mogul Corp. 
Irvine, CA 92619 


Aircraft Porous Media Inc. 
Replaced by 18350 


Avibank Mfg. Inc. 
Replaced by 84256 
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2M195 


30728 


33447 


34662 


36069 


36536 


38443 


39428 


3A420 


3H541 


3L184 


3P758 


45722 


49367 


Society of Automotive Engineers 
SAE Dept. 195 
Replaced by 81343 


Val Industries Inc. 
Indianapolis, IN 46200 


Seco Seals Co. 

1366 Logan Ave. 

Bldg. 1 

P.O. Box 1461 

Costa Mesa, CA 92626-4007 


Robroy Industries Inc. 
Robroy Plastics Div. 
Morrisville, PA 19067 


FAG Bearings Ltd. 

801 Ontario St. 

P.O. Box 640 

Stratford ON М5А 6T2 
CANADA 


Simmonds Precision Products Inc. 
Instruments System Div. 
Replaced by 89305 


MRC Bearings 

402 Chandler St. 

P.O. Box 280 
Jamestown, NY 14701 


McMaster-Carr Supply Co. 
600 County Line Rd. 
Elmhurst, IL 60126 


Ramsey Corp. 
Ring Div. 
Replaced by 80756 


Textron Inc. 
Fafnir Bearing Div. 
Replaced by 5F326 


United Technologies Corp. 
Hamilton Standard Div. 
155 Schoephoester Rd. 
Windsor Locks, CT 06096 


ESNA Div. 
Amerace Corp. 
Replaced by 72962 


USM Corp. 
Sub. of Emhart Industries Inc. 
Campbellsville, KY 42718 


Amphenol Corp. 
Amphenol Aerospace 
40-60 Delaware Ave. 
Sidney, NY 13838-1395 


40931 


50632 


52661 


55231 


55972 


55973 


56501 


56878 


58880 


59088 


59501 


59875 


59885 


Aeroflex Intl. Inc. 
Cable and Shock Div. 
35 S. Service Rd. 
Plainview, NY 11803 


Kamatics Corp. 

Sub. of Kaman Corp. 

1330 Blue Hills Ave. 

P.O. Box 3 

Bloomfield, CT 06002-1304 


United Technologies Corp. 

Pratt & Whitney 

Large Military Engines 

Beeline Hwy 

P.O. Box 109600 

West Palm Beach, FL 33410-9600 


DuPont Tribon Composities Inc. 
5581 W. 164th St. 
Brookpark, OH 44142-1581 


Allied-Signal Inc. 

DBA Allied-Signal Aerospace Co. 
43 Williams Ave. 

Teterboro, NJ 07608 


Allied-Signal Inc. 

DBA Allied-Signal Aerospace Co. 
43 Williams Ave. 

Teterboro, NJ 07608 


Thomas & Betts Corp. 
1555 Lynnfield Rd. 
Memphis, TN 38119 


SPS Technologies Inc. 

Aerospace and Industrial Products 
Highland Ave. 

Jenkintown, PA 19046-2299 


Meggit Avonics Inc. 
10 Ammon Dr. 
Manchester, NH 03103-7406 


Corru-Seals Inc. 
24 Capital Dr. 
Wallingford, CT 06492-2318 


Unison Industries Inc. 
7575 Baymeadows Way 
Jacksonville, FL 32256-8514 


Argo-Tech Corp. 

Aircraft Accessories Div. 
23555 Euclid Ave. 
Cleveland, OH 44117-1703 


Rosemount Aerospace Inc. 
14300 Judicial Rd. 
Brunsville, MN 55306-4898 


5F326 


5S190 


5Y157 


60119 


60678 


65065 


6M880 


71286 


71826 


71985 


72962 


73030 


73197 


74197 


75237 
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Textron Inc. 

Fafnir Bearing Div. 
Willard Ave. 
Newington, CT 06111 


Hi-Shear Corp. 
Replaced by 73197 


Cherry Textron Inc. 
Div. of Cherry Commercial Fasteners 
Replaced by 05693 


The Monadnock Co. 
18301 E. Arenth Ave. 
Rowland Heights, СА 91748 


Rosemount Aerospace Inc. 
1256 Trapp Rd. 
St. Paul, MN 55121 


Fuel Systems Textron Inc. 
Sub. of Textron Inc. 

700 N. Centennial St. 
Zeeland, MI 49464-1320 


Carr Lane Mfe. Co. 
Replaced by 99862 


Fairchild Corp. 
Camloc Products Div. 
3012 W. Lomita Blvd. 
Torrance, CA 90505 


Clawson and Bals Inc. 
Replaced by 99267 


Dow-Elco Inc. 

1313 W. Olympic Blvd. 
P.O. Box 669 

Montebello, CA 90640-5010 


Harvard Industries Inc. 
2502 N. Rocky Point Dr. 
Suite 960 

Tampa, FL 33607 


United Technologies Corp. 
Hamilton Standard Div. 

1 Hamilton Rd. 

Windsor Locks, CT 06096-1010 


Hi-Shear Corp. 
2600 Skypark Dr. 
Torrance, CA 90505 


Associated Spring 

Raymond Barnes Group Inc. 
1705 Indian Wood Cir. 
Suite 210 

Maumee, OH 43537 


Kaynor Technologies Inc. 
Microdot Div. 

190 W. Crowther Ave. 
Placentia, CA 92670 
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75535 


76005 


77820 


77842 


78118 


78570 


78943 


79318 


79326 


76949 


80205 


80539 


1-8 


The Crosby Group Inc. 
2801 Dawson Rd. 

P.O. Box 3128 

Tulsa, OK 74101 


Lord Corp. 

Mechanical Products Div. 
1635 W. 12th St. 

P.O. Box 10039 

Erie, PA 16514 


Amphenol Corp. 
Amphenol Aerospace 
40-60 Delaware St. 
Sidney, NY 13838-1395 


E G and G Sealol 
Engineered Products Div. 
15 Pioneer Ave. 
Warwick, RI 02888-1509 


MPB Corp. 

Split Ball Bearing Div. 
336 Mechanic St. 
Lebanon, NH 03766-2627 


Titeflex Corp. 

Sub. of Bundy Corp. 
603 Hendee St. 

P.O. Box 90054 
Springfield, MA 01139 


Parker-Hannifin Corp. 

United Aircraft Products Div. 
200 Railroad St. 

P.O. Box 37 

Forest, OH 45843-0037 


Whittaker Corp. 

Whittaker Controls Div. 
P.O. Box 3951 

12838 Saticoy St. 

North Hollywood, CA 91605 


Transdigm Inc. 
Wiggins Connectors Div. 
5000 Triggs St. 
Los Angeles, CA 90022 


GTI Corp. 
Tonawanda, NY 14150 


National Aerospace Standards Committee 
Aerospace Industries 

1250 Eye St. N.W. 

Washington, DC 20005 


SPS Technologies Inc. 

Aerospace and Industrial Products 
2701 S. Harbor Blvd. 

P.O. Box 1259 

Santa Ana, CA 92702-1259 
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80756 


81343 


81349 


82458 


83259 


83311 


83324 


83930 


84256 


84971 


86831 


86928 


88044 


Spirlox, Div. of Kaydon Corp. 
29 Cassens St. 
Fenton, MO 63026-2542 


Society of Automotive Engineers Inc. 
SAE Dept. 195 

400 Commonwealth Dr. 

Warrendale, PA 15096-0001 


Military Specifications 

Promulgated by Military Depts./Agencies 
Under Authority of Defense 
Standardization Manual 4120 3-M 


Mite Corp. 
Gripco Fastener Div. 
South Whitley, IN 46787 


Parker-Hannifin Corp. 
O-Seal Div. 

7664 Panasonic Way 

San Ysidro, CA 92173-4206 


Unison Industries Inc. 
5345 State Hwy 12 
P.O. Box 310 
Norwich, NY 13815 


Fairchild Industries Inc. 
Rosan/Aerospace Fastener Div. 
3130 W. Harvard St. 

P.O. Box 25225 

Santa Ana, CA 92799 


Transdigm Inc. 

Adel Fasteners Div. 
5000 Triggs St. 

Los Angeles, CA 90022 


Avibank Mfg. Inc. 
210 S. Victory Blvd. 
P.O. Box 391 
Burbank, CA 91503 


TA Mfg. Inc. 

Sub. of Criton Technologies 
375 W. Arden Ave. 

P.O. Box 2500 

Glendale, CA 91209-2500 


Kaiser Aerospace and Electronics Corp. 
17000 S. Red Hill Ave. 
Irvine, CA 92614 


Seastrom Mfg. Co. Inc. 
456 Seastrom St. 
Twin Falls, ID 83301 


Aeronautical Standards Group 
Dept. of Navy and Air Force 


89305 


8B707 


8P613 


8R768 


92215 


95955 


96906 


97393 


97484 


97613 


98441 


98809 


99017 


99267 


Simmonds Precision Products Inc. 
DBA BFGoodrich Aircraft Integrated 
100 Panton Rd. 

Vergennes, VT 05491-1099 


Aeroquip Corp. 
Replaced by 00624 


Corru-Seals Inc. 
Replaced by 59088 


Kaiser Electro Precision 
Replaced by 86831 


Fairchild Industries Inc. 

Fairchild Aerospace Fastener Div. 
3000 W. Lomita Blvd. 

Torrance, CA 90505-5102 


Titeflex Inc. 
Replaced by 78570 


Military Standards 

Promulgated by Military Depts., 
Under Authority of Defense 
Standardization Manual 4120 3-M 


Shur-Lok Corp. 
2541 White Rd. 
P.O. Box 19584 
Irvine, CA 92713 


Vickers Inc. 

System Monitoring Div. 
24 E. Glenolden Ave. 
Glenolden, PA 19036-2107 


Sargent Controls and Aerospace 
Kahr Bearing Div. 

5675 W. Burlingame Rd. 

P.O. Box 730 

Cortaro, AZ 85652-0730 


Parker-Hannifin Corp. 
Stratoflex Div. 

220 Roberts Cut-Off Rd. 
P.O. Box 10398 

Ft. Worth, TX 76114-0398 


Protex Products Corp. 
Div. of Clopay Corp. 
Kearny, NJ 07032 


Protective Closures Co. Inc. 
Caplugs Div. 

2150 Elmwood Ave. 
Buffalo, NY 14207-1910 


Bohn Aluminum and Brass Co. 
Div. of Gulf and Western Mfg. Co. 
1607 E. Maumee St. 

Adrian, MI 49221-3558 


99321 


99643 


99862 


99877 


9D669 


9E180 


9G112 


9H901 


K1012 


NONE1 


NONE4 


NONE6 


U1653 


U1841 
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Shaw Aero Devices Inc. 
12291 Towne Lake Dr. 
Ft. Myers, FL 33913 


Vickers Inc. 

Fluid Control and Actuation Div. 
4690 Colorado Blvd. 

P.O. Box 39787 

Los Angeles, CA 90039-1106 


Carr Lane Mfg. Co. 
4200 Carr Lane Ct. 
St. Louis, MO 63119-2129 


Bendix Corp. 
Energy Controls Div. 
Replaced by 06848 


Bendix Corp. 
Flight And Engine Instrument Div. 
Replaced by 55972 


United Technologies Corp. 
Pratt & Whitney 

Large Military Engines 
Replaced by 52661 


Dow-Elco 
Replaced by 71985 


Screw Corp Div. VSI Corp. 
Replaced by 06950 


Armstrong Fastenings Ltd. 
Clough Road 

Hull North Humberside HU6 7PR 
UNITED KINGDOM 


E.I. DuPont Denemour Co. 
Pencader Plant 
Newark, DE 


GTI Corp. 
Clover Div. 
Replaced by 7G949 


Armstrong Fastenings Ltd. 
Replaced by K1012 


Society of British Aerospace Co. Ltd. 
29 King St. 

London SW1Y 6RD 

UNITED KINGDOM 


Serck Heat Transfer 
Warwick Rd. 
Birmingham B11 2QY 
United Kingdom 
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23. LIST OF ACCESSORIES. 


Part No. Nomenclature Publication No. 
18-1937 TRANSMITTER-POSITION, NOZZLE T.O. 5E12-26-3 
327455 VALVE-ANTI-ICING, ENGINE INLET T.O. 15E2-4-20-3 
329205 VALVE-ANTI-ICING, ENGINE INLET T.O. 15E2-4-20-3 
4047890 PUMP ASSY-SCAVENGE, NO. 2 AND 3 BEARING T.O. 7J4-2-50-3 
4057681 VALVE ASSX-BREATHER PRESSURIZING T.O. 6J15-14-17-3 
4066724-700 TANK ASSY-LUBRICATING OIL T.O. 7J10-18-3 
4075220 NOZZLE-FUEL, STAGED T.O. 6J8-40-3 
4075541-01 MANIFOLD-SPRAY, AUGMENTOR, ASSY OF T.O. 6328-5-3 
4075542-01 MANIFOLD-SPRAY, AUGMENTOR, ASSY OF T.O. 6J28-5-3 
4075726-01 MANIFOLD-SPRAY, AUGMENTOR, ASSY OF T.O. 6J28-5-3 
4076778 NOZZLE-FUEL, UNSTAGED T.O. 6Ј8-41-3 
4080670-01 MANIFOLD-SPRAY, AUGMENTOR, ASSY OF T.O. 6Ј28-5-3 
4080672-01 MANIFOLD-SPRAY, AUGMENTOR, ASSY OF T.O. 6J28-5-3 
4081276 NOZZLE-FUEL, UNSTAGED T.O. 6J8-41-3 
4082793-01 MANIFOLD-SPRAY, AUGMENTOR, ASSY OF T.O. 6328-5-3 
4083223-01 MANIFOLD-SPRAY, AUGMENTOR, ASSY OF T.O. 6J28-5-3 
4083569 NOZZLE-FUEL, UNSTAGED T.O. 6J8-41-3 
4083997 PUMP ASSY-MAIN OIL T.O. 7J4-2-51-3 
420068 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, DEEC T.O. 8E1-6-1-113 
420133 CABLE-SPECIAL PURPOSE, BRANCHED, ENGINE ACCESSORIES T.O. 8E1-6-1-113 
420434 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, ENGINE ACTUATOR T.O. 8E1-6-1-113 
441293 CYLINDER-ACTUATING, LINEAR, VARIABLE VANE, REAR COMPRESSOR T.O. 6J27-8-3 
441435 CONTROL AND CYLINDER-VARIABLE VANE, COMPRESSOR INLET T.O. 6327-7-3 
441436 CYLINDER-ACTUATING, LINEAR, VARIABLE VANE, COMPRESSOR INLET T.O. 6327-6-3 
441441 CONTROLLER-FUEL PUMP, AUGMENTOR T.O. 6J3-4-99-4 
441579 FUEL CONTROL-MAIN T.O. 6J3-4-118-4 
441612 CONTROL-EXHAUST NOZZLE, CONVERGENT T.O. 6J3-8-21-4 
441614 ACTUATOR-BALL SCREW, SECONDARY, CONVERGENT NOZZLE T.O. 16A1-14-43-3 
441615 ACTUATOR-BALL SCREW, PRIMARY, CONVERGENT NOZZLE T.O. 16A1-14-43-3 
441720 CYLINDER-ACTUATING, LINEAR, VARIABLE VANE, REAR COMPRESSOR T.O. 6J27-8-3 
441721 FUEL CONTROL-MAIN T.O. 6J3-4-118-4 
441944 CONTROL-EXHAUST NOZZLE, CONVERGENT T.O. 6J3-8-21-4 
442020 ACTUATOR-BALL SCREW, SECONDARY, CONVERGENT NOZZLE T.O. 16A1-14-43-3 
442021 ACTUATOR-BALL SCREW, PRIMARY, CONVERGENT NOZZLE T.O. 16A1-14-43-3 
44838 STATOR-GENERATOR T.O. 8E1-11-3-3 
45689 CABLE-POWER, ELECTRICAL, EXCITER TO MAIN IGNITER, LH Т.О. 8Е1-7-1-133 
45731-1341 COOLER ASSY-OIL T.O. 7J1-94-3 
46194 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, AUGMENTOR FUEL T.O. 8E1-6-1-113 
MANAGEMENT 
46195 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, GAS GENERATOR T.O. 8E1-6-1-113 
46196 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, IGNITION T.O. 8E1-6-1-113 
46197 CABLE-SPECIAL PURPOSE, ELECTRICAL, EDU T.O. 8E1-6-1-113 
46198 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, DEEC T.O. 8E1-6-1-113 
46215 CABLE-POWER, ELECTRICAL, EXCITER TO MAIN IGNITER, RH T.O. 8E1-7-1-133 
46216 CABLE-POWER, ELECTRICAL, EXCITER TO AUGMENTOR IGNITER, LH Т.О. 8Е1-7-1-133 
46300 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, ENGINE ELECTRONIC T.O. 8E1-6-1-113 
CONTROL SIGNALS 
46301 CABLE-SPECIAL PURPOSE, ELECTRICAL, BRANCHED, POWER AND SPEED T.O. 8E1-6-1-113 
46387 CABLE-POWER, ELECTRICAL, EXCITER TO AUGMENTOR IGNITER, RH T.O. 8Е1-7-1-133 
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46470 EXCITER-IGNITION, DUAL T.O. 8Е1-8-25-4 
47418 EXCITER-IGNITION, DUAL T.O. 8E1-8-25-4 
5302 THERMOCOUPLE-IMMERSION, FTIT SENSING T.O. 8E1-12-2-3 
70035 VALVE-FUEL PRESSURIZING AND DUMP T.O. 6J15-14-16-3 
708500 PUMP-GEAR, MAIN FUEL T.O. 6J10-4-93-4 
789940H04D06 DIAGNOSTIC UNIT-ENGINE T.O. 5Е1-2-15-4 
789940H05D07 DIAGNOSTIC UNIT-ENGINE T.O. 5Е1-2-15-4 
789940H06D08 DIAGNOSTIC UNIT-ENGINE T.O. 5E1-2-15-4 
790100 FUEL CONTROL-AUGMENTOR T.O. 6J3-2-36-4 
792840 PUMP-FUEL, AUGMENTOR T.O. 6J10-4-80-4 
796521 H06D05 CONTROL-ENGINE, DIGITAL ELECTRONIC T.O. 6J3-4-117-14 
796521 H07D06 CONTROL-ENGINE, DIGITAL ELECTRONIC T.O. 6J3-4-117-14 
796521 H08D07 CONTROL-ENGINE, DIGITAL ELECTRONIC Т.0.613-4-117-14 
AA124S-2 IGNITER-SPARK, GAS TURBINE ENGINE MAIN T.O. 8E1-3-4-3 
AA125S-5 IGNITER-SPARK, GAS TURBINE ENGINE, AUGMENTOR T.O. 8E1-3-4-3 
AD-9348-1657 FILTER-OIL T.O. 7J2-27-3 
AD-9348-1657Y1 FILTER-LUBE OIL T.O. 7J2-27-3 


PWA 56682 
PWA 56731 
PWA 56732 
UA539800-2 


RETAINER-FRONT, FAN DRIVE TURBINE MODULE 


RETAINER-FRONT, CORE ENGINE MODULE 
RETAINER-REAR, CORE ENGINE MODULE 
COOLER ASSY-OIL 


T.O. 2J-F100-94 
T.O. 2J-F100-94 
T.O. 2J-F100-94 
T.O. 7J1-93-3 


Change 24 
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24. OPTION TABLE. The following table lists option parts and their detail options with vendor part numbers, manufacturers' codes, 
abbreviated description and dimensions. 


OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 
2161929 2060110 52661 TAPE 
2161910 52661 TAPE 
2161928 52661 TAPE 
379530 368984 53714-440-H19 | 56878 NUT 0.112-40UNJF-3B X 0.143 IN. THK 
379529 Z3943-40 72952 NUT 0.112-40UNJF-3B X 0.1455 IN. THK 
4018381 4012468 52661 SEAL ASSY 
4012501 52661 SEAL ASSY 
4018382 4014756 52661 SEAL ASSY 
4014757 52661 SEAL ASSY 
4021812 4004904 72785-1032 56878 NUT 0.190-32UNJF-3B X 0.245 IN. THK 
4005199 E10516-3 72952 NUT 0.190-32UNJF-3B X 0.245 IN. THK 
4054412 H49508-3 15653 NUT 0.190-32UNJF-3B X 0.245 IN. THK 
4022709 4010647 58729M-428 56878 NUT 0.250-28UNJF-3B X 0.281 IN. THK 
4010648 E10787-4 72952 NUT 0.250-28UNJF-3B X 0.281 IN. THK 
4023115 ST1334-09 VN4718DF02 92215 NUT 0.190-32UNJF-3B X 0.240 IN. THK 
ST2113-09 73916-1032 56878 NUT 0.190-32UNJF-3B X 0.252 IN. THK 
ST2118-09 LH11189-3 56878 NUT 0.190-32UNJF-3B X 0.250 IN. THK 
ST2119-09 H49513-3 15653 NUT 0.190-32UNJF-3B X 0.240 IN. THK 
4023116 ST1334-10 VN4718DF048 92215 NUT 0.250-28UNJF-3B X 0.280 IN. THK 
ST2113-10 73916-428 56878 NUT 0.250-28UNJF-3B X 0.285 IN. THK 
ST2118-10 LH11189-4 56878 NUT 0.250-28UNJF-3B X 0.290 IN. THK 
ST2119-10 H49513-4 15653 NUT 0.250-28UNJF-3B X 0.280 IN. THK 
4023117 ST1334-11 VN4718DF054 92215 NUT 0.3125-24UNJE-3B X 0.326 IN. THK 
ST2113-11 73916-524 56878 NUT 0.3125-24UNJE-3B X 0.330 IN. THK 
ST2118-11 LH11189-5 56878 NUT 0.3125-24UNJE-3B X 0.335 IN. THK 
ST2119-11 H49513-5 15653 NUT 0.3125-24UNJE-3B X 0.326 IN. THK 
4023466 ST2115-10 73182-428 56878 NUT 0.250-28UNJF-3B X 0.411 IN. THK 
ST2116-10 LH10863-4 56878 NUT 0.250-28UNJF-3B X 0.401 IN. THK 
ST2117-10 H29011-4 15653 NUT 0.250-28UNJF-3B X 0.416 IN. THK 
4026550 4026547 74252-428 56878 NUT 0.250-28UNJF-3B X 0.305 IN. THK 
4026548 E10516-4 72952 NUT 0.250-28UNJF-3B X 0.305 IN. THK 
4026549 H49478-4 15653 NUT 0.250-28UNJF-3B X 0.295 IN. THK 
4030963 4000606 52661 BEARING 
4057330 52661 BEARING 
4057425 52661 BEARING 
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OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 
4030964 4000609 52661 BEARING 
4000610 52661 BEARING 
4056149 52661 BEARING 
4061870 52661 BEARING 
4032002 4001273 52661 BEARING 
4001274 52661 BEARING 
4001275 52661 BEARING 
4056321 52661 BEARING 
4032003 4001276 52661 BEARING 
4001277 52661 BEARING 
4001278 52661 BEARING 
4044745 52661 BEARING 
4032004 4001282 52661 BEARING 
4045089 52661 BEARING 
4056259 52661 BEARING 
4032005 4001285 52661 BEARING 
4001286 52661 BEARING 
4056934 52661 BEARING 
4032006 4001294 52661 BEARING 
4001296 52661 BEARING 
4058670 52661 BEARING 
4066036 52661 BEARING 
4073646 52661 BEARING 
4032007 4001297 52661 BEARING 
4001299 52661 BEARING 
4058058 52661 BEARING 
4065092 52661 BEARING 
4033286 4033283 52661 SEAL ASSY 
4033284 52661 SEAL ASSY 
4034529 4015853 F10986-4 72952 NUT 0.250-28UNJF-3B X 0.281 IN. THK 
4016835 NS103594-048 56878 NUT 0.250-28UNJF-3B X 0.256 IN. THK 
4035597 4018466 52661 BEARING 
4018467 52661 BEARING 
4060870 52661 BEARING 
4061549 52661 BEARING 
4082584 52661 BEARING 
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OPTION 
PN 


4035886 


4036995 


4039946 


4039949 


4039976 


4042344 


4042812 


4045695 


4046362 


4046363 


4046367 


DETAIL PN 


4035882 
4035883 


4036993 
4036994 


4016562 
4039153 


4016565 
4039156 


4001290 
4004200 
4045021 
4061871 


ST2156-10 
ST2173-10 
ST2183-10 


4042813 
4042814 
4042815 


4005227 
4011139 
4048593 
4082610 
4083117 


4024591 


4024592 
4024593 


4016855 
4018595 
4058667 


4012022 
4046326 


VENDOR PN 


74483-428 
Н49500-4 
LH11588-4 


L10606-5-3 
75796 
K50023-3 


RMLHTAS1- 
2860-02 
NS103714-02 
K49587-3 


LH10969-3 
73589-1032 
VN4710WD02 


F10883-3 
NS103809-002 


CAGE 


52661 
52661 


52661 
52661 


52661 
52661 


52661 
52661 


52661 
52661 
52661 
52661 


56878 
15653 
56878 


72952 
56878 
15653 


52661 
52661 
52661 
52661 
52661 


72952 


56878 
15653 


72952 
56878 
92215 


72952 
56878 


NOMENCLATURE 


SEAL ASSY 
SEAL ASSY 


SEAL ASSY 
SEAL ASSY 


COUPLING ASSY 
COUPLING ASSY 


COUPLING ASSY 
COUPLING ASSY 


BEARING 
BEARING 
BEARING 
BEARING 


NUT 
NUT 
NUT 


NUT 
NUT 
NUT 


BEARING 
BEARING 
BEARING 
BEARING 
BEARING 


NUT 


0.250-28UNJF-3B X 0.411 IN. 
0.250-28UNJF-3B X 0.381 IN. 
0.250-28UNJF-3B X 0.401 IN. 


0.190-32UNJF-3B X 0.082 IN. 
0.190-32UNJF-3B X 0.082 IN. 
0.190-32UNJF-3B X 0.082 IN. 


0.190-32U 


0.190-32U 
0.190-32U 


0.190-32U 
0.190-32U 
0.190-32U 


0.190-32U 


0.190-32U 


T.O. 2J-F100-54 


DIMENSIONS 


Change 11 


NJF-3B X 0.047 IN. 


NJF-3B X 0.036 IN. 
NJF-3B X 0.051 IN. 


NJF-3B X 0.215 IN. 
NJF-3B X 0.290 IN. 


THK 
THK 
THK 


THK 


THK 
THK 


THK 


THK 
THK 


NJF-3B Х 0.3475 IN. ТНК 
NJF-3B Х 0.3475 ІМ. ТНК 
NJF-3B X 0.3475 ІМ. ТНК 


THK 
THK 


1-13 


T.O. 2J-F100-54 


OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 
4047343 4009751 52661 SEAL ASSY 
4040236 52661 SEAL ASSY 
4040242 52661 SEAL ASSY 
4047344 4009752 52661 SEAL ASSY 
4040237 52661 SEAL ASSY 
4040245 52661 SEAL ASSY 
4047849 4010222 73332-1032 56878 NUT 0.190-32UNJF-3B X 0.067 IN. THK 
4010223 L10860-4-3 72952 NUT 0.190-32UNJF-3B X 0.067 IN. THK 
4054411 K50698-3 15653 NUT 0.190-32UNJF-3B X 0.067 IN. THK 
4058666 VN4805DF02 92215 NUT 0.190-32UNJF-3B X 0.067 IN. THK 
4048929 4009752 52661 SEAL 1.050 X 1.627 X 0.656 IN. THK 
4040237 52661 SEAL 1.050 X 1.627 X 0.656 IN. THK 
4040245 52661 SEAL 1.050 X 1.627 X 0.656 IN. THK 
611489 52661 SEAL 1.050 X 1.627 X 0.656 IN. THK 
4053840 4032933 52661 BEARING 
4053883 52661 BEARING 
4054021 4020642 C2320-275 15284 COUPLING 2.750 TUBE OD 
4054022 D-2320-275 15284 COUPLING 
4054537 4040649 52661 BEARING 
4046808 52661 BEARING 
4056098 52661 BEARING 
4062009 52661 BEARING 
4057828 4057795 E12912-4 72952 NUT 0.250-28UNJF-3B X 0.290 IN. THK 
4057831 80800-428 56878 NUT 0.250-28UNJF-3B X 0.290 IN. THK 
4057832 51692-4 15653 NUT 0.250-28UNJF-3B X 0.290 IN. THK 
4058231 4058229 80923-624 56878 NUT 0.375-24UNJF-3B X 0.2745 IN. THK 
4058230 51744-6 15653 NUT 0.375-24UNJF-3B X 0.2745 IN. THK 
4059195 4059193 3567762-3002 9D669 TRANSMITTER 
4059194 18-1935 1P767 TRANSMITTER 
4059349 4059297 52661 BEARING 
4059298 52661 BEARING 
4059299 52661 BEARING 
4061007 52661 BEARING 


1-14 


T.O. 2J-F100-54 


OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 
4061173 4057774 52661 BEARING 
4059417 52661 BEARING 
4061214 4001280 52661 BEARING 
4003686 52661 BEARING 
4057332 52661 BEARING 
4062289 4062287 82158-428 56878 NUT 0.250-28UNJF-3B X 0.400 IN. THK 
4062288 VN1320DF048 92215 NUT 0.250-28UNJF-3B X 0.400 IN. THK 
4062489 4062487 82158-1032 56878 NUT 0.190-32UNJF-3B X 0.380 IN. THK 
4062488 VN1320DF02 92215 NUT 0.190-32UNJF-3B X 0.380 IN. THK 
4062497 4062338 52661 BEARING 
4062339 52661 BEARING 
4065580 52661 BEARING 
4062498 4062531 52661 BEARING 
4062533 52661 BEARING 
4065578 52661 BEARING 
4062707 4061112 52661 BEARING 
4061139 52661 BEARING 
4061157 52661 BEARING 
4061159 52661 BEARING 
4062708 4061140 52661 BEARING 
4069671 52661 BEARING 
4063522 4054599 F12691-5 72952 NUT 0.3125-24UNJF-3B 
4055622 NS202372-5 80539 NUT 0.3125-24UNJF-3B 
4055623 F51308-5 15653 NUT 0.3125-24UNJE-3B 
4063876 4063875 52661 BEARING 
4077345 52661 BEARING 
4064470 4050904 0003-0017 86831 ADAPTER 
4064468 VC82-2682 99321 ADAPTER 


Change 20 1-15 


T.O. 2J-F100-54 


OPTION 
PN 


4064471 


4065386 


4066226 


4066808 


4067896 


4069178 


4069338 


4069473 


4069778 


4070347 


1-16 


DETAIL PN 


4050905 
4064469 


4061088 
4065385 
4065596 


ST2160-10 
ST2161-10 
ST2162-09 


4066832 
4066833 


4067893 
4067894 


4067895 
4082552 


4059492 
4060815 


ST2475-11 
ST2476-11 
ST2477-11 
ST2478-11 


4069474 
4069475 


4069775 
4069776 
4069777 


ST2447-10 
ST2448-10 


Change 24 


VENDOR PN 


0003-0018 
VC82-2683 


74735-1032 
E11520-3 
H29164-3 


R116KC900 
AAV9116RIW7- 
MSRA3826 
SRNH116-29 
592794 


83890-524 
WLLH11618-5 
VN4738WP054 
H52847-5 


W9LL9120/6-3 
83748-1032 
K52852-3 


NS202846-4 
F52804-4 


CAGE 


86831 
99321 


52661 
52661 
52661 


56878 
56878 
15653 


52661 
52661 


38443 
5F326 


78118 
36069 


52661 
52661 


56878 
72962 
92215 
15653 


52661 
52661 


72962 
56878 
15653 


80539 
15653 


NOMENCLATURE DIMENSIONS 


ADAPTER 
ADAPTER 


SEAL 
SEAL 
SEAL 


NUT 0.190-32UNJF-3B X 0.178 IN. THK 
NUT 0.190-32UNJF-3B X 0.182 IN. THK 
NUT 0.190-32UNJF-3B X 0.188 IN. THK 


BEARING 
BEARING 


BEARING 
BEARING 


BEARING 
BEARING 


SUPPORT ASSY 
SUPPORT ASSY 


NUT 0.3125-24UNJF-3B X 0.473 IN. THK 
NUT 0.3125-24UNJF-3B X 0.473 IN. THK 
NUT 0.3125-24UNJF-3B X 0.473 IN. THK 
NUT 0.3125-24UNJF-3B X 0.473 IN. THK 
BEARING 

BEARING 

NUT 0.190-32UNJF-3B X 0.090 IN. THK 
NUT 0.190-32UNJF-3B X 0.090 IN. THK 
NUT 0.190-32UNJF-3B X 0.090 IN. THK 
NUT 0.250-28UNJF-3B X 0.032 IN. THK 
NUT 0.250-28UNJF-3B X 0.032 IN. THK 


OPTION 
PN 


4071146 


4071383 


4071400 


4071724 


4071755 


4071804 


4072100 


4072101 


4072103 


4072104 


4072105 


DETAIL PN 


4071202 
4071259 
4071761 


4071286 
4071287 
4071288 
4077085 
4079535 


4071330 
4071401 


ST2267-09 
ST2268-09 
ST2269-09 


4071756 
4071757 
4071759 


4056270 
4069918 


4069498 
4069499 
4077554 


4069500 
4069501 
4077555 


4069504 
4069505 


4069506 
4069507 
4077557 


4069508 
4069509 
4077558 


VENDOR PN 


81382-1032 
SMLH10863-3 
H51907-3 


100553-498 


AE707545-1 


1242014-1 


110553-500 


AE707546-1 


1242014-2 


110553-504 


AE707548-1 


110553-506 


AE707549-1 


1242002-1 


110553-508 


AE707550-1 


1242003-1 


CAGE 


52661 
52661 
52661 


52661 
52661 
52661 
52661 
52661 


52661 
52661 


56878 
72952 
15653 


52661 
52661 
52661 


52661 
52661 


78570 
8B707 
98441 


78570 
8B707 
98441 


78570 
8B707 


78570 
8B707 
98441 


78570 
8B707 
98441 


NOMENCLATURE 


BEARING 
BEARIN 
BEARIN 


aa 


BEARIN 
BEARIN 
BEARIN 
BEARIN 
BEARIN 


aa000 


BEARIN 
BEARIN 


aa 


NUT 
NUT 
NUT 


LINK 
LINK 
LINK 


SEAT 
SEAT 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


HOSE ASSY 
HOSE ASSY 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


T.O. 2J-F100-54 


DIMENSIONS 


0.190-32UNJF-3B X 0.355 IN. THK 
0.190-32UNJF-3B X 0.355 IN. THK 
0.190-32UNJF-3B X 0.355 IN. THK 


1-17 


T.O. 2J-F100-54 


OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 
4072107 4069512 110553-512 78570 HOSE ASSY 
4069513 AE707552-1 8B707 HOSE ASSY 
4077559 1242014-3 98441 HOSE ASSY 
4072109 4069516 110553-516 78570 HOSE ASSY 
4069517 AE707554-1 8B707 HOSE ASSY 
4077560 1242004-1 98441 HOSE ASSY 
4072112 4069522 110553-522 78570 HOSE ASSY 
4069523 AE707557-1 8B707 HOSE ASSY 
4077563 1242006-1 98441 HOSE ASSY 
4072113 4069524 110553-524 78570 HOSE ASSY 
4069525 AE707558-1 8B707 HOSE ASSY 
4077564 1242014-4 98441 HOSE ASSY 
4072115 4069528 110553-528 78570 HOSE ASSY 
4069529 AE707560-1 8B707 HOSE ASSY 
4072120 4069540 110553-540 78570 HOSE ASSY 
4069541 AE707565-1 8B707 HOSE ASSY 
4077568 1242009-1 98441 HOSE ASSY 
4072297 4065513 52661 BEARING 
4071318 52661 BEARING 
4072298 4065512 52661 BEARING 
4071319 52661 BEARING 
4072398 ST2470-09 NS202900-3 56878 NUT 0.190-32UNJF-3B 
ST2471-09 F52938-3 15653 NUT 0.190-32UNJF-3B 
ST2472-09 WSLAF11420-3 | 72952 NUT 0.190-32UNJF-3B 
4072405 ST2456-10 АШ А196-4 72952 NUT 
ST2457-10 NS202796-4 80539 NUT 
ST2458-10 МК52915-4 15653 NUT 
ST2459-10 VN4815DF048 92215 NUT 
4072583 4072585 14J02-40A 24984 COUPLING 
4078399 W991-40DE 79326 COUPLING 
4072623 4067921 52661 BEARING 
4067922 52661 BEARING 


1-18 


OPTION 
PN 


4072848 


4073026 


4073030 


4073605 


4073606 


4073607 


4074010 


4074224 


4074428 


4074432 


4074448 


DETAIL PN 


4065916 
4071405 


ST2522-09 
ST2523-09 
ST2524-09 


4073031 
4073032 
4080280 


4010482 
4073602 


4010487 
4073603 


4010491 
4073604 


4072837 
4072839 


4062670 
4062674 


4074429 
4074430 
4074431 
4077086 
4079536 


4074433 
4074434 
4074435 
4074436 
4074437 


4066810 
4066811 
4066812 
4077084 
4079534 


VENDOR PN 


AULG13123-3 
CN52991-3 
NS202913-3 


110553-031 
AE707560-2 
1242018-1 


9383 
87-5000 


9359 
87-5001 


ATBSVOHTL 
03413-05E010 


CAGE 


52661 
52661 


72952 
15653 
56878 


78570 
8B707 
98441 


52661 
52661 


8R768 
99321 


8R768 
99321 


52661 
52661 


15860 
0C7D5 


52661 
52661 
52661 
52661 
52661 


52661 
52661 
52661 
52661 
52661 


52661 
52661 
52661 
52661 
52661 


T.O. 2J-F100-54 


NOMENCLATURE DIMENSIONS 


BUMPER 
BUMPER 


NUT 0.190-32UNJF-3B X 0.2475 IN. THK 
NUT 0.190-32UNJF-3B X 0.255 IN. THK 
NUT 0.190-32UNJF-3B X 0.255 IN. THK 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


COVER 
COVER 


CAP 
CAP 


CAP 
CAP 


SEAL 
SEAL 


BEARIN 
BEARIN 


aa 


BEARIN 
BEARIN 
BEARIN 
BEARIN 
BEARIN 


QQQQQ 


BEARIN 
BEARIN 
BEARIN 
BEARIN 
BEARIN 


AAAAO 


BEARIN 
BEARIN 
BEARIN 
BEARIN 
BEARIN 


QQQQQ 


1-19 


T.O. 2J-F100-54 


OPTION 
PN 


4074709 


4075146 


4075314 


4075349 


4075400 


4075401 


4075402 


4075433 


4075458 


4075459 


4075460 


1-20 


DETAIL PN 


4071760 
4074710 
4074711 


ST2267-10 
ST2268-10 


4075315 
4075317 
4078319 


4075346 
4075347 
4075348 


4075117 
4075121 


4075397 


4075118 
4075122 
4075398 


4075119 
4075123 
4075399 


4075430 
4075431 


4075850 
4075851 
4077561 


4075852 
4075853 
4077565 


4066860 
4066861 


VENDOR PN 


81382-428 
SMLH10863-4 


AAMMF9131-8 
9131UK900 
590803 


590318 
9122UK900 
AAMMF9122- 
53MSR-A- 
1613D 


SL7271 
VRB13156- 
9616LH 
84568-9616 


SL7272 
VRB13159-6216 
84569-6216 


SL7273 
VRB13161-5616 
84570-5616 


69082 
11156-I 


110553-544 
AE708014-1 
1242005-1 


110553-542 
AE708004-1 
1242007-1 


CAGE 


52661 
52661 
52661 


56878 
72952 


3H541 
38443 
36069 


36069 
38443 
3H541 


97393 
72952 


56878 


97393 
72952 
56878 


97393 
72952 
56878 


04319 
15284 


78570 
8B707 
98441 


78570 
8B707 
98441 


52661 
52661 


NOMENCLATURE 


LINK 
LINK 
LINK 


NUT 
NUT 


BEARING 
BEARING 
BEARING 


BEARING 
BEARING 
BEARING 


T 
UT 
T 


GASKET 
GASKET 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


BEARING 
BEARING 


DIMENSIONS 


0.250-28UNJF-3B X 0.411 IN. THK 
0.250-28UNJF-3B X 0.411 IN. THK 


T.O. 2J-F100-54 


OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 

4075466 ST2539-10 L13244-7-4 72952 NUT 0.250-28UNJF-3B X 0.108 IN. THK 
ST2540-10 K53264-4 15653 NUT 0.250-28UNJF-3B X 0.108 IN. THK 
ST2541-10 84829-428 56878 NUT 0.250-28UNJF-3B X 0.108 IN. THK 
ST2542-10 V N4829WNP04 | 92215 NUT 0.250-28UNJF-3B X 0.108 IN. THK 

8 

4075473 4066857 52661 ARM 
4066899 52661 ARM 

4075616 4075617 AE708220-1 8B707 HOSE ASSY 
4075618 110553-618 78570 HOSE ASSY 
4077569 1242012-1 98441 HOSE ASSY 

4075619 4075620 110553-620 78570 HOSE ASSY 
4075621 AE708210-1 8B707 HOSE ASSY 
4077570 1242010-1 98441 HOSE ASSY 

4075658 4075659 V S3489 9H901 BUSHING 
4075667 124512 80539 BUSHING 

4075672 4075666 V S3488 9H901 BUSHING 
4075673 124511 56878 BUSHING 

4075680 4075685 52661 BUMPER 
4075686 52661 BUMPER 
4075687 52661 BUMPER 
4075819 52661 BUMPER 

4075681 4075688 52661 BUMPER 
4075689 52661 BUMPER 
4075690 52661 BUMPER 
4075820 52661 BUMPER 

4075682 4075691 52661 BUMPER 
4075692 52661 BUMPER 
4075693 52661 BUMPER 
4075821 52661 BUMPER 

4075729 ST2610-09 84780-1032 56878 NUT 0.190-32UNJF-3B X 0.090 IN. THK 
ST2611-09 K53256-3 15653 NUT 0.190-32UNJF-3B X 0.090 IN. THK 
ST2612-09 L13247-6-3 72952 NUT 0.190-32UNJF-3B X 0.090 IN. THK 
ST2613-09 V N4828BB02 92215 NUT 0.190-32UNJF-3B X 0.090 IN. THK 


Change 3 1-21 


T.O. 2J-F100-54 


OPTION 
PN 


4075770 


4075771 


4075972 


4075974 


4075975 


4075976 


4076049 


4076383 


4076474 


4076700 


4076706 


4076830 


1-22 


DETAIL PN 


4069880 
4069922 


4071716 
4071719 


4075970 
4075971 
4077562 


4075854 
4075984 


4075855 
4075985 
4076395 


4076056 
4076156 
4076396 


4070354 
4076048 


4076381 
4076382 
4077951 


4069429 
4069430 


ST2625-07 
ST2669-07 


4076704 
4076705 


4076398 


4076425 
4076428 


Change 2 


VENDOR PN 


110553-662 
AE708161-1 
A7070-1 


11356-00 
11357-00 
KJB816110 


UA539800-2 
45731-1341 


PLT4H-76 
TYZ27M 


67864 
Р0088001 


САСЕ 


52661 
52661 


52661 
52661 


78570 
8В707 
98441 


52661 
52661 


52661 
52661 
52661 


52661 
52661 
52661 


52661 
52661 


55231 
55231 
50632 


78943 
01841 


06383 
56501 


8P613 
83259 


52661 
52661 
52661 


NOMENCLATURE 


GASKET 
GASKET 


BRACKET 
BRACKET 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


VANE 
VANE 


VANE 
VANE 
VANE 


VANE 
VANE 
VANE 


DIFFUSER CASE 
DIFFUSER CASE 


BEARING 
BEARING 
BEARING 


COOLER ASSY 
COOLER ASSY 


TIE 
TIE 


GASKET 
GASKET 


BUMPER ASSY 
BUMPER ASSY 
BUMPER ASSY 


DIMENSIONS 


OPTION 
PN 


4076924 


4077027 


4077307 


4078173 


4078299 


4078475 


4079286 


4079445 


4079528 


4079696 


4079745 


4079798 


4079926 


4080111 


DETAIL PN 


4076814 
4076815 
4076816 


ST2602-014 
ST2603-014 


4077308 
4077309 
4077567 


4072231-01 
4077968-01 


4042814 
4076416 


4077556 
4078476 
4078477 


4079356 
4079456 
4079556 


4079446 
4079525 
4079526 
4079527 


4079502 
4079506 


4080156 
4080256 


4078407 
4078474 


4079794 
4079795 
4079796 
4079797 


ST2470-10 
ST2471-10 
ST2472-10 


4079029 
4080018 
4080019 


VENDOR PN 


KJBB18106 
11511-00LOW 
6011400 


124514-014 
VS3486-014 


110553-308 
AE708359-1 
1242014-5 


75796 
VN4817BA02-3 


1242001-1 
110553-476 
AE707548-2 


VN4837WAX02 
L13656-6-3 
K53845-3 
92801-1032 


NS202900-4 
F52938-4 
WSLAF11420-4 


CAGE 


50632 
55231 
NONEI 


56878 
92215 


78570 
00624 
98441 


52661 
52661 


56878 
92215 


98441 
78570 
00624 


52661 
52661 
52661 


52661 
52661 
52661 
52661 


52661 
52661 


52661 
52661 


52661 
52661 


92215 
72962 
15653 
56878 


80539 
15653 
72962 


52661 
52661 
52661 


NOMENCLATURE 


BEARING 
BEARING 
BEARING 


BOLT 
BOLT 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


RING ASSY 
RING ASSY 


NUT 
NUT 


HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


VANE 
VANE 
VANE 


BUMPER ASSY 
BUMPER ASSY 
BUMPER ASSY 
BUMPER ASSY 


ARM ASSY 
ARM ASSY 


VANE 
VANE 


BRACKET 
BRACKET 


T.O. 2J-F100-54 


DIMENSIONS 


Change 25 


0.190-32UNJF-3B X 0.082 IN. THK 
0.190-32UNJF-3B X 0.082 IN. THK 


1-23 


T.O. 2J-F100-54 


OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 
4080325 4080335 52661 VANE 
4080355 52661 VANE 
4080377 4080374 52661 NUT 
4080375 52661 NUT 
4080376 52661 NUT 
4080378 4061088 69079 77842 SEAL 
4065596 52661 SEAL 
4080379 52661 SEAL 
4080732 4070115-01 52661 LINK 
4080711-01 52661 LINK 
4080898 4080899 11891-00 55231 BEARING 
4080900 KJB822707 50632 BEARING 
4080903 4080905 11892-00 55231 BEARING 
4080906 KJB822806 50632 BEARING 
4081024 4081019 5903188 36069 BEARING 
4081020 9122UK901 38443 BEARING 
4081023 AAMMF9122-54 | 5F326 BEARING 
4081473 4001290 52661 BEARING 
4004200 52661 BEARING 
4045021 52661 BEARING 
4081574 4078195-01 52661 MANIFOLD 
4081572-01 52661 MANIFOLD 
4081575 4078196-01 52661 MANIFOLD 
4081573-01 52661 MANIFOLD 
4084871 4084872 52661 BEARING 
4084873 52661 BEARING 
4086489 4079186 52661 BEARING 
4086488 52661 BEARING 
4301682 ST2325-11 H52569-5 15653 NUT 
ST2326-11 83459-524 56878 NUT 
ST2327-11 WSLH10863-5-1 | 72962 NUT 
ST2328-11 VN4734WAXDS | 92215 NUT 
4 
4302197 ST2325-09 H52569-3 15653 NUT 
ST2326-09 83459-1032 56878 NUT 
ST2327-09 WSLH10863-3-1 | 72962 NUT 
ST2328-09 VN4734WAXD2 | 92215 NUT 


1-24 Change 25 


T.O. 2J-F100-54 


OPTION 
PN DETAIL PN VENDOR PN CAGE | NOMENCLATURE DIMENSIONS 
494677 494676 61149-428 56878 NUT 
618106 KX-29110-4 15653 NUT 
639338 LHL9126-7-4 72952 NUT 
ST1188-10 B00111-4 27238 NUT 
ST1330-10 VN4803WA048 | 92215 NUT 
704342 704343 RM-LH3858-048 | 72952 NUT 0.250-28UNJF-3B X 0.212 IN. THK 
704344 FN1014M-428 56878 NUT 0.250-28UNJF-3B X 0.219 IN. THK 
704345 H42-4 15653 NUT 0.250-28UNJF-3B X 0.219 IN. THK 
782451 ST1070-23 52661 INSERT 
ST1076-23 52661 INSERT 
ST1322-43 ST1070-43 52661 INSERT 
ST1076-43 3591-3TN-0380 | 01556 INSERT 
ST1569-04 ST1570-04 NS203068-3 56878 NUT 
ST1571-04 F13480-3 72962 NUT 
ST1572-04 F53816-3 15653 NUT 
ST2169-02 ST2156-11 74483-524 56878 NUT 0.3125-24UNJE-3B X 0.473 IN. THK 
ST2173-11 H49500-5 15653 NUT 0.3125-24UNJE-3B X 0.478 IN. THK 
ST2183-11 LH11588-5 56878 NUT 0.3125-24UNJE-3B X 0.463 IN. THK 
ST2284-04 AS3075-04 VSF1015N4B 92215 GASKET 
ST2285-04 AP100N-04 01673 GASKET 0.250 IN. TUBE OD 
ST2286-04 SECO27N-04 33447 GASKET 0.250 IN. TUBE OD 
ST2284-06 AS3075-06 VSF1015N6B 92215 GASKET 
ST2285-06 AP100N-06 01673 GASKET 0.375 IN. TUBE OD 
ST2286-06 SECO27N-06 33447 GASKET 0.375 IN. TUBE OD 
ST2284-07 AS3075-07 VSF1015N7B 92215 GASKET 
ST2285-07 AP100N-07 01673 GASKET 0.438 IN. TUBE OD 
ST2286-07 SEC027N-07 33447 GASKET 0.438 IN. TUBE OD 
ST2284-09 AS3075-09 VSF1015N9B 92215 GASKET 0.562 IN. TUBE OD 
ST2285-09 AP100N-09 01673 GASKET 0.562 IN. TUBE OD 
ST2286-09 SEC027N-09 33447 GASKET 0.562 IN. TUBE OD 
ST2284-12 AS3075-12 VSF1015N12B 92215 GASKET 0.750 IN. TUBE OD 
ST2285-12 AP100N-12 01673 GASKET 0.750 IN. TUBE OD 
ST2286-12 SEC027N-12 33447 GASKET 0.750 IN. TUBE OD 
ST2284-14 AS3075-14 VSF1015N14B 92215 GASKET 
ST2285-14 AP100N-14 01673 GASKET 0.875 IN. TUBE OD 
ST2286-14 SEC027N-14 33447 GASKET 0.875 IN. TUBE OD 
ST2284-16 AS3075-16 81343 GASKET 1.000 IN. TUBE OD 
ST2285-16 AP100N-16 01673 GASKET 1.000 IN. TUBE OD 
ST2286-16 SEC027N-16 33447 GASKET 1.000 IN. TUBE OD 
ST2311-36 ST2309-36 66725-36 04319 GASKET 0.093 X 1.738 IN. DIA 
ST2310-36 P13U5N-0025-2 | 15284 GASKET 0.093 X 1.738 IN. DIA 


Change 15 1-25 
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OPTION 
PN 


ST2586-08 


ST2590-10 


ST2596-04 


ST2737-09 


ST2745-10 


ST2785-10 


ST2785-11 


ST2786-01 


ST2786-02 


ST2786-06 


ST5030-09 


1-26 


DETAIL PN 


ST2587-08 
ST2588-08 


ST2591-10 
ST2592-10 
ST2593-10 
ST2594-10 
ST2595-10 


ST2597-04 
ST2598-04 


ST2735-09 
ST2736-09 


ST2621-10 
ST2622-10 
ST2623-10 
ST2624-10 
ST2780-10 
ST2781-10 
ST2782-10 
ST2783-10 
ST2780-11 
ST2781-11 
ST2782-11 
ST2783-11 
ST2609-01 
ST2787-01 
ST2609-02 
ST2787-02 
ST2609-06 
ST2787-06 


ST5032-09 
ST5033-09 


Change 16 


VENDOR PN 


TA025093-08 
11409 


VN4762WAX04 
8 

LH13291A-4 
H5383 1-4 
92752-428 
ВН00470-4 


М5203137-4 
F53881-4 


F53513-3BC 
F13433-3 


VN4758WP048 
LH13291-4 
H53308-4 
84892-428 


H53777-4 
LH13587-4 
92617-428 
VN4761BB048 


H53777-5 
LH13587-5 
92617-524 
VN4761BB054 


TR26036N- 
1032SBVX 
K10001-03 


TR26036N- 
4285ВУХ 
К10001-04 


TR26036N- 
1216SBVX 
K10001-08 


MF54343-3 
NS203217-3 


CAGE 


84971 
83930 


92215 


72952 
15653 
56878 
27238 


80539 
15653 


15653 
72952 


92215 
72952 
15653 
56878 
15653 
72962 
56878 
06950 
15653 
72962 
56878 
06950 
29372 
75237 
29372 
75237 
29372 
75237 


15653 
80539 


NOMENCLATURE 


CLAMP 
CLAMP 


Z 
E 
4 


z z z Z 
саса 
dd dd 3333 


z z Z Z 
dead 
dddd 


z z z Z 
dead 
4333 


z Z z Z 
саса 
dddd 


INSERT 


INSERT 


INSERT 


INSERT 


INSERT 


INSERT 


NUT 
NUT 


0.250-28U 
0.250-28U 
0.250-28U 
0.250-28U 


0.250-28U 
0.250-28U 
0.250-28U 
0.250-28U 


0.3125-24UNJE-3B X 0.350 IN. 
0.3125-24UNJE-3B X 0.350 IN. 
0.3125-24UNJE-3B X 0.350 IN. 
0.3125-24UNJE-3B X 0.350 IN. 


DIMENSIONS 


NJF-3B X 0.3125 IN. 
NJF-3B X 0.3125 IN. 
NJF-3B X 0.3125 IN. 
NJF-3B X 0.3125 IN. 


NJF-3B X 0.318 IN. THK 
NJF-3B X 0.318 IN. THK 
NJF-3B X 0.318 IN. THK 
NJF-3B X 0.318 IN. THK 


THK 
THK 
THK 
THK 


THK 
THK 
THK 
THK 


0.190-32UNJF-3B X 0.250 IN. THK 
0.190-32UNJF-3B X 0.250 IN. THK 


T.O. 2J-F100-54 


25. HOW TO LOCATE A PART. The following procedures describe the operations used to locate a part in the Maintenance Parts List 


if the part number is known or is not known. 


то 21-F100-54 


3. IF A PICTORIAL REPRESENTATION OF THE PART OR ITS 


LOCATION IS DESIRED, REFER TO THE SAME INDEX NUMBER 
ON THE ACCOMPANYING ILLUSTRATION. 


DESIRED INFORMATION. 


T.O. 23-F100-54 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER. 


USABLE 
ON 
CONE 


з? 


NO NUMBER 


4067110 


4084164 
ST2015-016 


4079144 
4061881 
2 


AS3209-009 
4051880 


4070967-01 
4051887 


4081774 
ST2273-03 


EZITTI 
473452 


AS3209-150 
4064153 


401 


4084154 
۸92209-165 
3576-06 
3880-00 
4064156 


4055105-01 


۸53209-160 
4064155 


4075402 
4075120 


4075124 
4075128 
4075127 
4075128 
4075129 
4075125 
۸20-42 
4010242. 


ANTICING CONE, 

TURBINE LOCK SHAFT 

SEE FIG. 36 FOR 

NUT-PLAIN, ROUND 8.875-16UNJ-3B 

X 0.690 IN THI 

WASHER-KEY Ë 010 ID X 0.007 IN. THK 

BOLT-MACHI 0.190-32UNJF-3A X 
(S, DOUBLE HEX 


FOLLAR-PIN THREADED, 0.164-32, 
ELF-LOCKING. 
PIN-THREADED, 164-22. FLAT 
TZUNJF-3A X 
DOUBLE 


BOLT-MACHINE 0190-22UNJF- 2A X 
0500 IN. LONG, DOUBLE HEX (АР) 

SENSOR-ELECTRICAL. QUAD Nt 
PAWA PART NO. 4061499 

PACKING-PREFORMED 

SUPPORT-COMPRESSOR INLET CONE, 
ASSY OF 

PIN-SHOULDER, HEADLESS 009325 
DIA AND 0.1855 DIA x 0200 IN. 

LONG 

COVER-NO. 1 BEARING HOUSING 

PACKING-PREFORMED 

BOLT 

WASHER 

TUBE. PRESSURE, NO. 1 BEARING 
ASSY OF 

STRAINER ELEMENT SLEEVE, NO. 1 
BEARING 

PACKING-PREFORMED 

TUBE-TRANSFER, PACKING 016 D X 
0.560 OD X 0.860 IN. LONG 

NUT OPTION 

SEE NUT OPTION TABLE 

BOLT-SELF-LOCKING 0.500-20UNJF 
X 1.000 IN. LONG, HEX 

COVER-COUNTERWEIGHT HOUSING 

COUNTERWEIGHT-COMPRESSOR 

COUNTERWEIGHT-COMPRESSOR 

COUNTERWEIGHT-COMPRESSOR 

COUNTERWEIGHT-COMPRESSOR 

HOUSING-COUNTERWEIGHT 

PACKING-PREFORMED 

NUT-TURBINE SHAFT. ASSY OF 


T0.24-F100-54 


2. TURN TO THE FIGURE AND INDEX NUMBER REFERENCED 
IN THE NUMERICAL INDEX TO OBTAIN 


LOCATE THE PART NUMBER IN THE NUMERICAL 
INDEX. NOTE THE FIGURE AND INDEX NUMBER 
WHERE THE PART IS CALLED OUT IN THE 
MAINTENANCE PARTS LIST. 


PART 
NUMBER. 


FIGURE 
& INDEX 
NUMBER 


FIGURE 
а INDEX 
NUMBER 


4060165 
4060166 
4060167 
4060168 
Muri 
4060218 
406049 
2060477 
4060478 
4060564. 
4060565. 
4060566 
4060568-01 
2060874 
2060627 
4060889 
4060264 
4060785 
4060815 
4060816 


4060996. 
PW4060996 
4061076. 
4061079 
4061080 
4061081 
4061082 
4061084 
4061085 
4061006 
4061087 
4061180 
4061214 
4061267 
4061374 
PW4061378 
po] 
4061586 
PW4061617 
4061621 
4061622 
4061632 
4061726 
4061748 
4061774. 


4061880 
4061881 
4061887 
4062030 
PW4062056 
p 
4062286 


7-2 
7-2 
п-в 
7-2 
18 
47 
a 
10 
2 
2 
5 
10 
3 
% 
% 
žo 
2 
7 
sr 


ВОЕН: 


4062289 


406229] 
4062296 
4062261. 
4062340 
4062432 
4062463 
4062489 


4062497 


4062498 


4082511 
4062514 
4062651 


4062665 
4062666. 
4062668. 
4062671 
4062707 
4062708. 
4062738 
4062739 
4062773 
4063375 
4063376-01 
4063377 
4063571 
4063729 
4063750 
4063876 
4063884 


4064162 


4064164 
4064167 
4064229 
4064230 
4064232 


16-4 
42 
76 
во 
7 
80 
2 
2 
76 
d 
Fi 
76 
76 
4 
т 
Е 
72 
т 
42 
76 
47 
55 


17-1 


DO THIS 
IF PART NUMBER 
IS KNOWN...... 


1-27 
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IF PART NUMBER IS NOT KNOWN .... DO THIS 


1. TURN TO THE LIST OF ILLUSTRATIONS. FROM THIS LIST, SELECT THE ILLUSTRATION 
MOST LIKELY TO CONTAIN THE DESIRED PART. NOTE FIGURE NUMBER OR PAGE. 


TO. 2J-F100-54 


шаа . REFER TO THE FIGURE NUMBER OR PAGE NUMBER OF THE ILLUSTRATION 
ica SELECTED FROM THE LIST OF ILLUSTRATIONS. LOCATE THE DESIRED 


Figure 27 Oil Supply Tubing 


m سر‎ A PART ON THE ILLUSTRATION. NOTE INDEX NUMBER. 


Figure 28 Gearbox and No. 2 and No. 3 Bearing бі 
Ant-Siphon Tubing (Sheet 2 012) L... si 
Figure 29 Damper Bearing and Cold Start Valve Manj and Oi 


FIGURE 37 ANTI-ICING CONE... 2-108 


Figure 31 Air Tubing. 

Figure 32 Anti-cing ani Valve and Convergent Exhaust Nozzle 
Control Tubing 
(Shhet 1012) 

Figure 32 Anti-cing Manili Valve and Convergent Exhaust Кге 
Control Tubing 
(Sheet 2 of 2) 

Figure 33 ‘Augmenter Рид Pump Ar 

Figure 34 PS2 Air Tubing (Sheet 1 of 

Figure 34 PS2 Air Tubing (Sheet 2 of 2) ` 

Figure 35 Augmentor Fuel Pump Controli 


Figure 35 
TO. 2)-F100-54 


Fans . REFER TO THE CORRESPONDING MAINTENANCE PARTS 


Figure 37 


Emi е LIST. LOCATE THE INDEX NUMBER SELECTED FROM THE 


Figure 38 


098 жағы ILLUSTRATION FOR PART NUMBER, NOMENCLATURE, ETC. 


Figure 39 
Figure 39 
Figure 39 


Figure 40 
Figure 41 
Figure 42 
Figure 43 
Figure 44 
Figure 45 


T.O. 23-F100-54 


FIGURE USABLE 
INDEX PART 
NUMBER NUMBER 1234567 DESCRIPTION CONE 


т NO NUMBER ANTLICING CONE, PS2 PROBE, AND 
FT 


4087110 NUT-PLAJN, ROUND 8875-16UNJ-38 
0.690 IN. THK 

4084164 MASHER KEY 9.010 ID X 0.087 IN. THK 

ST2015-016 BOLT-MACHINE 0.190-32UNJF-3A X 
0500 IN. LONG, DOUBLE HEX 

44 CONE-ANTHCING, ASSY OF 

4081881 SPACER-PS2 PROBE 

۸ PROBE-PS2 

PEWA PART NO. 4073980 
AS3209-009 PACKING-PREFORMED 
4061880 WASHER-KEV 1280 OD X 0031 IN. 


4070967-01 TUBE-PS2 PROBE, ASSY OF 

4081887 SPRING-HELICAL COMPRESSION 000 
OD X0 149 DIA WIRE X 8.044 COILS 

4061774. COLLAR-PIN THREADED, 0.164-32, 
SELF-LOCKING 


ST2016-016 BOLT-MACHINE 0.190-32UNJF-3A X 


A | 
FIGURE 37 EO 


ASSY OF 

4018254. PIN-SHOULDER, HEADLESS 0.09005, 
DIA AND 0.1855 DIA X 0200 IN. 

LONG 

4064154. COVER-NO. 1 BEARING HOUSING 

А83209-165 PACKING-PREFORMED 

1059676-06 BOLT 

M59880-00 WASHER 

4064156 TUBE-PRESSURE, NO. 1 BEARING 
ASS 


Y 
4065105-01 STRAINER ELEMENT SLEEVE, NO. 1 


BEA 
۸53209-160 PACKING-PREFORMED 
4064155 TUBE-TRANSFER, PACKING 0.316 ID X 
0560 OD X 0860 IN. LONG 
4075402 NUT OPTION 
SEE NUT OPTION TABLE 
4075120 BOLT-SELF-LOCKING 0500-200NJF 
X 1000 IN. LONG, HEX 
4075124. COVER-COUNTERWEIGHT HOUSING 
% 4075126 COUNTERWEIGHT-COMPRESSOR 
4075127 COUNTERWEIGHT-COMPRESSOR 
4075128 COUNTERWEIGHT-COMPRESSOR 
4075129 COUNTERWEIGHT-COMPRESSOR 
4075125 HOUSING-COUNTERWEIGHT 
AS3209-042 PACKING-PREFORMED 
4010242 NUT-TURBINE SHAFT, ASSY OF 
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26. USABLE ON CODE INDEX. Usable On Codes are assigned to prevent incorrect mixing or use of parts. Codes which appear on 
the Usable On Code columns in Section II identify parts which are restricted to specific model or engine serial number application or 
have interchangeability restrictions. If no Usable On Code is assigned, there are no restrictions. 

The Usable On Code Index lists all figure and index locations of the various parts required to satisfy a specific interchangeability 
requirement. 


FIGURE USABLE FIGURE 
& INDEX ON & INDEX 
DESIGNATION DESCRIPTION NUMBER CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 PARTS CODED A ARE 
(F-15 ONLY) USED ONLY ON MODEL 
F-15 A/C 


© © O OO ош ош ош o m 


F100-PW-229 PARTS CODED C ARE 
REPLACED BY PARTS 
CODED D IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-519 


> > > > > > > > > > > > > > > > > > > > 


F100-PW-229 PARTS CODED D REPLACE 
PARTS CODED C IN 
F100-PW-229 PARTS CODED B ARE COMPLETE SETS ONLY 
(F-16 ONLY) USED ONLY ON MODEL AFTER ACCOMPLISHMENT 
F-16 A/C OF T.O. 2J-F100229(11)-519 


о чо و‎ + оо N ىہ‎ = 


F100-PW-229 PARTS CODED J ARE 
INTERCHANGEABLE WITH 
PARTS CODED K IN 
COMPLETE SETS ONLY 


© © OO OO OO OO O OO O OO оошо o du o o 


Change 24 1-29 
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MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


1-30 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
PARTS CODED K ARE 
INTERCHANGEABLE WITH 
PARTS CODED JIN 
COMPLETE SETS ONLY 


PARTS CODED L ARE 
REPLACED BY PARTS 
CODED M 


PARTS CODED M REPLACE 
PARTS CODEDL 


PARTS CODED N ARE 
INTERCHANGEABLE WITH 
PARTS CODED P 


PARTS CODED P ARE 
INTERCHANGEABLE WITH 
PARTS CODED N 


PARTS CODED Q ARE 
INTERCHANGEABLE WITH 
PARTS CODED R 


PARTS CODED R ARE 
INTERCHANGEABLE WITH 
PARTS CODED Q 


PARTS CODED S ARE 
REPLACED BY PARTS 
CODED T IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED T REPLACE 
PARTS CODED S IN 
COMPLETE SETS ONLY 
AFTER ACCOMPLISHMENT 
OF T.O. 2J-F100229-545 


Change 24 


CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


PARTS CODED U ARE 
REPLACED BY PARTS 
CODED V IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-514 


PARTS CODED V REPLACE 
PARTS CODED U IN 
COMPLETE SETS ONLY 
AFTER ACCOMPLISHMENT 
OF T.O. 2J-F100229(11)-514 


PARTS CODED W ARE 
INTERCHANGEABLE WITH 
PARTS CODED X IN 
COMPLETE SETS ONLY 


PARTS CODED X ARE 
INTERCHANGEABLE WITH 
PARTS CODED W IN 
COMPLETE SETS ONLY 


PARTS CODED AA ARE 
INTERCHANGEABLE WITH 
PARTS CODED AB IN 
COMPLETE SETS ONLY 


PARTS CODED AB ARE 
INTERCHANGEABLE WITH 
PARTS CODED AA IN 
COMPLETE SETS ONLY 


MODEL 


DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESCRIPTION 


PARTS CODED AC ARE 
REPLACED BY PARTS 
CODED AD AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(V)-504 


F100-PW-229 


PARTS CODED AD 
REPLACE PARTS CODED 
AC AFTER 
ACCOMPLISHMENT OF 


T.O. 2J-F100229(V)-504 F100-PW-229 


PARTS CODED AE ARE 
REPLACED BY PARTS 
CODED AF IN COMPLETE 


SETS ONLY F100-PW-229 


PARTS CODED AF 
REPLACE PARTS CODED 
AE IN COMPLETE SETS 
ONLY 


RETURN PARTS CODED 
AG AS 4083858 FOR 
REPLACEMENT BY PARTS 
CODED AH IN COMPLETE 
SETS ONLY 


F100-PW-229 


PARTS CODED AH 
REPLACE PARTS CODED 
AG WHEN RETURNED AS 
4083858 IN COMPLETE 
SETS ONLY 


PARTS CODED AJ ARE 
REPLACED BY PARTS 
CODED AK IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED AK 
REPLACE PARTS CODED 
AJ IN COMPLETE SETS 


DESIGNATION 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED AL ARE 
REPLACED BY PARTS 
CODED AM IN COMPLETE 
SETS ONLY 


PARTS CODED AM 
REPLACE PARTS CODED 
AL IN COMPLETE SETS 
ONLY 


PARTS CODED AN ARE 
USED IN THE VARIABLE 
6TH STAGE VANE 

CONFIGURATION ONLY 


PARTS CODED AP ARE 
USED IN THE FIXED 6TH 
STAGE VANE 
CONFIGURATION ONLY 


Change 24 1-31 
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USABLE FIGURE USABLE FIGURE 
ON & INDEX ON & INDEX 
CODE |DESIGNATION DESCRIPTION NUMBER CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 PARTS CODED AG ARE 
REPLACED BY PARTS 
CODED AR AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-515 


F100-PW-229 PARTS CODED AR 
REPLACE PARTS CODED 
AQ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-515 


F100-PW-229 PARTS CODED AU ARE 
INTERCHANGEABLE WITH 
PARTS CODED AV IN 
COMPLETE SETS ONLY 


F100-PW-229 PARTS CODED BL ARE 
REPLACED BY PARTS 
CODED BM IN COMPLETE 
SETS ONLY 


F100-PW-229 PARTS CODED AV ARE 
INTERCHANGEABLE WITH 
PARTS CODED AU IN 
COMPLETE SETS ONLY 


ш © OU © O U O u ou m 


F100-PW-229 PARTS CODED BM 
REPLACE PARTS CODED 
BL IN COMPLETE SETS 
ONLY 


1-32 Change 24 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED BN ARE 
REPLACED BY PARTS 
CODED BP IN COMPLETE 
SETS ONLY 


PARTS CODED BP 
REPLACE PARTS CODED 
BN IN COMPLETE SETS 
ONLY 


PARTS CODED BO MUST 
BE USED WITH PARTS 
CODED BR 


PARTS CODED BR MUST 
BE USED WITH PARTS 
CODED BO 


PARTS CODED BS ARE 
INTERCHANGEABLE WITH 
PARTS CODED BT IN 
COMPLETE SETS ONLY 


PARTS CODED BT ARE 
INTERCHANGEABLE WITH 
PARTS CODED BS IN 
COMPLETE SETS ONLY 


FIGURE 
& INDEX 
NUMBER 


USABLE 


ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


DESCRIPTION 


PARTS CODED CA ARE 
REPLACED BY PARTS 
CODED CB 


PARTS CODED CB 
REPLACE PARTS CODED 
CA 


PARTS CODED CC ARE 
REPLACED BY PARTS 
CODED CD 


PARTS CODED CD 
REPLACE PARTS CODED 
CC 


Change 24 


FIGURE 
& INDEX 
NUMBER 


1-33 


T.O. 2J-F100-54 


FIGURE USABLE FIGURE 
MODEL & INDEX ON & INDEX 
DESCRIPTION NUMBER CODE |DESIGNATION 


DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


PARTS CODED CJ ARE 
REPLACED BY PARTS 
CODED CK AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-549 


PARTS CODED CK 
REPLACE PARTS CODED 
CJ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-549 


PARTS CODED CL ARE 
REPLACED BY PARTS 
CODED CM IN COMPLETE 
SETS ONLY 


PARTS CODED CM 
REPLACE PARTS CODED 
CL IN COMPLETE SETS 
ONLY 


PARTS CODED CN ARE 
REPLACED BY PARTS 
CODED CP IN COMPLETE 
SETS ONLY 


PARTS CODED CP 
REPLACE PARTS CODED 
CN IN COMPLETE SETS 
ONLY 


PARTS CODED CQ ARE 
REPLACED BY PARTS 
CODED CR IN COMPLETE 
SETS ONLY 


PARTS CODED CR 
REPLACE PARTS CODED 
CQ IN COMPLETE SETS 
ONLY 


PARTS CODED CS ARE 


1-34 Change 24 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


REPLACED BY PARTS 
CODED CT IN COMPLETE 
SETS AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-532 


PARTS CODED CT 
REPLACE PARTS CODED 
CS IN COMPLETE SETS 
AFTER ACCOMPLISHMENT 
OF T.O. 2J-F100229(I1)-532 


PARTS CODED CU ARE 
INTERCHANGEABLE WITH 
PARTS CODED CV 


PARTS CODED CV ARE 
INTERCHANGEABLE WITH 
PARTS CODED CU 


PARTS CODED CW MUST 
BE USED WITH PARTS 
CODED CX 


PARTS CODED CX MUST 
BE USED WITH PARTS 
CODED CW 


PARTS CODED CY ARE 
REPLACED BY PARTS 
CODED CZ IN COMPLETE 
SETS ONLY 


PARTS CODED CZ 
REPLACE PARTS CODED 
CY IN COMPLETE SETS 
ONLY 


PARTS CODED DA ARE 
REPLACED BY PARTS 
CODED DB IN COMPLETE 
SETS ONLY 


USABLE 
ON 


CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED DB 
REPLACE PARTS CODED 
DA IN COMPLETE SETS 
ONLY 


PARTS CODED DC ARE 
INTERCHANGEABLE WITH 
PARTS CODED DD 


PARTS CODED DD ARE 
INTERCHANGEABLE WITH 
PARTS CODED DC 


PARTS CODED DE ARE 
REPLACED BY PARTS 
CODED DF AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DF 
REPLACE PARTS CODED 
DE AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DG ARE 
REPLACED BY PARTS 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
CODED DH AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DH 
REPLACE PARTS CODED 
DG AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DJ ARE 
REPLACED BY PARTS 
CODED DK AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DK 
REPLACE PARTS CODED 
DJ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DL ARE 
REPLACED BY PARTS 
CODED DM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DM 
REPLACE PARTS CODED 
DL AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100(1I)-603 


PARTS CODED DN ARE 
REPLACED BY PARTS 
CODED DP 


PARTS CODED DP 
REPLACE PARTS CODED 
DN 


Change 24 1-35 


T.O. 2J-F100-54 


USABLE FIGURE USABLE FIGURE 
ON & INDEX ON & INDEX 
CODE |DESIGNATION DESCRIPTION NUMBER CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 PARTS CODED DO ARE 
REPLACED BY PARTS 
CODED DR IN COMPLETE 
SETS ONLY 


F100-PW-229 PARTS CODED DR 
REPLACE PARTS CODED 
DO IN COMPLETE SETS 
ONLY 


F100-PW-229 PARTS CODED ES ARE 
REPLACED BY PARTS 
CODED ET IN COMPLETE 
SETS ONLY 


F100-PW-229 PARTS CODED ET 
REPLACE PARTS CODED 
ES IN COMPLETE SETS 
ONLY 


F100-PW-229 PARTS CODED EU ARE 
INTERCHANGEABLE WITH 
PARTS CODED EV IN 
COMPLETE SETS ONLY 


1-36 Change 24 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
PARTS CODED EV ARE 
INTERCHANGEABLE WITH 
PARTS CODED EU IN 
COMPLETE SETS ONLY 


PARTS CODED EW MUST 
BE USED WITH PARTS 
CODED EX 


PARTS CODED EX MUST 
BE USED WITH PARTS 
CODED EW 


PARTS CODED EY ARE 
REPLACED BY PARTS 
CODED EZ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-515 


PARTS CODED EZ 
REPLACE PARTS CODED 
EY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-515 


PARTS CODED FC ARE 
REPLACED BY PARTS 
CODED FD IN COMPLETE 
SETS ONLY 


PARTS CODED FD 
REPLACE PARTS CODED 
FC IN COMPLETE SETS 
ONLY 


PARTS CODED FE ARE 
REPLACED BY PARTS 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


PARTS CODED FF 
REPLACE PARTS CODED 
FE 


PARTS CODED FG ARE 
REPLACED BY PARTS 
CODED FH IN COMPLETE 
SETS ONLY 


PARTS CODED FH 
REPLACE PARTS CODED 
FG IN COMPLETE SETS 
ONLY 


PARTS CODED FJ ARE 
REPLACED BY PARTS 
CODED FK IN COMPLETE 
SETS ONLY 


PARTS CODED FK 
REPLACE PARTS CODED 
FJ IN COMPLETE SETS 
ONLY 


PARTS CODED FL ARE 
REPLACED BY PARTS 
CODED FM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1)-515 


PARTS CODED FM 
REPLACE PARTS CODED 
FL AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1)-515 


PARTS CODED FN ARE 
REPLACED BY PARTS 
CODED FP IN COMPLETE 
SETS ONLY 


Change 24 1-37 


T.O. 2J-F100-54 


USABLE FIGURE USABLE FIGURE 
ON & INDEX ON & INDEX 
CODE |DESIGNATION DESCRIPTION NUMBER CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 PARTS CODED FP 
REPLACE PARTS CODED 
FN IN COMPLETE SETS 
ONLY 


1-38 Change 26 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED HE ARE 
REPLACED BY PARTS 
CODED HF AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED НЕ 
REPLACE PARTS CODED 
HE AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HG ARE 
REPLACED BY PARTS 
CODED HH AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HH 
REPLACE PARTS CODED 
HG AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HJ ARE 
REPLACED BY PARTS 
CODED HK AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


FIGURE 
8 INDEX 
NUMBER 


MODEL 


DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
8 INDEX 


DESCRIPTION NUMBER 


PARTS CODED HK 
REPLACE PARTS CODED 
HJ AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HL ARE 
REPLACED BY PARTS 
CODED HM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED HM 
REPLACE PARTS CODED 
HL AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HN ARE 
REPLACED BY PARTS 
CODED HP AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HP 
REPLACE PARTS CODED 
HN AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HQ ARE 
REPLACED BY PARTS 
CODED HR AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED HR 
REPLACE PARTS CODED 
HQ AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


Change 26 1-39 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


MODEL 


DESIGNATION DESCRIPTION DESCRIPTION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


1-40 


PARTS CODED HS ARE 
REPLACED BY PARTS 
CODED HT AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HT 
REPLACE PARTS CODED 
HS AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HU ARE 
REPLACED BY PARTS 
CODED HV AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HV 
REPLACE PARTS CODED 
HU AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HW ARE 
REPLACED BY PARTS 
CODED HX AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HX 
REPLACE PARTS CODED 
HW AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED HY ARE 
REPLACED BY PARTS 
CODED HZ AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED HZ 
REPLACE PARTS CODED 


Change 26 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


HY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(I11)-508 


PARTS CODED JA ARE 
REPLACED BY PARTS 
CODED JB AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JB 
REPLACE PARTS CODED 
JA AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JC ARE 
REPLACED BY PARTS 
CODED JD AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JD 
REPLACE PARTS CODED 
JC AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JE ARE 
REPLACED BY PARTS 
CODED JF AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JF 
REPLACE PARTS CODED 
JE AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED JG ARE 
REPLACED BY PARTS 
CODED JH AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JH 
REPLACE PARTS CODED 
JG AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED JJ ARE 
REPLACED BY PARTS 
CODED JK AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JK 
REPLACE PARTS CODED 
JJ AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JL ARE 
REPLACED BY PARTS 
CODED JM AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JM 
REPLACE PARTS CODED 
JL AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JN ARE 
REPLACED BY PARTS 
CODED JP AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JP 
REPLACE PARTS CODED 


FIGURE 
& INDEX 
NUMBER 


> >>> >> > > 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
JN AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(I11)-508 


PARTS CODED JO ARE 
REPLACED BY PARTS 
CODED JR AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JR 
REPLACE PARTS CODED 
JO AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED JS ARE 
REPLACED BY PARTS 
CODED JT AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(V)-501 


PARTS CODED JT 
REPLACE PARTS CODED 
JS AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(V)-501 


PARTS CODED JU ARE 
REPLACED BY PARTS 
CODED JV 


PARTS CODED JV 
REPLACE PARTS CODED 
JU 


PARTS CODED JW ARE 
INTERCHANGEABLE WITH 
PARTS CODED JX IN 
COMPLETE SETS ONLY 


Change 26 1-41 


T.O. 2J-F100-54 


CODE |DESIGNATION 


F100-PW-229 


с. 
x x X X X X X x x 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


1-42 


DESCRIPTION 


PARTS CODED JX ARE 
INTERCHANGEABLE WITH 
PARTS CODED JW IN 
COMPLETE SETS ONLY 


PARTS CODED JY ARE 
REPLACED BY PARTS 
CODED JZ IN COMPLETE 
SETS ONLY 


PARTS CODED JZ 
REPLACE PARTS CODED 
JY IN COMPLETE SETS 
ONLY 


PARTS CODED KA ARE 
REPLACED BY PARTS 
CODED KB AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(11)-515 


PARTS CODED KB 
REPLACE PARTS CODED 
KA AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(11)-515 


PARTS CODED KC ARE 
REPLACED BY PARTS 
CODED KD AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


Change 26 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED KD 
REPLACE PARTS CODED 
KC AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(II)-508 


PARTS CODED KE ARE 
REPLACED BY PARTS 
CODED KF AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED KF 
REPLACE PARTS CODED 
KE AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED KG ARE 
REPLACED BY PARTS 
CODED KH IN COMPLETE 
SETS ONLY 


PARTS CODED KH 
REPLACE PARTS CODED 
KG IN COMPLETE SETS 
ONLY 


PARTS CODED KJ ARE 
REPLACED BY PARTS 
CODED KK IN COMPLETE 
SETS ONLY 


PARTS CODED KK 
REPLACE PARTS CODED 
KJ IN COMPLETE SETS 
ONLY 


FIGURE 
& INDEX 
NUMBER 


USABLE 
ON 


CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


PARTS CODED KQ ARE 
INTERCHANGEABLE WITH 
PARTS CODED KR IN 
COMPLETE SETS ONLY 


PARTS CODED KR ARE 
INTERCHANGEABLE WITH 
PARTS CODED KG IN 
COMPLETE SETS ONLY 


PARTS CODED KS ARE 
REPLACED BY PARTS 
CODED KT IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
CP95QA002 


PARTS CODED KT 
REPLACE PARTS CODED 
KS IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
CP95QA002 


PARTS CODED KU ARE 
INTERCHANGEABLE WITH 
PARTS CODED KV IN 
COMPLETE SETS ONLY 


PARTS CODED KV ARE 
INTERCHANGEABLE WITH 
PARTS CODED KU IN 
COMPLETE SETS ONLY 


PARTS CODED KW ARE 
INTERCHANGEABLE WITH 
PARTS CODED KX IN 
COMPLETE SETS ONLY 


CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


PARTS CODED KX ARE 
INTERCHANGEABLE WITH 
PARTS CODED KW IN 
COMPLETE SETS ONLY 


PARTS CODED KY ARE 
REPLACED BY PARTS 
CODED KZ IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1ll)-512 


PARTS CODED KZ 
REPLACE PARTS CODED 
KY IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1ll)-512 


PARTS CODED LA ARE 
REPLACED BY PARTS 
CODED LB AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(II1)-513 


PARTS CODED LB 
REPLACE PARTS CODED 
LA AFTER 
ACCOMPLISHMENT OF 
T.O. 2Ј-Е100229(11)-513 


PARTS CODED LC ARE 
REPLACED BY PARTS 
CODED LD AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(IV)-502 


PARTS CODED LD 
REPLACE PARTS CODED 
LC AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(IV)-502 


Change 26 1-43 


T.O. 2J-F100-54 


USABLE FIGURE USABLE FIGURE 
ON & INDEX ON & INDEX 
CODE |DESIGNATION DESCRIPTION NUMBER CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


PARTS CODED LE ARE 
REPLACED BY PARTS 
CODED LF IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 


T.O. 5E1-2-15-507 AND T.O. 


6J3-4-117-517 


PARTS CODED LF 
REPLACE PARTS CODED 
LE IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 


T.O. 5E1-2-15-507 AND T.O. 


6J3-4-117-517 


PARTS CODED LG ARE 
REPLACED BY PARTS 
CODED LH IN COMPLETE 
SETS ONLY 


PARTS CODED LH 
REPLACE PARTS CODED 
LG IN COMPLETE SETS 
ONLY 


PARTS CODED LJ ARE 
REPLACED BY PARTS 
CODED LK IN COMPLETE 
SETS ONLY 


PARTS CODED LK 
REPLACE PARTS CODED 
LJ IN COMPLETE SETS 
ONLY 


PARTS CODED LL ARE 
USED IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-552 


PARTS CODED LM ARE 
REPLACED BY PARTS 


1-44 Change 26 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


CODED LN IN COMPLETE 
SETS AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1)-514 OR 
T.O. 2J-F100229(1)-516 


PARTS CODED LN 
REPLACE PARTS CODED 
LM IN COMPLETE SETS 
AFTER ACCOMPLISHMENT 
OF Т.О. 2J-F100229(1)-514 
OR T.O. 2J-F100229(1)-516 


PARTS CODED LR ARE 
REPLACED BY PARTS 
CODED LS IN COMPLETE 
SETS ONLY 


PARTS CODED LS 
REPLACE PARTS CODED 
LR IN COMPLETE SETS 
ONLY 


PARTS CODED LT ARE 
INTERCHANGEABLE WITH 
PARTS CODED LU 


PARTS CODED LU ARE 
INTERCHANGEABLE WITH 
PARTS CODED LT 


PARTS CODED LV ARE 
INTERCHANGEABLE WITH 
PARTS CODED LW 


PARTS CODED LW ARE 
INTERCHANGEABLE WITH 
PARTS CODED LV 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


nea 


PARTS CODED LX ARE 
REPLACED BY PARTS 
CODED LY IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED LY 
REPLACE PARTS CODED 
LX IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED LZ ARE 
REPLACED BY PARTS 
CODED MA IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 


T.O. 2J-F100229(11)-536 


PARTS CODED MA 
REPLACE PARTS CODED 
LZ IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED MB ARE 
REPLACED BY PARTS 
CODED MC IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED MC 
REPLACE PARTS CODED 
MB IN COMPLETE SETS 
ONLY AFTER 


FIGURE 
& INDEX 
NUMBER 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


DESCRIPTION 


ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED MD ARE 
REPLACED BY PARTS 
CODED ME IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED ME 
REPLACE PARTS CODED 
MD IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED MF ARE 
REPLACED BY PARTS 
CODED MG IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED MG 
REPLACE PARTS CODED 
MF IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED MH ARE 
REPLACED BY PARTS 
CODED MJ IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


Change 26 


FIGURE 
& INDEX 
NUMBER 


1-45 


T.O. 2J-F100-54 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


1-46 


DESCRIPTION 


PARTS CODED MJ 
REPLACE PARTS CODED 
MH IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED MK ARE 
REPLACED BY PARTS 
CODED ML IN COMPLETE 
SETS 


PARTS CODED ML 
REPLACE PARTS CODED 
MK IN COMPLETE SETS 


PARTS CODED MM ARE 
REPLACED BY PARTS 
CODED MN AFTER 
ACCOMPLISHMENT OF 
CP94QA062 


PARTS CODED MN 
REPLACE PARTS CODED 
MM AFTER 
ACCOMPLISHMENT OF 
CP94QA062 


PARTS CODED MP ARE 
INTERCHANGEABLE WITH 
PARTS CODED MQ IN 
COMPLETE SETS ONLY 


PARTS CODED MQ ARE 
INTERCHANGEABLE WITH 
PARTS CODED MP IN 
COMPLETE SETS ONLY 


PARTS CODED MR ARE 
SUPERSEDED BY PARTS 


Change 26 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED MS 
SUPERSEDE PARTS 
CODED MR 


PARTS CODED MT ARE 
USED IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-576 


PARTS CODED MU ARE 
REPLACED BY PARTS 
CODED MV IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-565 


PARTS CODED MV 
REPLACE PARTS CODED 
MU IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-565 


PARTS CODED MW ARE 
REPLACED BY PARTS 
CODED MX IN COMPLETE 
SETS ONLY 


PARTS CODED MX 
REPLACE PARTS CODED 
MW IN COMPLETE SETS 
ONLY 


PARTS CODED MY ARE 
REPLACED BY PARTS 
CODED MZ IN COMPLETE 
SETS ONLY 


FIGURE 
& INDEX 
NUMBER 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESCRIPTION 


PARTS CODED MZ 
REPLACE PARTS CODED 
MY IN COMPLETE SETS 
ONLY 


F100-PW-229 


F100-PW-229 


F100-PW-229 


PARTS CODED NA ARE 
REPLACED BY PARTS 
CODED NB AFTER 
ACCOMPLISHMENT OF 


T.O. 2J-F100229(I11)-508 


PARTS CODED NB 
REPLACE PARTS CODED 
NA AFTER 
ACCOMPLISHMENT OF 


T.O. 2J-F100229(II1)-508 F100-PW-229 


PARTS CODED NC ARE 
REPLACED BY PARTS 
CODED ND AFTER 
ACCOMPLISHMENT OF 


T.O. 2J-F100229(II)-508 F100-PW-229 


PARTS CODED ND 
REPLACE PARTS CODED 
NC AFTER 
ACCOMPLISHMENT OF 


T.O. 2J-F100229(111)-508 F100-PW-229 


PARTS CODED NE ARE 
REPLACED BY PARTS 
CODED NF AFTER 


DESIGNATION 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
ACCOMPLISHMENT OF 
T.O. 2/-Е100229(11)-508 


PARTS CODED NF 
REPLACE PARTS CODED 
NE AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED NG ARE 
REPLACED BY PARTS 
CODED NH AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED NH 
REPLACE PARTS CODED 
NG AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED NL ARE 
REPLACED BY PARTS 
CODED NM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-519 


PARTS CODED NM 
REPLACE PARTS CODED 
NL AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-519 


PARTS CODED NN ARE 
INTERCHANGEABLE WITH 
PARTS CODED NP IN 
COMPLETE SETS ONLY 


Change 26 1-47 


T.O. 2J-F100-54 


FIGURE USABLE FIGURE 
MODEL & INDEX ON & INDEX 
DESIGNATION DESCRIPTION NUMBER CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 PARTS CODED NP ARE 
INTERCHANGEABLE WITH 
PARTS CODED NN IN 
COMPLETE SETS ONLY F100-PW-229 PARTS CODED NZ ARE 
REPLACED BY PARTS 
CODED PA IN COMPLETE 
F100-PW-229 PARTS CODED NO ARE SETS ONLY AFTER 
ADDED AFTER ACCOMPLISHMENT OF 
ACCOMPLISHMENT OF T.O. 2J-F100229(VI)-508 
T.O. 2J-F100229-562 


F100-PW-229 PARTS CODED PA 
F100-PW-229 PARTS CODED NR ARE REPLACE PARTS CODED 
REPLACED BY PARTS NZ IN COMPLETE SETS 
CODED NS AFTER ONLY AFTER 
ACCOMPLISHMENT OF ACCOMPLISHMENT OF 
CP91QA090 Т.О. 2J-F100229(VI)-508 


F100-PW-229 [PARTS CODED NS F100-PW-229  |PARTS CODED PB ARE 
REPLACE PARTS CODED REPLACED BY PARTS 
NR AFTER CODED PC IN COMPLETE 
ACCOMPLISHMENT OF SETS ONLY AFTER 
CP91QA090 ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


F100-PW-229 PARTS CODED PC 
REPLACE PARTS CODED 
PB IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
F100-PW-229 PARTS CODED NV ARE T.O. 2J-F100229(VI)-508 
REPLACED BY PARTS 
CODED NW IN COMPLETE 
SETS ONLY AFTER F100-PW-229 PARTS CODED PD ARE 
ACCOMPLISHMENT OF REPLACED BY PARTS 
T.O. 2J-F100229(111)-510 CODED PE IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
F100-PW-229 PARTS CODED NW T.O. 2J-F100229(VI)-508 
REPLACE PARTS CODED 
NV IN COMPLETE SETS 
ONLY AFTER F100-PW-229 PARTS CODED PE 
ACCOMPLISHMENT OF REPLACE PARTS CODED 
T.O. 2J-F100229(111)-510 PD IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


1-48 Change 26 


USABLE 
ON 


CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


PARTS CODED PH ARE 
INTERCHANGEABLE WITH 
PARTS CODED PJ 


PARTS CODED PJ ARE 
INTERCHANGEABLE WITH 
PARTS CODED PH 


PARTS CODED PK ARE 
INTERCHANGEABLE WITH 
PARTS CODED PL 


PARTS CODED PL ARE 
INTERCHANGEABLE WITH 
PARTS CODED PK 


PARTS CODED PM ARE 
INTERCHANGEABLE WITH 
PARTS CODED PN 


PARTS CODED PN ARE 
INTERCHANGEABLE WITH 
PARTS CODED PM 


PARTS CODED PP ARE 
INTERCHANGEABLE WITH 
PARTS CODED PO 


PARTS CODED PO ARE 
INTERCHANGEABLE WITH 
PARTS CODED PP 


PARTS CODED PR ARE 
REPLACED BY PARTS 
CODED PS AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


MODEL 


DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


PARTS CODED PS 
REPLACE PARTS CODED 
PR AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED PT ARE 
REPLACED BY PARTS 
CODED PU AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED PU 
REPLACE PARTS CODED 
PT AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED PV ARE 
REPLACED BY PARTS 
CODED PW AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED PW 
REPLACE PARTS CODED 
PV AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED PX ARE 
REPLACED BY PARTS 
CODED PY AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED PY 
REPLACE PARTS CODED 
PX AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


Change 26 1-49 


T.O. 2J-F100-54 


1-50 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED PZ ARE 
REPLACED BY PARTS 
CODED ОА AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED GA 
REPLACE PARTS CODED 
PZ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED OB ARE 
REPLACED BY PARTS 
CODED OC AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED OC 
REPLACE PARTS CODED 
OB AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED OD ARE 
REPLACED BY PARTS 
CODED GE AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED QE 
REPLACE PARTS CODED 
QD AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED QF ARE 
REPLACED BY PARTS 
CODED QG AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED QG 
REPLACE PARTS CODED 


Change 26 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


OF AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(I11)-508 


PARTS CODED OH ARE 
REPLACED BY PARTS 
CODED OJ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(111)-508 


PARTS CODED OJ 
REPLACE PARTS CODED 
OH AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED OK ARE 
REPLACED BY PARTS 
CODED OL AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED OL 
REPLACE PARTS CODED 
OK AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED OM ARE 
REPLACED BY PARTS 
CODED ON AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED ON 
REPLACE PARTS CODED 
OM AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


FIGURE 
& INDEX 
NUMBER 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


peng 


PARTS CODED QP ARE 
REPLACED BY PARTS 
CODED OR AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED OR 
REPLACE PARTS CODED 
OP AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(111)-508 


PARTS CODED RC ARE 
REPLACED BY PARTS 
CODED RD IN COMPLETE 
SETS ONLY AFTER 


FIGURE 
& INDEX 
NUMBER 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED RD 
REPLACE PARTS CODED 
RC IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED RE ARE 
REPLACED BY PARTS 
CODED RF AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED RF 
REPLACE PARTS CODED 
RE AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED RG ARE 
REPLACED BY PARTS 
CODED RH IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


PARTS CODED RH 
REPLACE PARTS CODED 
RG IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-545 


Change 26 1-51 


T.O. 2J-F100-54 


FIGURE 
& INDEX 


FIGURE USABLE 


MODEL & INDEX ON 


DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION NUMBER 


PARTS CODED RN ARE 
REPLACED BY PARTS 
CODED RP IN COMPLETE 
SETS ONLY 


PARTS CODED RP 
REPLACE PARTS CODED 
RN IN COMPLETE SETS 
ONLY 


PARTS CODED RQ ARE 
REPLACED BY PARTS 
CODED RR IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RR 
REPLACE PARTS CODED 
RQ IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RS ARE 
REPLACED BY PARTS 
CODED RT IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RT 
REPLACE PARTS CODED 
RS IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RU ARE 
REPLACED BY PARTS 
CODED RV IN COMPLETE 
SETS ONLY AFTER 


1-52 Change 26 


CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION NUMBER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RV 
REPLACE PARTS CODED 
RU IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RW ARE 
REPLACED BY PARTS 
CODED RX AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RX 
REPLACE PARTS CODED 
RW AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-508 


PARTS CODED RY ARE 
REPLACED BY PARTS 
CODED RZ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-535 


PARTS CODED RZ 
REPLACE PARTS CODED 
RY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-535 


PARTS CODED SC ARE 
REPLACED BY PARTS 
CODED SD AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-548 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED SD 
REPLACE PARTS CODED 
SC AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-548 


PARTS CODED SE ARE 
REPLACED BY PARTS 
CODED SF AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED SF 
REPLACE PARTS CODED 
SE AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-536 


PARTS CODED SG ARE 
REPLACED BY PARTS 
CODED SH AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-507 


PARTS CODED SH 
REPLACE PARTS CODED 
SG AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-507 


PARTS CODED SJ ARE 
REPLACED BY PARTS 
CODED SK AFTER 
ACCOMPLISHMENT OF 
CP92GA030 


PARTS CODED SK 
REPLACE PARTS CODED 
SJ AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SL ARE 
REPLACED BY PARTS 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
CODED SM AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SM 
REPLACE PARTS CODED 
SL AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SN ARE 
REPLACED BY PARTS 
CODED SP AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SP 
REPLACE PARTS CODED 
SN AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SQ ARE 
REPLACED BY PARTS 
CODED SR AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SR 
REPLACE PARTS CODED 
SQ AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SS ARE 
REPLACED BY PARTS 
CODED ST AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


Change 26 1-53 


T.O. 2J-F100-54 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED ST 
REPLACE PARTS CODED 
SS AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SU ARE 
REPLACED BY PARTS 
CODED SV AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SV 
REPLACE PARTS CODED 
SU AFTER 
ACCOMPLISHMENT OF 
CP92QA030 


PARTS CODED SW ARE 
REPLACED BY PARTS 
CODED SX AFTER 
ACCOMPLISHMENT OF 
CP94QA148 


PARTS CODED SX 
REPLACE PARTS CODED 
SW AFTER 
ACCOMPLISHMENT OF 
CP94QA148 


PARTS CODED SY ARE 
REPLACED BY PARTS 
CODED SZ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(I11)-525 


PARTS CODED SZ 
REPLACE PARTS CODED 
SY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(II1)-525 


PARTS CODED TA ARE 
USED IN SETS 


1-54 Change 26 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED TB ARE 
USED IN SETS 


PARTS CODED TC ARE 
SUPERSEDED BY PARTS 
CODED TD AFTER 
ACCOMPLISHMENT OF 
CP95QA007 


PARTS CODED TD 
SUPERSEDE PARTS 
CODED TC AFTER 
ACCOMPLISHMENT OF 
CP95QA007 


PARTS CODED TE ARE 
SUPERSEDED BY PARTS 
CODED TF AFTER 
ACCOMPLISHMENT OF 
CP95QA007 


PARTS CODED TF 
SUPERSEDE PARTS 
CODED TE AFTER 
ACCOMPLISHMENT OF 
CP95QA007 


PARTS CODED TG ARE 
SUPERSEDED BY PARTS 
CODED TH AFTER 
ACCOMPLISHMENT OF 
CP95QA007 


PARTS CODED TH 
SUPERSEDE PARTS 
CODED TG AFTER 
ACCOMPLISHMENT OF 
CP95QA007 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED TJ ARE 
REPLACED BY PARTS 
CODED TK AFTER 
ACCOMPLISHMENT OF 
CP94QA149 


PARTS CODED TK 
REPLACE PARTS CODED 
TJ AFTER 
ACCOMPLISHMENT OF 
CP94QA149 


PARTS CODED TL ARE 
REPLACED BY PARTS 
CODED TM AFTER 
ACCOMPLISHMENT OF 
CP94QA149 


PARTS CODED TM 
REPLACE PARTS CODED 
TL AFTER 
ACCOMPLISHMENT OF 
CP94QA149 


PARTS CODED TN ARE 
REPLACED BY PARTS 
CODED TP AFTER 
ACCOMPLISHMENT OF 
CP96QA078 


PARTS CODED TP 
REPLACE PARTS CODED 
TN AFTER 
ACCOMPLISHMENT OF 
CP96QA078 


PARTS CODED TQ ARE 
REPLACED BY PARTS 
CODED TR AFTER 
ACCOMPLISHMENT OF 
CP96QA055 


PARTS CODED TR 
REPLAGE PARTS CODED 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
TQ AFTER 
ACCOMPLISHMENT OF 
CP96QA055 


PARTS CODED TS ARE 
REPLAGED BY PARTS 
CODED TT AFTER 
ACCOMPLISHMENT OF 
T.O. 2Ј-Е100229(11)-512 


PARTS CODED TT 
REPLACE PARTS CODED 
TS AFTER 
ACCOMPLISHMENT OF 
T.O. 2Ј-Е100229(11)-512 


PARTS CODED TU ARE 
REPLACED BY PARTS 
CODED TV AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-571 


PARTS CODED TV 
REPLACE PARTS CODED 
TU AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-571 


PARTS CODED TW ARE 
REPLACED BY PARTS 
CODED TX AFTER 
ACCOMPLISHMENT OF 
T.O. 6J3-8-21-504 


PARTS CODED TX 
REPLACE PARTS CODED 
TW AFTER 
ACCOMPLISHMENT OF 
T.O. 6J3-8-21-504 


Change 26 1-55 


T.O. 2J-F100-54 


FIGURE USABLE FIGURE 
MODEL & INDEX ON & INDEX 
DESIGNATION DESCRIPTION NUMBER CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 PARTS CODED TY ARE 
REPLACED BY 4082655-801 
AFTER ACCOMPLISHMENT 
OF T.O. 2J-F100229(III)-517 


F100-PW-229 PARTS CODED TZ ARE 
REPLACED BY PARTS 
CODED UA AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(I11)-503 


F100-PW-229 PARTS CODED UA 
REPLACE PARTS CODED 
TZ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(I11)-503 


1-56 Change 26 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


DESCRIPTION 


PARTS CODED VX ARE 
REPLACED BY PARTS 
CODED VY IN COMPLETE 


FIGURE 
& INDEX 
NUMBER 


USABLE 
ON 
CODE 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


SETS ONLY 


PARTS CODED VY 
REPLACE PARTS CODED 
VX IN COMPLETE SETS 
ONLY 


PARTS CODED VZ ARE 
REPLACED BY PARTS 
CODED WA IN COMPLETE 
SETS ONLY 


PARTS CODED WA 
REPLACE PARTS CODED 
VZ IN COMPLETE SETS 
ONLY 


PARTS CODED WB ARE 
REPLACED BY PARTS 
CODED WC IN COMPLETE 
SETS ONLY 


PARTS CODED WC 
REPLACE PARTS CODED 
WB IN COMPLETE SETS 
ONLY 


PARTS CODED WD ARE 
REPLACED BY PARTS 
CODED WE IN COMPLETE 
SETS ONLY 


PARTS CODED WE 
REPLACE PARTS CODED 
WD IN COMPLETE SETS 
ONLY 


PARTS CODED WF ARE 
REPLACED BY PARTS 
CODED WG IN COMPLETE 
SETS ONLY 


Change 26 1-57 


T.O. 2J-F100-54 


FIGURE FIGURE 
MODEL & INDEX MODEL & INDEX 
DESIGNATION DESCRIPTION NUMBER DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


PARTS CODED WG 
REPLACE PARTS CODED 
WF IN COMPLETE SETS 
ONLY 


PARTS CODED WH ARE 
REPLACED BY PARTS 
CODED WJ IN COMPLETE 
SETS ONLY 


PARTS CODED WJ 
REPLACE PARTS CODED 
WH IN COMPLETE SETS 
ONLY 


PARTS CODED WK ARE 
REPLACED BY PARTS 
CODED WL AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1V)-506 


PARTS CODED WL 
REPLACE PARTS CODED 
WK AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(IV)-506 


PARTS CODED WM ARE 
REPLACED BY PARTS 
CODED WN AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(IV)-506 


PARTS CODED WN 
REPLACE PARTS CODED 
WM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(IV)-506 


PARTS CODED WP ARE 
SUPERSEDED BY PARTS 
CODED WQ FOR 
4068724-800 


1-58 Change 26 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


PARTS CODED WQ 
SUPERSEDE PARTS 
CODED WP FOR 
4068724-800 


PARTS CODED WR ARE 
REPLACED BY PARTS 
CODED WS FOR 
4068824-800 


PARTS CODED WS 
REPLACE PARTS CODED 
WR FOR 4068824-800 


PARTS CODED WT ARE 
REPLACED BY PARTS 
CODED WU AFTER 
ACCOMPLISHMENT OF 
CP95QA081 


PARTS CODED WU 
REPLACE PARTS CODED 
WT AFTER 
ACCOMPLISHMENT OF 
CP95QA081 


PARTS CODED WV ARE 
REPLACED BY PARTS 
CODED WW AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-561 


PARTS CODED WW 
REPLACE PARTS CODED 
WV AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(11)-561 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
PARTS CODED WZ ARE 
REPLACED BY PARTS 
CODED XA IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-551 


PARTS CODED XA 
REPLACE PARTS CODED 
WZ IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229-551 


PARTS CODED XB ARE 
REPLACED BY PARTS 
CODED XC AFTER 
ACCOMPLISHMENT OF 
T.O. 2Ј-Е100229(11)-519 


PARTS CODED XC 
REPLACE PARTS CODED 
XB AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(III)-519 


PARTS CODED XD ARE 
INTERCHANGEABLE WITH 
PARTS CODED XE 


PARTS CODED XE ARE 
INTERCHANGEABLE WITH 
PARTS CODED XD 


PARTS CODED XF ARE 
REPLACED BY PARTS 
CODED XG AFTER 
ACCOMPLISHMENT OF 
T.O. 2)-Е100229(111)-519 


PARTS CODED XG 
REPLACE PARTS CODED 
XF AFTER 
ACCOMPLISHMENT OF 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 


DESCRIPTION NUMBER 


T.O. 2Ј-Е100229(11)-519 


PARTS CODED XH ARE 
REPLACED BY PARTS 
CODED XJ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-531 


PARTS CODED XJ 
REPLACE PARTS CODED 
XH AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-531 


PARTS CODED XK ARE 
REPLACED BY PARTS 
CODED XL AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-531 


PARTS CODED XL 
REPLACE PARTS CODED 
XK AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-531 


PARTS CODED XM ARE 
REPLACED BY PARTS 
CODED XN 


PARTS CODED XN 
REPLACE PARTS CODED 
XM 


PARTS CODED XP ARE 
REPLACED BY PARTS 
CODE XQ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1)-513 


Change 26 1-59 


T.O. 2J-F100-54 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED XQ 
REPLACE PARTS CODED 
XP AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1)-513 


PARTS CODED XR ARE 
REPLACED BY PARTS 
CODED XS AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-507 


PARTS CODED XS 
REPLACE PARTS CODED 
XR AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-507 


PARTS CODED XT ARE 
REPLACED BY PARTS 
CODED XU AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-507 


PARTS CODED XU 
REPLACE PARTS CODED 
XT AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(VI)-507 


PARTS CODED XV ARE 
REPLACED BY PARTS 
CODED XW AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED XW 
REPLACE PARTS CODED 
XV AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED XX ARE 
REPLACED BY PARTS 


1-60 Change 26 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


CODED XY AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED XY 
REPLACE PARTS CODED 
XX AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED XZ ARE 
REPLACED BY PARTS 
CODED YA AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED YA 
REPLACE PARTS CODED 
XZ AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED YB ARE 
REPLACED BY PARTS 
CODED YC AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED YC 
REPLACE PARTS CODED 
YB AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED YD ARE 
REPLACED BY PARTS 
CODED YE AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED YE 
REPLACE PARTS CODED 
YD AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED YF ARE 
REPLACED BY PARTS 
CODED YG AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED YG 
REPLACE PARTS CODED 
YF AFTER 
ACCOMPLISHMENT OF 
CP95QA006 


PARTS CODED YH ARE 
REPLACED BY PARTS 
CODED YJ AFTER 
ACCOMPLISHMENT OF 
CP94QA139 


PARTS CODED YJ 
REPLACE PARTS CODED 
YH AFTER 
ACCOMPLISHMENT OF 
CP94QA139 


PARTS CODED YK ARE 
REPLACED BY PARTS 
CODED YL AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1V)-503 


PARTS CODED YL 
REPLACE PARTS CODED 
YK AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1V)-503 


PARTS CODED YM ARE 
REPLACED BY PARTS 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
CODED YN AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(IV)-505 


PARTS CODED YN 
REPLACE PARTS CODED 
YM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(1V)-505 


PARTS CODED YP ARE 
REPLACED BY PARTS 
CODED YO AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YQ 
REPLACE PARTS CODED 
YP AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED YR ARE 
REPLACED BY PARTS 
CODED YS AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED YS 
REPLACE PARTS CODED 
YR AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED YT ARE 
REPLACED BY PARTS 
CODED YU AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


Change 26 1-61 


T.O. 2J-F100-54 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED YU 
REPLACE PARTS CODED 
YT AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED YV ARE 
REPLACED BY PARTS 
CODED YW AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YW 
REPLACE PARTS CODED 
YV AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YX ARE 
REPLACED BY PARTS 
CODED YY AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YY 
REPLACE PARTS CODED 
YX AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YZ ARE 
REPLACED BY PARTS 
CODED ZA AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED ZA 
REPLACE PARTS CODED 
YZ AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED ZB ARE 
REPLACED BY PARTS 


1-62 Change 26 


FIGURE 
8 INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


CODED ZC AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED ZC 
REPLACE PARTS CODED 
ZB AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED ZD ARE 
REPLACED BY PARTS 
CODED ZE AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED ZE 
REPLACE PARTS CODED 
ZD AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED ZF ARE 
REPLACED BY PARTS 
CODED ZG AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED ZG 
REPLACE PARTS CODED 
ZF AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED ZH ARE 
REPLACED BY PARTS 
CODED ZJ AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


FIGURE 
8 INDEX 
NUMBER 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED ZJ 
REPLACE PARTS CODED 
ZH AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED ZK ARE 
REPLACED BY PARTS 
CODED ZL IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-558 


PARTS CODED ZL 
REPLACE PARTS CODED 
ZK IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-558 


PARTS CODED ZM ARE 
REPLACED BY PARTS 
CODED ZN AFTER 
ACCOMPLISHMENT OF 
Т.О. 2J-F100229(11)-555 


PARTS CODED ZN 
REPLACE PARTS CODED 
ZM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZP ARE 
REPLACED BY PARTS 
CODED ZQ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZQ 
REPLACE PARTS CODED 
ZP AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


DESCRIPTION 
PARTS CODED ZR ARE 
REPLACED BY PARTS 
CODED ZS AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZS 
REPLACE PARTS CODED 
ZR AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZT ARE 
REPLACED BY PARTS 
CODED ZU AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZU 
REPLACE PARTS CODED 
ZT AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZV ARE 
REPLACED BY PARTS 
CODED ZW AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZW 
REPLACE PARTS CODED 
ZV AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZX ARE 
REPLACED BY PARTS 
CODED ZY AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


Change 26 1-63 


T.O. 2J-F100-54 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


1-64 


DESCRIPTION 


PARTS CODED ZY 
REPLACE PARTS CODED 
ZX AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED ZZ ARE 
REPLACED BY PARTS 
CODED AAA AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED AAA 
REPLACE PARTS CODED 
ZZ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED AAB ARE 
REPLACED BY PARTS 
CODED AAC AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED AAC 
REPLACE PARTS CODED 
AAB AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-555 


PARTS CODED AAD ARE 
REPLACED BY PARTS 
CODED AAE AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAE 
REPLACE PARTS CODED 
AAD AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAF ARE 
REPLACED BY PARTS 


Change 26 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


CODED AAG AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAG 
REPLACE PARTS CODED 
ААҒ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAH ARE 
REPLACED BY PARTS 
CODED AAJ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAJ 
REPLACE PARTS CODED 
ААН AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAK ARE 
REPLACED BY PARTS 
CODED AAL AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAL 
REPLACE PARTS CODED 
AAK AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAM ARE 
REPLACED BY PARTS 
CODED AAN AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


FIGURE 
& INDEX 
NUMBER 


USABLE 
ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED AAN 
REPLACE PARTS CODED 
AAM AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-550 


PARTS CODED AAP ARE 
REPLACED BY PARTS 
CODED AAQ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(III)-527, 
-528, -529, AND -530 


PARTS CODED AAQ 
REPLACE PARTS CODED 
AAP AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(III)-527, 
-528, -529, AND -530 


PARTS CODED AAR ARE 
REPLACED BY PARTS 
CODED AAS AFTER 
ACCOMPLISHMENT OF 
СР940А113 


PARTS CODED AAS 
REPLACE PARTS CODED 
AAR AFTER 
ACCOMPLISHMENT OF 
CP94QA113 


PARTS CODED AAV ARE 
REPLACED BY PARTS 
CODED AAW AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-552 


FIGURE 
& INDEX 
NUMBER 


USABLE 


ON 
CODE |DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


DESCRIPTION 


PARTS CODED AAW 
REPLACE PARTS CODED 
AAV AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-552 


PARTS CODED AAX ARE 
REPLACED BY PARTS 
CODED AAY IN COMPLETE 
SETS ONLY AFTER 
ACCOMPLISHMENT OF 


T.O. 5E1-2-15-509 AND Т.О. 


6J3-4-117-520 


PARTS CODED AAY 
REPLACE PARTS CODED 
AAX IN COMPLETE SETS 
ONLY AFTER 
ACCOMPLISHMENT OF 


T.O. 5E1-2-15-509 AND Т.О. 


6J3-4-117-520 


PARTS CODED AAZ ARE 
REPLACED BY PARTS 
CODED ABA AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-559 OR 
-560 


Change 26 


FIGURE 
& INDEX 
NUMBER 


со мло O1 + یں‎ N = 


1-65 


T.O. 2J-F100-54 


USABLE FIGURE 
ON & INDEX 


CODE |DESIGNATION DESCRIPTION NUMBER 


F100-PW-229 PARTS CODED ABA 
REPLACE PARTS CODED 
AAZ AFTER 
ACCOMPLISHMENT OF 
T.O. 2J-F100229(11)-559 OR 
-560 


1-66 Change 26 


CODE |DESIGNATION 


DESCRIPTION 


FIGURE 
& INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


DESCRIPTION 


PARTS CODED YM ARE 
REPLACED BY PARTS 
CODED YN AFTER 
ACCOMPLISHMENT OF 
CP954QA060 


PARTS CODED YN 
REPLACE PARTS CODED 
YM AFTER 
ACCOMPLISHMENT OF 
CP95QA060 


PARTS CODED YP ARE 
REPLACED BY PARTS 
CODED YQ AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YQ 
REPLACE PARTS CODED 
YP AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YR ARE 
REPLACED BY PARTS 
CODED YS AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YS 
REPLACE PARTS CODED 
YR AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YT ARE 
REPLACED BY PARTS 
CODED YU AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YU 
REPLACE PARTS CODED 


FIGURE 
8 INDEX 
NUMBER 


MODEL 
DESIGNATION 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


F100-PW-229 


T.O. 2J-F100-54 


FIGURE 
8 INDEX 
NUMBER 


DESCRIPTION 
YT AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED YV ARE 
REPLACED BY PARTS 
CODED YW AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YW 
REPLACE PARTS CODED 
YV AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YX ARE 
REPLACED BY PARTS 
CODED YY AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YY 
REPLACE PARTS CODED 
YX AFTER 
ACCOMPLISHMENT OF 
CP96GA097 


PARTS CODED YZ ARE 
REPLACED BY PARTS 
CODED ZA AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


PARTS CODED ZA 
REPLACE PARTS CODED 
YZ AFTER 
ACCOMPLISHMENT OF 
CP96QA097 


Change 21 1-67 


T.O. 2J-F100-54 
27. MODULE INDEX. 


INDEX NO. DESCRIPTION FIGURE NO. 
1 GEARBOXMODUE.................... 58 THROUGH 61 
2 AUGMENTOR DUCT AND NOZZLE MODULE......... 62 THROUGH 66 
3 INLET/FAN MODULE. ................... 67 THROUGH 70 
4 FAN DRIVE TUBINEMODULE................ 71 THROUGH 73 
5 ENGINE COREMODULE.................. 76 THROUGH 104 


5976 


Change 24 1-67(1-68 Blank) 


T.O. 2J-F100-54 


SECTION II 


MAINTENANCE PARTS LIST 


B 
1 3 2 
٦ | ы 
а! 
о 0 E. 
0 9 0 LI-T LÅ FI ALL O 
° à i ps: 
| لد‎ 
SE Pig = 
5 på 
4 
LEFT SIDE B 
2 4 3 
09% 
000 
к» 0 0 
INC || 
1 О. 
1 RIGHT SIDE 


29148 


FIGURE 1. TURBO FAN ENGINE ASSY 
(SHEET 1 OF 3) 
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FIGURE 1. TURBO FAN ENGINE ASSY 
(SHEET 2 OF 3) 


2-2 


T.O. 2J-F100-54 


109971 


FIGURE 1. TURBO FAN ENGINE ASSY 
(SHEET 3 OF 3) 
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JU 2222 تد‎ 


7779717 


T.O. 2J-F100-54 


FIGURE 
8 INDEX 
NUMBER 


2-4 


PART 
NUMBER 


4068700 
4068800 
NO NUMBER 


NO NUMBER 
NO NUMBER 


NO NUMBER 
NO NUMBER 
4023115 
ST2108-04 
4023115 
ST2108-04 
NO NUMBER 
4068725-800 


4082609-800 


4086325-800 


4068724-800 


4068824-800 


4084758-800 


4084858-800 


4068721-803 


4068721-804 


4082653-800 


4080823-801 


4080823-802 


4080823-803 


4080823-804 


Change 25 


UNITS 
PER 
DESCRIPTION ASSY 


ENGINE ASSY-TURBO FAN 
ENGINE ASSY-TURBO FAN 


. ENGINE ELECTRICAL CABLES 


SEE FIG. 2 FOR DETAIL PARTS 


. TUBING-ENGINE 
.. FUEL TUBING 


SEE FIG. 12 FOR DETAIL PARTS 


.. OIL TUBING 


SEE FIG. 25 FOR DETAIL PARTS 


.. AIR TUBING 


SEE FIG. 33 FOR DETAIL PARTS 


. NUT OPTION 


SEE OPTION TABLE 


. SPACER-SLEEVE 


0.203 ID X 0.406 OD X 0.125 IN. THK 


. NUT OPTION 


SEE OPTION TABLE 


. SPACER-SLEEVE 


0.203 ID X 0.406 OD X 0.125 IN. THK 


. ENGINE EQUIPMENT 


SEE FIG. 38 FOR DETAIL PARTS 


. GEARBOX MODULE 


SEE FIG. 58 FOR DETAIL PARTS 


. GEARBOX MODULE 


REPLACED BY 4086325-800 
SEE FIG. 58 FOR DETAIL PARTS 


. GEARBOX MODULE 


REPLACES 4082609-800 
SEE FIG. 58 FOR DETAIL PARTS 


. AUGMENTOR DUCT AND NOZZLE MODULE 


USE ONLY ON 4068700 
SEE FIG. 62 FOR DETAIL PARTS 


. AUGMENTOR DUCT AND NOZZLE MODULE 


USE ONLY ON 4068800 
SEE FIG. 62 FOR DETAIL PARTS 


. AUGMENTOR DUCT AND NOZZLE MODULE 


USE ONLY ON 4068700 
SEE FIG. 62 FOR DETAIL PARTS 


. AUGMENTOR DUCT AND NOZZLE MODULE 


USE ONLY ON 4068800 
SEE FIG. 62 FOR DETAIL PARTS 


. INLET/FAN MODULE 


SEE FIG. 67 FOR DETAIL PARTS 


. INLET/FAN MODULE 


SEE FIG. 67 FOR DETAIL PARTS 


. INLET/FAN MODULE 


SEE FIG. 67 FOR DETAIL PARTS 
REOP AND REID OF 4068721-803 OR -804 
DO NOT PROCURE FROM P&W 


. FAN DRIVE TURBINE MODULE 


REOP AND REID OF 4080723-801 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 


. FAN DRIVE TURBINE MODULE 


REOP AND REID OF 4080723-802 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 


. FAN DRIVE TURBINE MODULE 


REOP AND REID OF 4080723-803 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 


. FAN DRIVE TURBINE MODULE 


REOP AND REID OF 4080723-804 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080823-85 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-805 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-806 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-806 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-807 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-807 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-808 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-808 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-809 . FAN DRIVE TURBINE MODULE 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-810 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-816 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-811 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-800 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-812 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-810 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-813 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-811 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-814 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-812 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-815 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-813 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-816 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-814 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-817 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080723-815 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-835 . FAN DRIVE TURBINE MODULE 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-836 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-802 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-837 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-803 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-838 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-804 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 


Change 25 2-5 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080823-839 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-805 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-840 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-806 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-841 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-807 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-842 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-808 
DO NOT PROCURE FROM P&W 
SEE FIG.71 FOR DETAIL PARTS 
4080823-843 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-810 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-844 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-811 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-845 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-812 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-846 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-813 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-847 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-814 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-848 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-815 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-849 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-816 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-850 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-817 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-851 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-809 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-852 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-801 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-853 . FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-818 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 
4080823-854 . FAN DRIVE TURBINE MODULE 
SEE FIG. 71 FOR DETAIL PARTS 


2-6 Change 25 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080823-872 . FAN DRIVE TURBINE MODULE 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-873 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-802 OR -836 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-874 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-803 OR -837 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-875 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-804 OR -838 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-876 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-805 OR -839 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-877 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-806 OR -840 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-878 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-807 OR -841 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-879 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-808 OR -842 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-880 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-810 OR -843 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-881 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-811 OR -844 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-882 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-812 OR -845 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-883 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-813 OR -846 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-884 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-814 OR -847 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-5 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-815 OR -848 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-886 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-816 OR -849 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 
4080823-887 . FAN DRIVE TURBINE MODULE 

REOP AND REID OF 4080823-817 OR -850 

DO NOT PROCURE FROM P&W 

SEE FIG. 71 FOR DETAIL PARTS 


Change 24 2-6.1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-6.2 


PART 
NUMBER 


4080823-888 


4080823-889 


4080823-890 


4080823-891 


4080823-892 


4080823-893 


4080823-894 


4080823-895 


4080823-896 


4080823-897 


4080823-898 


4080823-899 


4080823-900 


4080823-901 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-809 OR -851 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-801 OR -852 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-835 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-851 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-852 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-836 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-837 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-838 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-839 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-840 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-841 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-842 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-843 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-844 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 


USABLE 
ON 
CODE 


222202222 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4080823-902 


4080823-903 


4080823-904 


4080823-905 


4080823-906 


4080823-907 


4080823-908 


4080823-909 


4082655-800 


4082655-801 


4069402 
4079768 
4086531 


4086671 


4075426 
4079771 
4081642 

=  4068722-801 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-845 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-846 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-847 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-848 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-849 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-850 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-853 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-908 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-853 OR -873 THRU 
908 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. FAN DRIVE TURBINE MODULE 
REOP AND REID OF 4080823-801 THRU -909 
AND 4082655-800 
DO NOT PROCURE FROM P&W 
SEE FIG. 71 FOR DETAIL PARTS 

. DUCT-FAN, REAR, ASSY OF 
SEE FIG. 74 FOR DETAIL PARTS 

. DUCT-FAN, REAR, ASSY OF 
SEE FIG. 74 FOR DETAIL PARTS 

. DUCT-FAN, REAR, ASSY OF 
REOP AND REID OF 4069402 
DO NOT PROCURE FROM P&W 
SEE FIG. 74 FOR DETAIL PARTS 

. DUCT-FAN, REAR, ASSY OF 
REOP AND REID OF 4079768 
DO NOT PROCURE FROM P&W 
SEE FIG. 74 FOR DETAIL PARTS 

. DUCT-FAN, FRONT, ASSY OF 
SEE FIG. 75 FOR DETAIL PARTS 

. DUCT-FAN, FRONT, ASSY OF 
SEE FIG. 75 FOR DETAIL PARTS 

. DUCT-FAN, FRONT, ASSY OF 
SEE FIG. 75 FOR DETAIL PARTS 

. ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 

SEE FIG. 76 FOR DETAIL PARTS 


Change 26 2-7 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-8 


PART 
NUMBER 


4082657-801 


4068722-806 


4082657-806 


4068722-803 


4082657-803 


4068722-807 


4082657-807 


4068722-810 


4082654-800 


4082654-801 


4068722-811 


4082654-802 


4068722-812 


4084522-802 


4084522-801 


Change 26 


UNITS 
PER 
DESCRIPTION ASSY 


. ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 
REOP AND REID OF 4068722-801 
DO NOT PROCURE FROM P&W 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 
REOP AND REID OF 4068722-806 
DO NOT PROCURE FROM P&W 
SEE FIG.76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4068722-800 OR -801 
DO NOT PROCURE FROM P&W 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4068722-803 
DO NOT PROCURE FROM P&W 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4068722-807 
DO NOT PROCURE FROM P&W 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4068722-807 OR -810 
DO NOT PROCURE FROM P&W 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4082654-800 
DO NOT PROCURE FROM P&W 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4068722-810 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4082654-800 
SEE FIG. 76 FOR DETAIL PARTS 
DO NOT PROCURE FROM P&W 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 76 FOR DETAIL PARTS 


USABLE 
ON 
CODE 


AP/DB/XH/ 
XK/AAH 


AP/DB/XJ/ 
XK/XR 


AP/DB/SE/ 
XL/XT 


AP/DB/SF/ 
XL 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4082657-808 


4084522-800 


4082654-803 


NO NUMBER 
NO NUMBER 
NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


T791873 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. ENGINE CORE MODULE (FIXED 6TH STAGE AAN 
VANES) 

SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE AAE 

VANES) 

SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE CORE MODULE (FIXED 6TH STAGE 

VANES) 

SEE FIG. 76 FOR DETAIL PARTS 

. ENGINE ASSY SHIPPING EQUIPMENT 
SEE FIG. 105 FOR DETAIL PARTS 


. CORE ENGINE MODULE CONTAINER ASSY 


SEE FIG. 108 OR FIG. 108A FOR DETAIL PARTS 


. FAN DRIVE TURBINE MODULE CONTAINER ASSY . 


SEE FIG. 109 FOR DETAIL PARTS 


. GEARBOX MODULE CONTAINER ASSY AND 


CONSUMABLE PACKAGING PARTS 
SEE FIG. 110 FOR DETAIL PARTS 


. REAR COMPRESSOR DRIVE TURBINE ROTOR .... 


AND STATOR CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
SEE FIG. 111 OR FIG. 111A FOR DETAIL PARTS 


. INLET/FAN MODULE CONTAINER ASSY AND 


CONSUMABLE PACKAGING PARTS 
SEE FIG. 112 FOR DETAIL PARTS 


. AUGMENTOR DUCT AND NOZZLE MODULE 


CONTAINER ASSY AND CONSUMABLE 
PACKAGING PARTS 
SEE FIG. 113 FOR DETAIL PARTS 
CASE-ASSY OF, TRANSIT, DEEC 
P&W PART NO. P4021623 


SEE FIG. 114 FOR DETAIL PARTS 


Change 26 2-9 


T.O. 2J-F100-54 
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FIGURE 2. ENGINE ELECTRICAL CABLES 


2-10 Change 11 


FIGURE 
& INDEX 
NUMBER 


PART 


NUMBER 


NO 
NO 
NO 
NO 
NO 
NO 
NO 
NO 
NO 


NO 


NUMBER 
NUMBER 
NUMBER 
NUMBER 
NUMBER 
NUMBER 
NUMBER 
NUMBER 


NUMBER 


NUMBER 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


ENGINE ELECTRICAL CABLES 
SEE FIG. 1-1 FOR NHA 
. POWER AND SPEED CABLE 
SEE FIG. 3 FOR DETAIL PARTS 
. EDU GROUND CABLE 
SEE FIG. 4 FOR DETAIL PARTS 
. ENGINE ELECTRONIC CONTROL SIGNALS CABLE . 
SEE FIG. 5 FOR DETAIL PARTS 
. ENGINE ACCESSORIES CABLE 
SEE FIG. 6 FOR DETAIL PARTS 
. ENGINE ACTUATOR CABLE 
SEE FIG. 7 FOR DETAIL PARTS 
. IGNITION CABLE 
SEE FIG. 8 FOR DETAIL PARTS 
. GAS GENERATOR CABLE 
SEE FIG. 9 FOR DETAIL PARTS 
. AUGMENTOR FUEL MANAGEMENT CABLE 
SEE FIG. 10 FOR DETAIL PARTS 
. DEEC AND EXCITER CABLES 
SEE FIG. 11 FOR DETAIL PARTS 


2-11 


T.O. 2J-F100-54 
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FIGURE 3. POWER АМО SPEED CABLE 
(SHEET 1 OF 2) 


2-12 Change 19 


T.O. 2J-F100-54 


87134 


FIGURE 3. POWER AND SPEED CABLE 
(SHEET 2 OF 2) 


Change 16 2-13 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-14 


PART 
NUMBER 


NO NUMBER 
4023115 
4075947 
4078518 
4075945 
4075946 
TA107000010-06 
4023115 
ST2015-016 
DELETED 
DELETED 
DELETED 
ST1540-06 
4023115 
ST2015-016 
ST2439-06 


ST1540-06 
4023115 


ST2015-020 


ТА107000010-06 


4023115 
ST2439-06 


ST1540-06 
4023115 


ST2015-016 
ST2439-06 


ST1540-06 
4023115 


ST2015-018 


Change 13 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


POWER AND SPEED CABLE 
SEE FIG. 2-1 FOR NHA 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078518 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2816-06 
REPLACES ST2399-06 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-06 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
REPLACES ST2015-016 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2816-06 
REPLACES ST2399-06 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP ASSV-LOOP, CUSHION 


WHEN EXH USE ST1540-06 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-06 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


ST2439-06 


ST1540-06 
ST2015-016 


ST2439-07 


ST1540-07 
ST2015-012 


ST2015-016 
ST2439-08 


ST1540-08 
4023115 


ST2015-016 
ST2439-04 


ST1540-04 
ST2439-10 


ST1540-10 
4023115 


ST2015-016 
45104 


379530 


2159117 


ST2015-016 


ST2439-05 


ST1540-05 
TA10300016-20 


4023115 
ST2015-016 
4076761 
4077680 
4083660 
4023115 


4076700 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-06 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-07 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.375 IN. LONG (AP) 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-08 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP ASSV-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-10 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. COVER-ELECTRICAL CONNECTOR 


P&WA PART NO. 4066025 


. NUT OPTION 


SEE OPTION TABLE 
REPLACES ST2169-01 


. SCREW-MACHINE, FILLISTER 


0.112-40UNJF-3A X 0.500 IN. LONG 
SUPERSEDES 2068444 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-05 


. CLAMP-LOOP, CUSHION 
. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-20 
REPLACES ST2441-20 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4077680 OR 4083660 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. TIE OPTION 


SEE OPTION TABLE 


Change 7 2-14.1/(2-14.2 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


149383-1013 
149383-2013 
149383-1015 
149383-2015 
149383-1025 
149383-2025 


ST1540-06 
ST2015-020 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRANCHED, POWER AND SPEED 
P&WA PART NO. 4077009 
PARTIAL BREAKDOWN FOLLOWS 


SERVICE REPAIR PART 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG 


Change 16 2-15 


T.O. 2J-F100-54 


FIGURE 4. EDU GROUND CABLE 


2-16 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
TA107000010-06 


4023115 
ST2015-016 


TA14300004- 
0410 


4023115 


TA10300016-11 


4023115 


MS9565-06 
45105 


4023115 
ST2015-016 


379530 


2159117 


46197 


149383-1015 
149383-2015 
149383-1019 


149383-2019 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


EDU GROUND CABLE 
SEE FIG. 2-2 FOR NHA 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2816-06 
REPLACES ST2399-06 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, 2 HOLE, CUSHION, HINGE 


P&WA PART NO. ST2818-0410 
REPLACES ST2442-0410 


. NUT OPTION (АР) 


SEE OPTION TABLE 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-11 
REPLACES ST2441-11 


. NUT OPTION (AP) 


SEE OPTION TABLE 


COVER-ELECTRICAL CONNECTOR 


P&WA PART NO. 4065894 


. NUT OPTION (АР) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. NUT OPTION 


SEE OPTION TABLE 
REPLACES ST2169-01 


. SCREW-MACHINE, FILLISTER 


0.112-40UNJF-3A X 0.500 IN. LONG 


SUPERSEDES 2068444 
. CABLE-SPECIAL PURPOSE, ELECTRICAL, EDU .... 
P&WA PART NO. 4071841 
PARTIAL BREAKDOWN FOLLOWS 


SERVICE REPAIR PART 


USABLE 
ON 
CODE 


Change 6 


2-17 


T.O. 2J-F100-54 
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FIGURE 5. ENGINE ELECTRONIC CONTROL SIGNALS CABLE 
(SHEET 1 OF 2) 


2-18 Change 19 


T.O. 2J-F100-54 
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FIGURE 5. ENGINE ELECTRONIC CONTROL SIGNALS CABLE 
(SHEET 2 OF 2) 


Change 7 2-19 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER ENGINE ELECTRONIC CONTROL SIGNALS CABLE.. 
SEE FIG. 2-3 FOR NHA 
ST2017-028 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 
TA14300004- . CLAMP-LOOP, 2 HOLE, CUSHION, HINGE 
0410 P&WA PART NO. ST2818-0410 
REPLACES ST2442-0410 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
TA10300016-11 . CLAMP-LOOP, CUSHION, HINGE 
P&WA PART NO. ST2817-11 
REPLACES ST2441-11 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
TA10300016-09 . CLAMP-LOOP, CUSHION, HINGE 
P&WA PART NO. ST2817-09 
REPLACES ST2441-09 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
TA10300016-09 . CLAMP-LOOP, CUSHION, HINGE 
P&WA PART NO. ST2817-09 
REPLACES ST2441-09 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2439-04 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-04 
ST1540-04 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
ST1540-09 . CLAMP-LOOP, CUSHION 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
46300 . CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRANCHED, ENGINE ELECTRONIC CONTROL 
SIGNALS 
P&WA PART NO. 4077010 
PARTIAL BREAKDOWN FOLLOWS 
111724 .. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.062 IN. LONG 
104753 .. WASHER-SEALING 
0.438 OD X 0.500 IN. THK 
149383-1017 


149383-2017 


MS9386-122 š 
5302 . IHERMOCOUPLE-IMMERSION, FTIT SENSING 
P&WA PART NO. 4077612 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4082284-01 . BRACKET-LOOP CLAMP, ASSY OF 
ST1569-04 .. NUT OPTION 
SEE OPTION TABLE 
AN123469 .. RIVET (АР) 
ST1569-04 .. NUT OPTION 
SEE OPTION TABLE 
AN123470 .. RIVET (АР) 
53T850 .. LUG-ANTI-ROTATION 
4082284-02 .. BRACKET-LOOP CLAMP 
2123848 . HOUSING-THERMOCOUPLE, ASSY OF 


2-20 Change 23 


T.O. 2J-F100-54 


97341 


FIGURE 6. ENGINE ACCESSORIES CABLE 
(SHEET 1 OF 4) 


(2-21 Blank)/2-22 Change 19 


T.O. 2J-F100-54 


AS ше?! 
an 


ig? 


RIGHT SIDE 


97342 


FIGURE 6. ENGINE ACCESSORIES CABLE 
(SHEET 2 OF 4) 


Change 19 2-23 


T.O. 2J-F100-54 


LEFT SIDE 


FIGURE 6. ENGINE ACCESSORIES CABLE 
(SHEET 3 OF 4) 


2-24 Change 19 


T.O. 2J-F100-54 
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FIGURE 6. ENGINE ACCESSORIES CABLE 
(SHEET 4 OF 4) 


Change 19 2-25 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-26 


PART 
NUMBER 


NO NUMBER 
ST2015-016 
DELETED 
DELETED 
DELETED 
ST1540-06 
4023115 
ST2015-016 


TA10300016-09 


ТА107000010-06 


4023115 
ST2015-016 
ST2439-06 
ST1540-06 
ST2015-016 
ST2439-06 


ST1540-06 
ST2015-016 


ST1540-06 
4023115 


ST2015-018 
ST2015-016 


TA14300004- 
0506 


4023115 


ST2015-016 


Change 13 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


ENGINE ACCESSORIES CABLE 
SEE FIG. 2-4 FOR NHA 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-09 
REPLACES ST2441-09 
SUPERSEDED BY TA107000010-06 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2816-06 
SUPERSEDES TA10300016-09 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG 
WHEN EXH USE ST1540-06 


. CLAMP ASSY-LOOP, CUSHION 
. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-06 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, 2 HOLE, CUSHION, HINGE 


P&WA PART NO. ST2818-0506 
REPLACES ST2442-0506 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


< 


PART 
NUMBER 


4075933 
4046367 
ST5030-09 


4081492 
4023115 


4075410 
4074134 
4078515 
4074131 
4074132 
4074133 
ST2108-04 
4023115 
ST1540-10 
4023115 
ST2015-016 
ST1540-10 
ST2015-016 


420133 


149383-2011 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. BRACKET-LOOP CLAMP, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
.. NUT OPTION 
SEE OPTION TABLE 
.. NUT OPTION 
SEE OPTION TABLE 
. BRACKET-LOOP CLAMP 
. NUT OPTION 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG 
. CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4078515 
. CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
.. CLAMP SEGMENT-BLOCK, GROMMET, 1 HOLE ... 
.. CLAMP SEGMENT-BLOCK, GROMMET, 4 HOLE ... 
.. CLAMP SEGMENT-BLOCK, GROMMET, 3 HOLE ... 
. SPACER-SLEEVE 
0.203 ID X 0.406 OD X 0.125 IN. THK 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. CLAMP-LOOP, CUSHION 
REPLACES ST1540-06 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
. CLAMP-LOOP, CUSHION 
REPLACES ST1540-06 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
. CABLE-SPECIAL PURPOSE, BRANCHED, ENGINE . 
ACCESSORIES 
P&WA PART NO. 4080477 
PARTIAL BREAKDOWN FOLLOWS 


SERVICE REPAIR PART 


USABLE 
ON 
CODE 


Change 11 


2-27 


T.O. 2J-F100-54 
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FIGURE 7. ENGINE ACTUATOR CABLE 
(SHEET 1 OF 3) 
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FIGURE 7. ENGINE ACTUATOR CABLE 
(SHEET 2 OF 3) 


T.O. 2J-F100-54 


97346 


Change 19 2-29 


T.O. 2J-F100-54 


61888 


FIGURE 7. ENGINE ACTUATOR CABLE 
(SHEET 3 OF 3) 


2-30 Change 8 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
ST2015-016 


TA10300016-20 


4023115 
ST2015-020 


TA10300016-18 


4023115 
ST2015-016 
4076760 


4077973 
4023115 


4081468 
4023115 


ТА107000010-06 


4023115 
ST2015-016 
ST2439-04 


ST1540-04 
ST2015-016 


TA14300004- 
0506 


4023115 
ST2015-016 
DELETED 
DELETED 
TA107000010-04 
4023115 


TA107000010-04 


4023115 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ENGINE ACTUATOR CABLE 
SEE FIG. 2-5 FOR NHA 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-20 
REPLACES ST2441-20 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-18 
REPLACES ST2441-18 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4077973 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2816-06 
REPLACES ST2399-06 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, 2 HOLE, CUSHION, HINGE 


P&WA PART NO. ST2818-0506 
REPLACES ST2442-0506 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2816-04 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2816-04 
REPLACES ST2399-04 


. NUT OPTION (AP) 


SEE OPTION TABLE 


Change 8 2-31 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
TA107000010-06 . CLAMP-LOOP, CUSHION, HINGE 
P&WA PART NO. ST2816-06 
REPLACES ST2399-06 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
ST1540-10 . CLAMP-LOOP, CUSHION 
REPLACES ST1540-06 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
ST1540-10 . CLAMP-LOOP, CUSHION 
REPLACES ST1540-06 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
420134 . CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRANCHED, ENGINE ACTUATOR 
P&WA PART NO. 4080478 
REPLACED BY 420434 
420434 . CABLE-SPECIAL PURPOSE, ELECTRICAL, 


BRANCHED, ENGINE ACTUATOR 
P&WA PART NO. 4081242 

REPLACES 420134 

PARTIAL BREAKDOWN FOLLOWS 


< 149383-2011 
SERVICE REPAIR PART 
USE ONLY ON 420134 
< 149383-1023 .. BAND-EMI 
SERVICE REPAIR PART 
USE ONLY ON 420434 
< 149383-2023 
SERVICE REPAIR PART 
USE ONLY ON 420434 


2-32 Change 8 


T.O. 2J-F100-54 
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FIGURE 8. IGNITION CABLE 


(2-33 Blank)/2-34 Change 19 


97347 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
ST2015-016 
DELETED 
DELETED 
DELETED 
TA14300004- 
0404 
4023115 
ST2015-016 


TA10300016-20 


4023115 
ST2015-020 


TA10300016-18 


4023115 
ST2015-016 
ST2018-016 
TA30700070 
46196 


149383-1017 
149383-2017 
149383-1019 


149383-2019 


T.O. 2J-F100-54 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


IGNITION CABLE 
SEE FIG. 2-6 FOR NHA 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG 


. CLAMP-LOOP, 2 HOLE, CUSHION, HINGE 


P&WA PART NO. ST2818-0404 
REPLACES ST2442-0404 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-20 
REPLACES ST2441-20 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-18 
REPLACES ST2441-18 


. NUT OPTION (АР) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.500 IN. LONG 


. CLAMP-ASSY OF, GENERATOR CABLE 


P&WA PART NO. 4082678-01 
. CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRANCHED, IGNITION 
P&WA PART NO. 4071837 
PARTIAL BREAKDOWN FOLLOWS 


SERVICE REPAIR PART 


ON 
CODE 


Change 13 


2-35 


T.O. 2J-F100-54 
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FIGURE 9. GAS GENERATOR CABLE 


Change 19 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER GAS GENERATOR CABLE 
SEE FIG. 2-7 FOR NHA 
TA10300016-20 . CLAMP-LOOP, CUSHION, HINGE 
P&WA PART NO. ST2817-20 
REPLACES ST2441-20 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-020 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
TA10300016-18 . CLAMP-LOOP, CUSHION, HINGE 
P&WA PART NO. ST2817-18 
REPLACES ST2441-18 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
46195 . CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRANCHED, GAS GENERATOR 
P&WA PART NO. 4071839 
PARTIAL BREAKDOWN FOLLOWS 
149383-1009 


149383-2009 
149383-1011 
149383-2011 
149383-1013 
149383-2013 
149383-1023 


149383-2023 
SERVICE REPAIR PART 


Change 6 2-37 


T.O. 2J-F100-54 
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FIGURE 10. AUGMENTOR FUEL MANAGEMENT CABLE 


2-38 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
TA10300016-20 


4023115 
ST2015-020 


TA10300016-18 


4023115 
ST2015-016 


46194 


149383-1011 
149383-2011 
149383-1013 
149383-2013 
149383-1025 


149383-2025 


T.O. 2J-F100-54 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


AUGMENTOR FUEL MANAGEMENT CABLE 
SEE FIG. 2-8 FOR NHA 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-20 
REPLACES ST2441-20 


. NUT OPTION (АР) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION, HINGE 


P&WA PART NO. ST2817-18 
REPLACES ST2441-18 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CABLE-SPECIAL PURPOSE, ELECTRICAL, 


BRANCHED, AUGMENTOR FUEL MANAGEMENT 
P&WA PART NO. 4071840 
PARTIAL BREAKDOWN FOLLOWS 


SERVICE REPAIR PART 


ON 
CODE 


Change 6 


2-39 


T.O. 2J-F100-54 
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FIGURE 11. DEEC AND EXCITER CABLES 
(SHEET 1 OF 2) 


2-40 Change 19 


T.O. 2J-F100-54 


4567 


DEEC AND EXCITER CABLES 


(SHEET 2 OF 2) 


FIGURE 11. 


2-41 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER DEEC AND EXCITER CABLES 
SEE FIG. 2-9 FOR NHA 
46198 . CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRANCHED, DEEC 
P&WA PART NO. 4071842 
420068 . CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRANCHED, DEEC 
P&WA PART NO. 4078363 
379530 . NUT OPTION (AP) 
SEE OPTION TABLE 
REPLACES ST2169-01 
2159117 . SCREW-MACHINE, FILLISTER 
0.112-40UNJF-3A X 0.500 IN. LONG (AP) 
SUPERSEDES 2068444 
PARTIAL BREAKDOWN FOLLOWS 
149383-1015 
SERVICE REPAIR PART 
USE ONLY ON 46198 
149383-2015 .. BAND-EMI 
SERVICE REPAIR PART 
USE ONLY ON 420068 
149383-1017 .. BAND-EMI 
SERVICE REPAIR PART 
USE ONLY ON 420068 
149383-2017 .. BAND-EMI 
SERVICE REPAIR PART 
USE ONLY ON 420068 
ST2439-08 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-08 
ST1540-08 . CLAMP-LOOP, CUSHION 
ST2015-020 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
REPLACES ST2015-016 
ST2439-08 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-08 
ST1540-08 . CLAMP-LOOP, CUSHION 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
ST2439-08 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-08 
ST1540-08 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4077582 . SPACER-CLAMP 
WHEN EXH USE 4079778 
4079778 . CHANNEL-LOOP CLAMP 
MAY BE USED WITH ST1540-08 
4076761 . CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4077680 OR 4083660 
4077680 . CLAMP-BLOCK, GROMMET, ASSY OF 
4083660 . CLAMP-BLOCK, GROMMET, ASSY OF 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4074134 . CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4078515 
4078515 . CLAMP-BLOCK, GROMMET, ASSY OF 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4075410 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG (AP) 
ST2439-08 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-08 
ST1540-08 . CLAMP-LOOP, CUSHION 


2-42 Change 7 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


ST2015-016 


4075879 
4023115 


4046367 
ST5030-09 


AN123469 
45689 


1814 
12617 
13895 
23711 
23705 
152878 


23191 
46216 


1814 
12617 
13895 
23711 
23705 
151611 


23191 


46215 


1814 
12617 
13895 
23711 
23705 
151616 


23191 


46387 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BOLT-MACHINE, DOUBLE HEX BN 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
. BRACKET-LOOP CLAMP, ASSY OF BN 
. NUT OPTION (AP) BN 
SEE OPTION TABLE 
PARTIAL BREAKDOWN FOLLOWS 
.. NUT OPTION 
SEE OPTION TABLE 
.. NUT OPTION 
SEE OPTION TABLE 
.. RIVET (AP) 
. CABLE-POWER, ELECTRICAL, EXCITER TO MAIN . 
IGNITER, LH 
P&WA PART NO. 4072329 
PARTIAL BREAKDOWN FOLLOWS 
.. RING-RETAINING 
.. CONTACT-HIGH TENSION 
.. INSULATOR-HIGH TENSION 
.. BUSHING-RUBBER 
.. SPRING ASSY 
.. CONDUIT ASSY 
PARTIAL BREAKDOWN FOLLOWS 
... CABLE-WIRE 
7MM 
. CABLE-POWER, ELECTRICAL, EXCITER TO 
AUGMENTOR IGNITER, LH 
P&WA PART NO. 4075711 
PARTIAL BREAKDOWN FOLLOWS 
.. RING-RETAINING 
.. CONTACT-HIGH TENSION 
.. INSULATOR-HIGH TENSION 
.. BUSHING-RUBBER 
.. SPRING ASSY 
.. CONDUIT ASSY 
PARTIAL BREAKDOWN FOLLOWS 
... CABLE-WIRE 
7MM 
. CABLE-POWER, ELECTRICAL, EXCITER TO MAIN . 
IGNITER, RH 
P&WA PART NO. 4075712 
PARTIAL BREAKDOWN FOLLOWS 
.. RING-RETAINING 
.. CONTACT-HIGH TENSION 
.. INSULATOR-HIGH TENSION 
.. BUSHING-RUBBER 
.. SPRING ASSY 
.. CONDUIT ASSY 
PARTIAL BREAKDOWN FOLLOWS 
… CABLE-WIRE 
7MM 
. CABLE-POWER, ELECTRICAL, EXCITER TO 
AUGMENTOR IGNITER, RH 
P&WA PART NO. 4077024 
PARTIAL BREAKDOWN FOLLOWS 
.. RING-RETAINING 
.. CONTACT-HIGH TENSION 
.. INSULATOR-HIGH TENSION 
.. BUSHING-RUBBER 
.. SPRING ASSY 
.. CONDUIT ASSY 
PARTIAL BREAKDOWN FOLLOWS 
... CABLE-WIRE 
7MM 
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FIGURE 12. FUEL TUBING 
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FIGURE 
& INDEX PART 
NUMBER NUMBER 


NUMBER 
NUMBER 


NUMBER 


NUMBER 
NUMBER 
NUMBER 
NUMBER 


NUMBER 


NUMBER 


NUMBER 


NUMBER 


NUMBER 


NUMBER 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


FUEL TUBING 
SEE FIG. 1-2 FOR NHA 

. DEEC AND EDU INLET/RETURN FUEL TUBING 
SEE FIG. 13 FOR DETAIL PARTS 

. COMPRESSOR INLET CYLINDER 
EXTEND/RETRACT TUBING 
SEE FIG. 14 FOR DETAIL PARTS 

. CIVV FUEL TUBING 
SEE FIG. 15 FOR DETAIL PARTS 

. AUGMENTOR FUEL PUMP PF1A TUBING 
SEE FIG. 16 FOR DETAIL PARTS 

. AUGMENTOR FUEL PUMP PF1 TUBING 
SEE FIG. 17 FOR DETAIL PARTS 

. FUEL MANIFOLD SUPPLY TUBE 
SEE FIG. 18 FOR DETAIL PARTS 

. COMPRESSOR BLEED LINEAR ACTUATING 
CYLINDER TUBING 
SEE FIG. 19 FOR DETAIL PARTS 

. REAR COMPRESSOR CYLINDER 
EXTEND/RETRACT TUBING 
SEE FIG. 20 FOR DETAIL PARTS 

. AUGMENTOR FUEL PUMP CONTROLLER FUEL ... 
TUBING 
SEE FIG. 21 FOR DETAIL PARTS 

. AUGMENTOR FUEL CONTROL TUBING 
SEE FIG. 22 FOR DETAIL PARTS 

. CONVERGENT EXHAUST NOZZLE CONTROL 
TUBING 
SEE FIG. 23 FOR DETAIL PARTS 

. FRONT AND REAR FUEL DRAINS AND TUBING .... 
SEE FIG. 24 FOR DETAIL PARTS 


Change 3 2-45 


T.O. 2J-F100-54 


FIGURE 13. DEEC AND EDU INLET/RETURN FUEL TUBING 


2-46 Change 24 


222222 


222222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
4071583 


4073094 
4023115 


4075410 
4076758 


4078521 
4023115 


4072712 
TR28009-10 


4076766 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
4082620-01 
A9184-1 


DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
4082619-01 
A9185-1 


4077369-01 
4077370-01 
ST2101-061 


MS9966-05 
ST2101-062 


MS9966-04 
MS9902-06 
4068431 


MS9966-06 
4053946 


MS9966-07 
4053945 
4023115 
4077114 


4023115 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


DEEC AND EDU INLET/RETURN FUEL TUBING 
SEE FIG. 12-1 FOR NHA 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073094 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG (AP) 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078521 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 
PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&W PART NO. ST2665-10 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 


. TUBE-FUEL, EDU COOLANT INLET, ASSY OF 
. TUBE ASSY OF-FUEL, EDU COOLANT INLET 


P&W PART NO. 4085074 


. TUBE-FUEL, EDU COOLANT RETURN, ASSY OF ... 
. TUBE ASSY OF-FUEL, EDU COOLANT RETURN.... 


P&W PART NO. 4085075 


. MANIFOLD-FUEL COOLANT RETURN, DEEC, 


ASSY OF 


. MANIFOLD-FUEL COOLANT, DEEC, INLET, ASSY .. 


OF 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.5625-18UNJF-3A X 0.375 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.5625-18UNJF-3A X 0.375 IN. TUBE OD 


| COUPLING HALF-QUICK DISCONNECT 
0.5625-18UNJF-3A 


. COUPLING HALF-QUICK DISCONNECT 


0.625-18UNJF-3A 


. CONNECTOR-TUBE, FUEL COOLANT 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BRACKET-SUPPORT, FUEL COOLANT VALVE, 


ASSY OF 


. NUT OPTION (АР) 


SEE OPTION TABLE 
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FIGURE 14. COMPRESSOR INLET CYLINDER EXTEND/RETRACT TUBING 


2-48 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4071583 
4073094 
4023115 


4071550 
4071559 
4075947 
4078518 
4023115 


4075945 
4075946 
ST2439-04 


ST1540-04 
4023115 


ST2015-020 


4073665 
4023115 


4074059-01 
MS9483-04 
MS9198-04 
ST1540-04 
4023115 
ST2015-016 


A7230-1 


A9170-1 


360193 


ST2121-04 


MS9483-04 
MS9198-04 
ST2000-04 


MS9966-04 
ST2091-042 


MS9966-06 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


COMPRESSOR INLET CYLINDER 
EXTEND/RETRACT TUBING 
SEE FIG. 12-2 FOR NHA 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073094 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 
PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078518 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 
PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. BRACKET-LOOP CLAMP 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. TUBE-EXTEND, COMPRESSOR INLET VARIABLE... 


VANE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. FERRULE 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. HOSE-NONMETALLIC 


0.250 IN. TUBE X 0.4375-20 
P&WA PART NO. 4081097-01 
PARTIAL BREAKDOWN FOLLOWS 


. HOSE-NONMETALLIC 


0.250 IN. TUBE X 0.4375-20 
P&WA PART NO. 4085048 


.. WIRE-THRUST 


0.078 DIA X 1.190 IN. LONG 
USE ONLY ON 4075077-01 


.. NUT-TUBE COUPLING, THRUST WIRE 


0.4375-20UNJF-3B X 0.250 IN. TUBE OD 
USE ONLY ON 4075077-01 


USE ONLY ON 4075077-01 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.437-20UNJF-3A X 0.250 IN. TUBE OD 


| ADAPTER-STRAIGHT, ТОВЕ TO BOSS 


0.4375-20UNJF-3A X 0.250 IN. TUBE OD 


. PACKING 
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FIGURE 15. CIVV FUEL TUBING 


(SHEET 1 OF 3) 


2-50 Change 19 


T.O. 2J-F100-54 


64204 


FIGURE 15. CIVV FUEL TUBING 
(SHEET 2 OF 3) 
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Change 8 


T.O. 2J-F100-54 


97354 


FIGURE 15. CIVV FUEL TUBING 
(SHEET 3 OF 3) 


Change 19 


2-52 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
4075410 
4023115 
4078520 
TR28009-10 
4071572 
4076765 
4078548 
4023115 
4074067 
4078514 
4074065 
4074066 
ST2439-04 


ST1540-04 
4023115 


ST2015-020 


4023115 
4071583 
4073094 
4071559 
4071550 
ST1540-04 
4023115 
ST2015-016 


A7265-1 


A9173-1 


MS9483-04 


MS9198-04 


360193 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


CIVV FUEL TUBING 
SEE FIG. 12-3 FOR NHA 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
. BRACKET-LOOP CLAMP 

. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078514 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
REPLACES ST2015-016 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073094 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. CLAMP-LOOP, CUSHION 

. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. HOSE-NONMETALLIC 


0.250 IN. TUBE X 0.4375-20 
P&WA PART NO. 4081210-01 


. HOSE-NONMETALLIC 


0.250 IN. TUBE X 0.4375-20 
P&WA PART NO. 4085053 
PARTIAL BREAKDOWN FOLLOWS 


USE ONLY ON 4072159-01 


.. WIRE-THRUST 


0.078 DIA X 1.190 IN. LONG 
USE ONLY ON 4072159-01 


USABLE 
ON 
CODE 


Change 20 


2-53 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ST2121-04 .. NUT-TUBE COUPLING, THRUST WIRE 
0.4375-20UNJF-3B X 0.250 IN. TUBE OD 
USE ONLY ON 4072159-01 

ST2000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 

MS9966-04 

4080994 . BRACKET-LOOP CLAMP 

4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 

4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 

ST2018-024 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG (AP) 

DELETED 

DELETED 

DELETED 

4081083-01 . TUBE-BACKUP MODE SIGNAL PRESSURE TO 
CONNECTOR, ASSY OF 

DELETED 

DELETED 

DELETED 

DELETED 

DELETED 

DELETED 

4074067 . CLAMP-BLOCK, GROMMET, ASSY OF 

4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 

4075410 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG (AP) 

4081084-01 . TUBE-BACKUP MODE SIGNAL PRESSURE TO 
CONNECTOR, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 

ST2981-04 .. FERRULE-TUBE FITTING 

MS9198-04 .. 

4074402 . CLAMP-BLOCK, GROMMET, ASSY ОЕ 
WHEN EXH USE 4078516 

4078516 . CLAMP-BLOCK, GROMMET, ASSY OF 

4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 

4075410 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG (AP) 

4081173 . BRACKET-BLOCK CLAMP 
REPLACES 4074501 


2-54 Change 8 


DUD m 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4023115 


4078549 
4074249-01 


ST2000-06 


MS9966-06 
4072781-01 


354581 
ST2035-08 
4023115 
4076758 
4078521 
4072712 
TR28009-10 
4076766 
ST2439-06 


ST1540-06 
4023115 


ST1540-06 
4023115 


ST2015-016 
4072779-01 
4081545-01 
4072100 


A9159-1 


ST2251-082 
MS9966-06 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BRACKET-LOOP CLAMP 
. MANIFOLD-FUEL, COMPRESSOR INLET 


VARIABLE VANE, ASSY OF 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.562-18UNJF-3A X 0.375 IN. TUBE OD 


. TUBE-FUEL, MAIN PUMP, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. WIRE-THRUST 


0.094 DIA X 2.170 IN. LONG 


.. NUT-TUBE COUPLING, THRUST WIRE 


0.500 TUBE OD X 0.750-16UNJF-3B 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078521 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-06 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. TUBE-FUEL PRESSURE, COMPRESSOR INLET .... 


VARIABLE VANE, ASSY OF 


. TUBE-FUEL PRESSURE, COMPRESSOR INLET .... 


VARIABLE VANE, ASSY OF 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.313 IN. 
P&WA PART NO. 4085040 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.750-16UNJF-3A X 0.500 IN. TUBE OD 


. PACKING 


USABLE 
ON 
CODE 


Change 20 


2-55 


T.O. 2J-F100-54 


SS) (ASIAN, IN УАУ il 


LESEN Фе Ne D PS уч 
PLUS B 4 GS f 
ATT s So 

кы а тас 2 
NÅ dud bi E /% 
жа ғ), il-g 


97355 


FIGURE 16. AUGMENTOR FUEL PUMP PF1A TUBING 


2-56 Change 19 


дп m 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
ST2439-20 
ST1540-20 
ST2015-020 
4023115 
ST2520-09 
ST1421-12 


4081298 
4075972 


A9177-1 


MS9967-222 
MS28782-26 
MS9967-221 
4074060 

ST2018-020 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


AUGMENTOR FUEL PUMP PF1A TUBING 
SEE FIG. 12-4 FOR NHA 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-20 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
REPLACES ST2015-016 


. NUT OPTION (АР) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.375-24UNJF-3A X 0.938 IN. LONG 


. BOLT-MACHINE 


0.3125-24UNJF-3A X 1.000 IN. LONG 


. BRACKET-LOOP CLAMP 
. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


1.125 IN. 
P&WA PART NO. 4085041 


. RETAINER 


. BRACKET-ANGLE 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 


Change 20 2-57 


T.O. 2J-F100-54 


FIGURE 17. AUGMENTOR FUEL PUMP PF1 TUBING 


2-58 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
4023117 


MS9549-11 
ST2235-028 


4023115 
ST2015-020 
4063375 
MS9967-225 
MS9967-133 
4074684-01 
ST2017-020 


4063377 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


AUGMENTOR FUEL PUMP PF1 TUBING 
SEE FIG. 12-5 FOR NHA 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 
0.3125-24UNJF-3A X 0.875 IN. LONG 

. NUT OPTION 
SEE OPTION TABLE 

. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG 

. ELBOW-AUGMENTOR FUEL PUMP, PF1 TUBE 


۱ TUBE-PF1, AUGMENTOR FUEL PUMP, REAR, 


ASSY OF 
SUPERSEDES 4063376-01 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.625 IN. LONG 


. TUBE-PF1, AUGMENTOR FUEL PUMP, FRONT, .... 


ASSY OF 


USABLE 
ON 
CODE 


2-59 


T.O. 2J-F100-54 
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FIGURE 18. FUEL MANIFOLD SUPPLY TUBE 


2-60 Change 19 


97357 


=== m 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4072707-01 
ST2150-020 


ST2015-024 


MS9966-10 
4074241 


MS9386-123 
MS9966-12 
4036085 
4046367 
ST5030-09 
352194 
453331 
495996 
4023115 
4069460 
4062665 
4036095 
MS9386-135 
4075619 


A9181-1 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FUEL MANIFOLD SUPPLY TUBE 
SEE FIG. 12-6 FOR NHA 
. TUBE-SUPPLY, FUEL MANIFOLD, ASSY OF 
. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.750 IN. LONG (AP) 


| TUBE-TRANSFER, PACKING 


1.0625-12UNJF-3A X 3.800 IN. LONG 


i PLATE-LOCK, NO. 4 BEARING TUBE, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. NUT OPTION 


SEE OPTION TABLE 


.. NUT OPTION 


SEE OPTION TABLE 


.. RIVET-TUBULAR, UNIVERSAL 


0.094 DIA X 0.250 IN. LONG (AP) 


.. RIVET-TUBULAR, UNIVERSAL 


0.094 DIA X 0.188 IN. LONG (AP) 


.. RIVET-TUBULAR, UNIVERSAL 


0.094 DIA X 0.219 IN. LONG (AP) 


. NUT OPTION 


SEE OPTION TABLE 


. PLATE ASSY-RETAINING, TUBE, FAN DUCT 


PARTIAL BREAKDOWN FOLLOWS 


.. BUSHING-SLEEVE 


0.3135 ID X 0.43835 OD X 0.307 IN. LONG 


. HOUSING-TRANSFER TUBE 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.188 IN. 
P&WA PART NO. 4085071 


Change 20 2-61 


T.O. 2J-F100-54 
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FIGURE 19. COMPRESSOR BLEED LINEAR ACTUATING CYLINDER TUBING 


2-62 Change 19 


JU D D لد‎ 


DDD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4023115 
4071583 
4073094 


4071559 
4071550 
DELETED 
DELETED 
DELETED 
DELETED 
MS9314-04 
A7227-1 


A9169-1 


A7226-1 


A9180-1 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


COMPRESSOR BLEED LINEAR ACTUATING 
CYLINDER TUBING 
SEE FIG. 12-7 FOR NHA 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073094 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 


N. TUBE X 0.4375-20 
P&WA PART NO. 4085047 


N. TUBE X 0.4375-20 
P&WA PART NO. 4085070 


Change 20 2-63 


T.O. 2J-F100-54 
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FIGURE 20. REAR COMPRESSOR CYLINDER EXTEND/RETRACT TUBING 


(SHEET 1 OF 3) 


2-64 Change 19 


97359 


T.O. 2J-F100-54 


61904 


FIGURE 20. REAR COMPRESSOR CYLINDER EXTEND/RETRACT TUBING 
(SHEET 2 OF 3) 


Change 8 2-65 
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FIGURE 20. 


REAR COMPRESSOR CYLINDER EXTEND/RETRACT TUBING 
2-66 


61905 
(SHEET 3 OF 3) 
Change 8 


D D D لد‎ 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
4073097 
4023115 


4073097 
4023115 


4075410 


4080927-01 
4023115 


4073097 
4023115 


4075410 


ST1540-06 
4023115 


ST2015-016 
4080926-01 
4080925-01 


4080928 
4023115 


4023115 
ST2108-04 
4023115 
4073097 
4071581 
4071582 
ST1540-06 
4023115 
4079778 
A7293-1 
A9174-1 
A7294-1 
A9175-1 


4023115 


T.O. 2J-F100-54 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


REAR COMPRESSOR CYLINDER 
EXTEND/RETRACT TUBING 
SEE FIG. 12-8 FOR NHA 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG (AP) 


. BRACKET-LOOP CLAMP, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. TUBE-COMPRESSOR CYLINDER, EXTEND, ASSY .. 


OF 


. TUBE-COMPRESSOR CYLINDER, RETRACT, 


ASSY OF 


. BRACKET-LOOP CLAMP 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. NUT OPTION 


SEE OPTION TABLE 


. SPACER-SLEEVE 


0.203 ID X 0.406 OD X 0.125 IN. THK 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 

.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. CLAMP-LOOP, CUSHION 

. NUT OPTION (AP) 


SEE OPTION TABLE 


. CHANNEL-LOOP CLAMP 
. HOSE-NONMETALLIC 


0.375 IN. TUBE X 0.4375-20 
P&WA PART NO. 4081308-01 


. HOSE-NONMETALLIC 


0.375 IN. TUBE X 0.4375-20 
P&WA PART NO. 4085039 


. HOSE-NONMETALLIC 


0.375 IN. TUBE X 0.4375-20 
P&WA PART NO. 4081309-01 


. HOSE-NONMETALLIC 


0.375 IN. TUBE X 0.4375-20 
P&WA PART NO. 4085043 


. NUT OPTION 


SEE OPTION TABLE 


ON 
CODE 


Change 20 


2-67 


DUD 2252050 m 


Т.О. 2J-F100-54 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


ST2108-04 
4059017 
4082595 
MS9966-04 
MS9201-06 
4072104 


A9155-1 


4072105 
A9158-1 

4071592 
4023116 


4081296 


2-68 Change 20 


UNITS 
PER 
DESCRIPTION ASSY 


. SPACER-SLEEVE 


0.203 ID X 0.406 OD X 0.125 IN. THK 


. PLUG-INSTRUMENTATION BOSS 


WHEN EXH USE 4082595 


. PLUG-INSTRUMENTATION BOSS 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.313 IN. 
P&WA PART NO. 4085042 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.313 IN. 
P&WA PART NO. 4085038 


. BRACKET-VANE, CALIBRATION TEES 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BRACKET-LOOP CLAMP 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 
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FIGURE 21. AUGMENTOR FUEL PUMP CONTROLLER FUEL TUBING 
Change 19 
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FIGURE 21. AUGMENTOR FUEL PUMP CONTROLLER FUEL TUBING 
(SHEET 2 OF 2) 


Change 3 2-71 


дп m 


Т.О. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-72 


PART 
NUMBER 


NO NUMBER 


4023115 
4076754 
4078519 
4071559 
TR28009-10 
4076762 
4023115 
4075396 
4078517 
ST1540-04 
4023115 
ST2015-018 


ST1540-04 
4023115 


ST2015-016 
4081373 
MS9314-04 
4074328-01 
4081315-01 
4074327-01 
4084074-01 
4075405-01 
4075406-01 
4081456-01 
ST2439-04 
ST1540-04 
ST1540-05 
4023115 
ST2015-016 


MS9314-04 
4074326-01 


4081455-01 
4072113 
A9163-1 


Change 20 


DESCRIPTION 


AUGMENTOR FUEL PUMP CONTROLLER FUEL 
TUBING 
SEE FIG. 12-9 FOR NHA 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078519 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 


.. CLAMP HALF-BLOCK, GROMMET, 4 HOLE 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078517 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. BRACKET-LOOP CLAMP 


. MANIFOLD-PF1AW, AUGMENTOR PUMP 


CONTROL MANAGEMENT, ASSY OF 


. MANIFOLD-PF1AW, AUGMENTOR PUMP 


CONTROL MANAGEMENT, ASSY OF 


. MANIFOLD-PFAP, AUGMENTOR PUMP CONTROL .. 


MANAGEMENT, ASSY OF 


. MANIFOLD-PFAP, AUGMENTOR PUMP CONTROL .. 


MANAGEMENT, ASSY OF 


. TUBE-FUEL SIGNAL, AUGMENTOR PUMP 


CONTROL MANAGEMENT, ASSY OF 


. TUBE-FUEL SIGNAL, AUGMENTOR PUMP 


CONTROL MANAGEMENT, ASSY OF 


. TUBE-FUEL SIGNAL, AUGMENTOR PUMP 


CONTROL MANAGEMENT, ASSY OF 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. MANIFOLD-PF3AR, AUGMENTOR PUMP 


CONTROL MANAGEMENT, ASSY OF 


. MANIFOLD-PF3AR, AUGMENTOR PUMP 


CONTROL MANAGEMENT, ASSY OF 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.313 IN. 
P&WA PART МО. 4085046 


UNITS 
PER 
ASSY 


USABLE 
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ON 
CODE 


T.O. 2J-F100-54 
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FIGURE 22. AUGMENTOR FUEL CONTROL TUBING 
(SHEET 1 OF 2) 


(2-73 Blank)/2-74 Change 19 
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FIGURE 22. AUGMENTOR FUEL CONTROL TUBING 
(SHEET 2 OF 2) 


Change 13 2-75 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-76 


PART 
NUMBER 


NO NUMBER 
ST2439-04 


ST1540-04 
4023115 


ST2015-016 
DELETED 
DELETED 
DELETED 
4076761 
4077680 
4083660 
4023115 
4076760 


4077973 
4023115 


4081468 
4023115 


ST2439-05 


ST1540-05 
4023115 


ST2015-020 


4074058 
4023115 


4081328-01 
4077965-01 
4079160-01 
4079161-01 
4079164-01 
4079162-01 
4079163-01 
4079165-01 
4079167-01 


Change 13 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


AUGMENTOR FUEL CONTROL TUBING 
SEE FIG. 12-10 FOR NHA 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4077680 OR 4083660 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4077973 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-05 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. BRACKET-LOOP CLAMP 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. MANIFOLD-PFMO, MAIN FUEL CONTROL, ASSY ... 


OF 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071679-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071680-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071681-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071684-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071682-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071683-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071685-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4075214-01 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4079166-01 


ST1540-04 
4023115 


ST2015-016 


MS9314-04 
4081096-01 


4079168-01 


4081465-01 
ST2439-05 


ST1540-05 
4023115 


4077582 
4079778 
4079169-01 


A7221-1 


A9168-1 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. TUBE-FUEL, AUGMENTOR, ASSY OF 
REPLACES 4071686-01 

. CLAMP-LOOP, CUSHION 

. NUT OPTION (AP) 
SEE OPTION TABLE 

. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


| MANIFOLD-PFMO, MAIN FUEL CONTROL, ASSY ... 


OF 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4071714-01 


. TUBE-FUEL, AUGMENTOR, ASSY OF 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-05 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. SPACER-CLAMP 


WHEN EXH USE 4079778 


. CHANNEL-LOOP CLAMP 


MAY BE USED WITH ST2439-05 


. TUBE-FUEL, AUGMENTOR, ASSY OF 


REPLACES 4074057-01 


. HOSE-NONMETALLIC 


0.250 IN. TUBE X 0.4375-20 
P&WA PART NO. 4081090-01 


. HOSE-NONMETALLIC 


0.250 IN. TUBE X 0.4375-20 
P&WA PART NO. 4085054 


Change 20 2-77 


T.O. 2J-F100-54 


AY 


FIGURE 23. CONVERGENT EXHAUST NOZZLE CONTROL TUBING 


2-78 Change 19 


97362 


DUD по m 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4023115 
4075410 
4074134 
4078515 
4074131 
4074132 
4074133 
MS9314-04 
4075458 


A9165-1 


4072109 


A9160-1 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CONVERGENT EXHAUST NOZZLE CONTROL 
TUBING 
SEE FIG. 12-11 FOR NHA 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078515 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP SEGMENT-BLOCK, GROMMET, 1 HOLE ... 
.. CLAMP SEGMENT-BLOCK, GROMMET, 4 HOLE ... 
.. CLAMP SEGMENT-BLOCK, GROMMET, 3 HOLE ... 
. CAP ASSY 

. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.313 IN. 
P&WA PART NO. 4085045 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.188 IN. 
P&WA PART NO. 4085051 


Change 20 2-79 


T.O. 2J-F100-54 
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FIGURE 24. FRONT AND REAR FUEL DRAINS AND TUBING 
(SHEET 1 OF 2) 


Change 24 
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T.O. 2J-F100-54 


106395 


FIGURE 24. FRONT AND REAR FUEL DRAINS AND TUBING 
(SHEET 2 OF 2) 


Change 24 2-81 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 


JU е е: JI JU UI Баз UI Баз Баз JU 


D пп m 


NUMBER 


— — © со SI о GR 


2-82 


NUMBER 


NO NUMBER 
4072101 


A9187-1 


4077307 


A9186-1 


ST2101-062 


MS9966-04 
ST2000-04 


MS9902-04 
MS9966-04 
ST2000-06 


MS9966-06 
4066764 
ST1420-10 


ST2159-10 
ST1420-14 


4076780 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
A7281-1 


A9188-1 
ST2439-04 
ST1540-04 
ST2015-016 


4081111-01 


360193 


ST2121-04 


Change 24 


DESCRIPTION ASSY 


FRONT AND REAR FUEL DRAINS AND TUBING 
SEE FIG. 12-12 FOR NHA 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.188 IN. 
P&W PART NO. 4085077 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.303 IN. 
P&W PART NO. 4085076 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.5625-18UNJF-3A X 0.375 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.437-20UNJF-3A X 0.250 IN. TUBE OD 


| ADAPTER-STRAIGHT, ТУВЕ TO BOSS 


0.562-18UNJF-3A X 0.375 IN. TUBE OD 


. CONNECTOR-TUBE, FUEL DRAIN MANIFOLD 
. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


. WASHER-FLAT 


0.276 X 0.500 IN. DIA X 0.032 IN. THK (AP) 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 1.000 IN. LONG (AP) 


. BRACKET-LOOP CLAMP, ASSY OF 


0.250 IN. HOSE X 0.4375-20 
P&W PART NO. 4081112-01 


. HOSE-NONMETALLIC 


0.250 IN. HOSE X 0.4375-20 
P&W PART NO. 4085078 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. MANIFOLD-FUEL DRAIN, COMBUSTION 


CHAMBER, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. WIRE-THRUST 


0.078 DIA X 1.190 IN. LONG 


.. NUT-TUBE COUPLING, THRUST WIRE 


0.4375-20UNJF-3B X 0.250 IN. TUBE OD 


CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


ST2981-04 
MS9198-04 
MS9902-04 
ST1001-04 


ST2000-04 
MS9966-04 
MS9902-06 
ST1001-06 


MS9902-04 
ST1001-04 


4018334 
ST2016-016 


4022183 
4023116 


ST2018-028 


4023115 
ST2015-024 


4018374 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


: PACKING-PREFORMED, BOSS 


0.351 ID X 0.072 IN. DIA ROUND 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.437-20UNJF-3A X 0.250 IN. TUBE OD 


. PACKING 


| PACKING-PREFORMED, BOSS 


0.468 ID X 0.078 IN. DIA ROUND 


| PACKING-PREFORMED, BOSS 


0.351 ID X 0.072 IN. DIA ROUND 


. CONNECTOR-TUBE, FUEL DRAIN MANIFOLD 
. BOLT-MACHINE, DRILLED, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. BRACKET-FUEL DRAIN MANIFOLD, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.875 IN. LONG (AP) 


. NUT OPTION (АР) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.750 IN. LONG (AP) 


. SPACER-SLEEVE 


0.25175 X 0.355 OD X 0.355 IN. LONG 


Change 24 2-83 


T.O. 2J-F100-54 
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FIGURE 25. OIL TUBING 


2-84 Change 1 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
NO NUMBER 


NO NUMBER 
NO NUMBER 


NUMBER 


NUMBER 


NUMBER 


NUMBER 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


OIL TUBING 
SEE FIG. 1-3 FOR NHA 

. NO. 1 BEARING OIL PRESSURE, ANTI-SIPHON .... 
AND SCAVENGE TUBING 
SEE FIG. 26 FOR DETAIL PARTS 

. NO. 5 BEARING OIL SCAVENGE TUBING 
SEE FIG. 27 FOR DETAIL PARTS 

. OIL PRESSURE TRANSMITTER, OIL TANK 
BREATHER MANIFOLD, NO. 1 BEARING 
ANTI-SIPHON PRESSURE MANIFOLD AND NO. 5 
BEARING ANTI-SIPHON TUBING 
SEE FIG. 28 FOR DETAIL PARTS 

. OIL SUPPLY TUBING 
SEE FIG. 29 FOR DETAIL PARTS 

. GEARBOX AND NO. 2 AND NO. 3 BEARING OIL ... 
SUPPLY AND ANTI-SIPHON TUBING 
SEE FIG. 30 FOR DETAIL PARTS 

. DAMPER BEARING AND COLD START VALVE 
MANIFOLD AND OIL SUPPLY TUBING 
SEE FIG. 31 FOR DETAIL PARTS 

. NO. 4 BEARING ОШ, SCAVENGE AND PRESSURE . 
TRANSMITTER SUPPLY TUBING 
SEE FIG. 32 FOR DETAIL PARTS 


2-85 


T.O. 2J-F100-54 


97364 


FIGURE 26. NO. 1 BEARING OIL PRESSURE, ANTI-SIPHON AND SCAVENGE TUBING 


2-86 Change 19 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER NO. 1 BEARING OIL PRESSURE, ANTI-SIPHON 
AND SCAVENGE TUBING 
SEE FIG. 25-1 FOR NHA 
4071627-01 . TUBE-SCAVENGE, NO. 1 BEARING, ASSY OF 
4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 
PARTIAL BREAKDOWN FOLLOWS 
4016296 .. PLATE-RETAINING, TUBE, 3 HOLE 
0.9705 IN. ID 
AS3208-10 . PACKING-PREFORMED 
ST2439-06 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-06 
ST1540-06 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-020 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
REPLACES ST2015-016 
4074051-01 . TUBE-PRESSURE, МО. 1 BEARING AND 
ANTI-SIPHON LINE 


Change 3 2-87 


T.O. 2J-F100-54 


FIGURE 27. NO. 5 BEARING OIL SCAVENGE TUBING 


2-88 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
4023115 
4075410 
4071643 
4073098 
4071642 
4071561 
4023116 
4072704-01 
4083199-01 
AS3209-116 
4073628 
4023115 
4075410 
4074402 


4078516 
4081173 


4023115 
ST2439-08 


ST1540-08 
4023115 


ST2015-016 


4072705-01 
4023115 


4077341 
4078528 
TR28009-12 
4077342 
4077343 
4023115 
4071646 
4071645 
4071644 


4072706-01 
4079066-01 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


NO. 5 BEARING OIL SCAVENGE TUBING 
SEE FIG. 25-2 FOR NHA 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073098 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. NUT OPTION 


SEE OPTION TABLE 


. TUBE-SCAVENGE, NO. 5 BEARING, ASSY OF 

. MANIFOLD-SCAVENGE, NO. 5 BEARING, ASSY OF. 
. PACKING-PREFORMED 

. BRACKET-CABLE, ASSY OF 

. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078516 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. BRACKET-BLOCK CLAMP 


REPLACES 4074501 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-08 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. TUBE-SCAVENGE, NO. 5 BEARING, ASSY OF 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078528 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 1.000 IN. LONG 
P&WA PART NO. ST2665-12 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. TUBE-SCAVENGE, NO. 5 BEARING, ASSY OF 
. TUBE-SCAVENGE, NO. 5 BEARING, ASSY OF 


Change 15 2-89 


T.O. 2J-F100-54 


= 


FIGURE 28. OIL PRESSURE TRANSMITTER, OIL TANK BREATHER MANIFOLD, NO. 1 
BEARING ANTI-SIPHON PRESSURE MANIFOLD AND NO. 5 BEARING 
ANTI-SIPHON TUBING 
(SHEET 1 OF 2) 


2-90 Change 19 


T.O. 2J-F100-54 


97367 


FIGURE 28. OIL PRESSURE TRANSMITTER, OIL TANK BREATHER MANIFOLD, NO. 1 
BEARING ANTI-SIPHON PRESSURE MANIFOLD AND NO. 5 BEARING 
ANTI-SIPHON TUBING 
(SHEET 2 OF 2) 


Change 19 2-90.1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-90.2 


PART 
NUMBER 


NO NUMBER 


ST2000-04 
ST1001-04 
4020969 
427992 
4023115 
ST2015-020 
4059195 
4063884 
ST2150-020 
4074050-01 
4083252-01 
ST2439-04 


ST1540-04 
4023115 


4077582 
4079778 


ST2439-04 
4023115 


ST2015-018 
4076856-01 
4079069-01 
4081397-01 
4023115 
4076759 


4078522 
4077170 


4078526 
4023115 


4077216 


Change 15 


UNITS 
PER 
DESCRIPTION ASSY 


OIL PRESSURE TRANSMITTER, OIL TANK 
BREATHER MANIFOLD, NO. 1 BEARING 
ANTI-SIPHON PRESSURE MANIFOLD AND NO. 5 
BEARING ANTI-SIPHON TUBING 
SEE FIG. 25-3 FOR NHA 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.437-20UNJF-3A X 0.250 IN. TUBE OD 


. PACKING-PREFORMED, BOSS 


0.351 ID X 0.072 IN. DIA ROUND 


. NUT-PLAIN, HEX, DRILLED 


1.0625-12UNJF-3B X 0.406 IN. THK 


. CLAMP-ASSY OF, LOOP, CUSHION 


2.250 IN. DIA 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. TRANSMITTER OPTION-OIL PRESSURE 


SEE OPTION TABLE 


. BRACKET-OIL PRESSURE TRANSMITTER, ASSY .. 


OF 


. BOLT-MACHINE, DRILLED, DOUBLE HEX 


0.250-28UNJF-3A X 0.625 IN. LONG (AP) 


. TUBE-ANTI-SIPHON, NO. 5 BEARING, ASSY OF .... 
. TUBE-ANTI-SIPHON, NO. 5 BEARING, ASSY OF .... 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. SPACER-CLAMP 


WHEN EXH USE 4079778 


. CHANNEL-LOOP CLAMP 


MAY BE USED WITH ST2439-04 


. CLAMP ASSY-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 


. MANIFOLD-PRESSURE, ANTI-SIPHON, NO. 1 


BEARING, ASSY OF 


. MANIFOLD-PRESSURE, ANTI-SIPHON, NO. 1 


BEARING, ASSY OF 


. MANIFOLD-PRESSURE, ANTI-SIPHON, NO. 1 


BEARING, ASSY OF 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078522 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078526 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078527 


USABLE 
ON 
CODE 


BM/DB 
BM/DB 


BM/DB 
BL/DA 
BM/DB/RG 
RH 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4078527 . CLAMP-BLOCK, GROMMET, ASSY OF 

PARTIAL BREAKDOWN FOLLOWS 
TR28009-10 .. STUD-LOCKED IN 

0.190-32 X 0.250-28 X 0.875 IN. LONG 

USE ONLY ON 4077216 

P&WA PART NO. ST2665-10 

TR28009-12 .. STUD-LOCKED IN 

0.190-32 X 0.250-28 X 1.000 IN. LONG 

USE ONLY ON 4078527 

P&WA PART NO. ST2665-12 

4074061 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4077215 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4023115 . NUT OPTION 

SEE OPTION TABLE 
4077219 . CLAMP-BLOCK, GROMMET, ASSY OF 

WHEN EXH USE 4078525 
4078525 . CLAMP-BLOCK, GROMMET, ASSY OF 
ST1540-04 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 

SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 

0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
4076857-01 . TUBE-PRESSURE, ANTI-SIPHON, NO. 1 BEARING, . 

ASSY OF 
4079070-01 . TUBE-PRESSURE, ANTI-SIPHON, NO. 1 BEARING, . BM/DB/RG 

ASSY OF 
4081398-01 . TUBE-PRESSURE, ANTI-SIPHON, NO. 1 BEARING, . RH 


MS9314-04 
4023116 
SEE OPTION TABLE 
ST2018-020 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG 
4072813 . MANIFOLD-BREATHER, OIL TANK, ASSY OF 
ST1000-218 . PACKING-PREFORMED 
1.234 ID X 0.139 IN. DIA ROUND 
ST1000-215 . PACKING-PREFORMED 
1.046 ID X 0.139 IN. DIA ROUND 
4058006 . TUBE-TRANSFER, PACKING, OIL TANK 
BREATHER MANIFOLD 
ST1000-219 . PACKING-PREFORMED 
1.296 ID X 0.139 IN. DIA ROUND 
ST1050-214 . PACKING-PREFORMED 
0.984 ID X 0.139 IN. DIA ROUND 
4060627 . TUBE-TRANSFER, PACKING 
0.870 ID X 3.710 IN. LONG 
MS9902-02 . 
AS3208-02 . PACKING-PREFORMED 
4023115 . NUT OPTION 
SEE OPTION TABLE 
ST2015-020 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG 
ST1540-10 . CLAMP-LOOP, CUSHION 
ST1540-04 . CLAMP-LOOP, CUSHION 
4086054 . HOSE AND TUBE-ANTI-SIPHON, NO. 5 BEARING... 
A9182-1 . HOSE AND TUBE-ANTI-SIPHON, NO. 5 BEARING... 
P&WA PART NO. 4085072 
4083198-01 . BRACKET-ASSY OF, LOOP CLAMP 


Change 20 2-91/(2-92 Blank) 


T.O. 2J-F100-54 


BOTTOM 


FIGURE 29. OIL SUPPLY TUBING 


(2-93 Blank)/2-94 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4072141-01 
4023115 


4075410 
4071584 
4073095 
4071551 
4071552 
4073873 
4073099 
4073869 
4073870 
4079068-01 
4023115 
4077219 


4078525 
4023115 


4076759 


4078522 
4023115 


4077216 
4078527 


TR28009-10 


TR28009-12 


4074061 
4077215 
4072139-01 
ST2439-06 


ST1540-06 
ST2015-016 


4023115 
4077947 


ST1540-06 
ST2015-016 


4072138-01 
ST1540-10 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


OIL SUPPLY TUBING 
SEE FIG. 25-4 FOR NHA 


. TUBE-OIL SUPPLY, PUMP, ASSY OF 
. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.230 IN. LONG 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073095 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073099 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. TUBE-OIL SUPPLY, PUMP, ASSY OF 

. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078525 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078522 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078527 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
USE ONLY ON 4077216 
P&WA PART NO. ST2665-10 


.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 1.000 IN. LONG 
USE ONLY ON 4078527 
P&WA PART NO. ST2665-12 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 

.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 

- MANIFOLD-OIL SUPPLY, NO. 4 BEARING, ASSY OF 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-06 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BRACKET-LOOP CLAMP 


REPLACES 4075481 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. TUBE-OIL SUPPLY, NO. 5 BEARING, ASSY OF 
. CLAMP-LOOP, CUSHION 


Change 16 2-95 


T.O. 2J-F100-54 


RIGHT SIDE 


FIGURE 30. GEARBOX AND NO. 2 AND NO. 3 BEARING OIL SUPPLY AND ANTI-SIPHON 
TUBING 
(SHEET 1 OF 3) 


2-96 Change 24 


T.O. 2J-F100-54 


70696 


FIGURE 30. GEARBOX AND NO. 2 AND NO. 3 BEARING OIL SUPPLY AND ANTI-SIPHON 
TUBING 
(SHEET 2 OF 3) 


Change 10 2-97 


T.O. 2J-F100-54 


106397 


FIGURE 30. GEARBOX AND NO. 2 AND NO. 3 BEARING OIL SUPPLY AND ANTI-SIPHON 
TUBING 
(SHEET 3 OF 3) 


2-98 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4024519 
ST1001-06 


4034641 
ST1000-013 


4075201-01 
360715 
ST2035-06 
ST2101-061 


MS9966-05 
4023115 


4076759 


4078522 
4023115 


4077216 
4078527 


TR28009-10 


TR28009-12 


4074061 
4077215 
4023115 
4073873 
4073099 
4073869 
4073870 
4076855-01 
4082651-01 
4082817-01 
4082818-01 
4076854-01 


4024164 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


GEARBOX AND NO. 2 AND NO. 3 BEARING OIL .... 
SUPPLY AND ANTI-SIPHON TUBING 
SEE FIG. 25-5 FOR NHA 


. BOLT-FLUID PASSAGE, DRILLED HEX 


0.4375-20UNJF-3A X 1.180 IN. LONG 


. PACKING-PREFORMED, BOSS 


0.468 ID X 0.078 IN. DIA ROUND 


. MANIFOLD-DRAIN, MAIN GEARBOX, ASSY OF 
. PACKING-PREFORMED 


0.426 ID X 0.070 IN. DIA ROUND 


. TUBE-DRAIN, GEARBOX, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 
0.078 DIA X 1.590 IN. LONG 


.. NUT-TUBE COUPLING, THRUST WIRE 


0.375 TUBE OD X 0.5625-18UNJF-3B 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.5625-18UNJF-3A X 0.375 IN. TUBE OD 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078522 


. CLAMP-BLOCK, GROMMET, ASSY OF 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4078527 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
USE ONLY ON 4077216 
P&WA PART NO. ST2665-10 


.. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 1.000 IN. LONG 
USE ONLY ON 4078527 
P&WA PART NO. ST2665-12 


.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
. NUT OPTION 


SEE OPTION TABLE 


. CLAMP-BLOCK, GROMMET, ASSY OF 


WHEN EXH USE 4073099 


. CLAMP-BLOCK, GROMMET, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. MANIFOLD-NO. 2 AND NO. 3 BEARING AND 


GEARBOX OIL, UPPER, ASSY OF 


. MANIFOLD-NO. 2 AND 3 BEARING AND REARBOX 


OIL SUPPLY, ASSY OF 


. TUBE-GEARBOX OIL SUPPLY, TOP, ASSY OF 
. TUBE-GEARBOX OIL SUPPLY, BOTTOM, ASSY OF . 
. MANIFOLD-OIL SUPPLY, PRESSURE 


TRANSMITTER, ASSY OF 


. FILTER ELEMENT-NO. 2 AND NO. 3 BEARING 


Change 10 2-99 


пп 


Т.О. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-100 


PART 
NUMBER 


4023115 
4075410 
4071584 
4073095 
4082644-01 
4071551 
4071552 


4082645 
4082646 


DELETED 
DELETED 
DELETED 
A7277-1 


A7075-1 


A7076-1 
A7739-1 
A9176-1 


MS9100-04 
ST2015-016 


4013069 
4061171 


ST1050-214 


4058013 
4023115 


4028970 
ST1000-131 


ST1000-128 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


. NUT OPTION 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG 
. CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4073095 
. CLAMP-BLOCK, GROMMET, ASSY OF 
. CLAMP-BLOCK, GROMMET, ASSY OF 
TUBE OD 0.375 X 0.625 
PARTIAL BREAKDOWN FOLLOWS 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
USE ONLY ON 4073095 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
USE ONLV ON 4073095 
.. CLAMP HALF-BLOCK, UPPER 
TUBE OD 0.375 X 0.625 
USE ONLY ON 4082644-01 
.. CLAMP HALF-BLOCK, LOWER 
TUBE OD 0.375 X 0.625 
USE ONLY ON 4082644-01 


0.250 TUBE X 0.4375-20 
P&W PART NO. 4081109-01 
. HOSE-NONMETALLIC, 85 DEG 
0.4375-20 X 6 
P&W PART NO. 4080580 
. HOSE-NONMETALLIC, GEARBOX 
P&W PART NO. 4080618 
. HOSE ASSY OF-NONMETALLIC, GEARBOX 
P&W PART NO. 4082642-01 
. HOSE ASSY OF-NONMETALLIC, GEARBOX 
P&W PART NO. 4085056 
. NUT (AP) 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
. STRAINER ELEMENT-CONE, GEARBOX 
. TUBE-TRANSFER, PACKING 
0.870 DIA X 3.710 IN. LONG 
. PACKING-PREFORMED 
0.984 ID X 0.139 IN. DIA ROUND 
. STRAINER ELEMENT-CONE, OIL TANK, ASSY OF .. 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. WASHER-FLAT 
0.225 ID X 0.750 OD X 0.080 IN. THK (AP) 
. PACKING-PREFORMED 
1.674 ID X 0.103 IN. DIA ROUND 
. PACKING-PREFORMED 
1.487 ID X 0.103 IN. DIA ROUND 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 


97371 


FIGURE 31. DAMPER BEARING AND COLD START VALVE MANIFOLD AND OIL SUPPLY 
TUBING 
(SHEET 1 OF 2) 


(2-101 Blank)/2-102 Change 19 


T.O. 2J-F100-54 
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FIGURE 31. DAMPER BEARING AND COLD START VALVE MANIFOLD AND OIL SUPPLV 
TUBING 
(SHEET 2 OF 2) 


Change 19 2-103 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER DAMPER BEARING AND COLD START VALVE 
MANIFOLD AND OIL SUPPLY TUBING 
SEE FIG. 25-6 FOR NHA 
ST2439-04 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-04 
ST1540-04 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-020 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
4073665 . BRACKET-LOOP CLAMP 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST1540-04 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
4081039-01 . TUBE-OIL SUPPLY, DAMPER BEARING, ASSY OF .. 
PARTIAL BREAKDOWN FOLLOWS 
360193 .. WIRE-THRUST 
0.078 DIA X 1.190 IN. LONG 
ST2121-04 .. NUT-TUBE COUPLING, THRUST WIRE 
0.4375-20UNJF-3B X 0.250 IN. TUBE OD 
ST1540-04 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
4081093-01 . TUBE-OIL SUPPLY, DAMPER BEARING, ASSY OF .. 
PARTIAL BREAKDOWN FOLLOWS 
ST2981-04 .. FERRULE-TUBE FITTING 
MS9198-04 m 
ST2439-14 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-14 
ST1540-14 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
4071676 . BRACKET-LOOP CLAMP 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4076858-01 . TUBE-OIL SUPPLY, COLD START VALVE, ASSY OF. 
ST2015-020 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


2-104 Change 13 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4069414 


MS9314-04 
4075459 


A9156-1 


ST1420-08 
ST2150-020 
MS9966-10 
MS9967-018 
4077908-01 
ST1420-10 


4069414 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. PACKING WITH RETAINER 


0.850 ID X 1.385 OD X 0.125 IN. THK 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.625 IN. 
P&W PART NO. 4085037 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.625 IN. LONG (AP) 


. BOLT-MACHINE, DRILLED, DOUBLE HEX 


0.250-28UNJF-3A X 0.625 IN. LONG (AP) 


. MANIFOLD-OIL SUPPLY, COLD START VALVE, 


ASSY OF 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


. PACKING WITH RETAINER 


0.850 ID X 1.385 OD X 0.125 IN. THK 


Change 24 2-105 
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FIGURE 32. NO. 4 BEARING OIL, SCAVENGE AND PRESSURE TRANSMITTER SUPPLY TUBING 
(SHEET 1 OF 2) 


2-106 Change 19 


T.O. 2J-F100-54 
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FIGURE 32. NO. 4 BEARING OIL, SCAVENGE AND PRESSURE TRANSMITTER SUPPLY TUBING 
(SHEET 2 OF 2) 


Change 19 2-107 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-108 


PART 
NUMBER 


NO NUMBER 


111167-012 


4011887 
4074052-01 
ST1000-016 
4018387 


MS9386-119 
4071507 


ST2284-09 


4069559 
4023115 


4036467 
MS9386-130 
4023115 
4075410 
4071643 
4073098 
4071642 
4071561 
ST2439-12 
ST1540-12 
ST2015-020 
4023116 
ST2028-20 
4072703-01 
AS3209-218 
ST2015-024 
4072103 
4078475 


A9166-1 


ST1000-019 
4023116 


4075931 
4036469 


Change 24 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


NO. 4 BEARING OIL, SCAVENGE AND PRESSURE .. 
TRANSMITTER SUPPLY TUBING 
SEE FIG. 25-7 FOR NHA 
. BOLT-SELF-LOCKING, HEX 
0.190-32UNJF-3A X 0.375 IN. LONG 
P&W PART NO. ST2276-012 
. NUT-PLAIN, PLATE, NO. 4 BEARING TUBE 
. MANIFOLD-OIL SUPPLY, NO. 4 BEARING, ASSY OF 
. PACKING-PREFORMED 
0.614 ID X 0.070 IN. DIA ROUND 
. FILTER ELEMENT-NO. 4 AND 5 BEARING 
PRESSURE MANIFOLD 


. TUBE-TRANSFER, PACKING 
0.8125-16UNJF-3A X 2.560 IN. LONG 
. GASKET OPTION 
SEE OPTION TABLE 
. PLATE-RETAINING, TUBE, FAN DUCT 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. HOUSING-TRANSFER, NO. 4 BEARING TUBE 
. PACKING 
. NUT OPTION 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG 
. CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4073098 
. CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
.. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
. CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-12 
. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
REPLACES ST2015-016 
. NUT OPTION 
SEE OPTION TABLE 
. PLATE-RETAINING, TUBE, 3 HOLE 
. TUBE-SCAVENGE, NO. 4 BEARING, ASSY OF 
. PACKING-PREFORMED 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.750 IN. LONG 
. HOSE OPTION 
SEE OPTION TABLE 
. HOSE OPTION 
SEE OPTION TABLE 
. HOSE-NONMETALLIC 
0.625 IN. 
P&W PART NO. 4085055 
. PACKING-PREFORMED 
0.801 ID X 0.070 IN. DIA ROUND 
. NUT OPTION 
SEE OPTION TABLE 
. BRACKET-LOOP CLAMP 
. TUBE-TRANSFER, PACKING 
1.0625-12 X 3.400 IN. LONG 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS9386-123 
ST1001-12 


4036085 
4046367 
ST5030-09 
352194 
453331 
495996 
4069456 
4036095 
MS9386-135 
MS9902-08 
ST1051-08 
4023115 


4076853-01 


360193 
ST2035-04 


AS3209-016 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. PACKING 
. PACKING-PREFORMED 


0.924 ID X 0.116 IN. DIA ROUND 


. PLATE-LOCK, NO. 4 BEARING TUBE, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. NUT OPTION 


SEE OPTION TABLE 


.. NUT OPTION 


SEE OPTION TABLE 


.. RIVET-TUBULAR, UNIVERSAL 


0.094 DIA X 0.250 IN. LONG (AP) 


.. RIVET-TUBULAR, UNIVERSAL 


0.094 DIA X 0.188 IN. LONG (AP) 


.. RIVET-TUBULAR, UNIVERSAL 


0.094 DIA X 0.219 IN. LONG (AP) 


. PLATE-RETAINING, TUBE, FAN DUCT 
. HOUSING-TRANSFER TUBE 


Е PACKING-PREFORMED 


0.644 ID X 0.087 IN. DIA ROUND 


. NUT OPTION 


SEE OPTION TABLE 


. MANIFOLD-OIL SUPPLY, PRESSURE 


TRANSMITTER, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. WIRE-THRUST 


0.078 DIA X 1.190 IN. LONG 


.. NUT-TUBE COUPLING, THRUST WIRE 


0.250 TUBE OD X 0.4375-20UNJF-3B 


. PACKING-PREFORMED 


Change 11 2-109 


T.O. 2J-F100-54 


RIGHT SIDE 


BOTTOM 


4604 


FIGURE 33. AIR TUBING 


2-110 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NUMBER 
NUMBER 


NUMBER 


NUMBER 


NUMBER 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


AIR TUBING 
SEE FIG. 1-4 FOR NHA 

. ANTI-ICING MANIFOLD, VALVE AND 
CONVERGENT EXHAUST NOZZLE CONTROL 
TUBING 
SEE FIG. 34 FOR DETAIL PARTS 

. AUGMENTOR FUEL PUMP AIR SUPPLY AND 
VENT MANIFOLDS 
SEE FIG. 35 FOR DETAIL PARTS 

. PS2 AIR TUBING 
SEE FIG. 36 FOR DETAIL PARTS 

. AUGMENTOR FUEL PUMP CONTROLLER 
PRESSURE BURNER TUBE AND SENSOR 
PRESSURE AND DEEC PT6 MANIFOLDS AND 
TOTAL PRESSURE PROBE 
SEE FIG. 37 FOR DETAIL PARTS 


2-111 


T.O. 2J-F100-54 


WA: | 
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97375 


FIGURE 34. ANTI-ICING MANIFOLD, VALVE AND CONVERGENT EXHAUST NOZZLE CONTROL 
TUBING 
(SHEET 1 OF 4) 


2-112 Change 19 


T.O. 2J-F100-54 
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FIGURE 34. ANTI-ICING MANIFOLD, VALVE AND CONVERGENT EXHAUST NOZZLE CONTROL 
TUBING 
(SHEET 2 OF 4) 
Change 19 2-113 


T.O. 2J-F100-54 


109962 


FIGURE 34. ANTI-ICING MANIFOLD, VALVE AND CONVERGENT EXHAUST NOZZLE CONTROL 
TUBING 
(SHEET 3 OF 4) 


2-114 Change 26 


T.O. 2J-F100-54 
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FIGURE 34. ANTI-ICING MANIFOLD, VALVE AND CONVERGENT EXHAUST NOZZLE CONTROL 


TUBING 
(SHEET 4 OF 4) 


2-114.1/(2-114.2 Blank) 


Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


310634 
4023115 
ST2015-020 
4072150-01 
4039946 
4016562 


4039153 


MS9360-10 
2072968 
2161929 
4061638 
2156866 
ST2150-022 
ST2348-06 


11688 


4023115 


ST2015-020 


C10GT2-32S 
704342 
4083658 


4080576-01 
4076706 


4039946 


4080479 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ANTI-ICING MANIFOLD, VALVE AND CONVERGENT 
EXHAUST NOZZLE CONTROL TUBING 
SEE FIG. 33-1 FOR NHA 


1.000 OD TUBE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. TUBE-CONVERGENT EXHAUST NOZZLE 


CONTROL, ASSY OF 


. COUPLING OPTION (AP) 


PROCUREMENT NO. CONSISTS OF 


.. COUPLING ASSY-CLAMP, GROOVED 


1.540 IN. DIA 
OPTIONAL TO 4039153 


.. COUPLING ASSY-CLAMP, GROOVED 


1.540 IN. DIA 
OPTIONAL TO 4016562 
PARTIAL BREAKDOWN FOLLOWS 


PARTIAL BREAKDOWN FOLLOWS 


.. TAPE-INSULATION, THERMAL 


0.500 WIDE X 0.125 IN. THK 


.. TAPE OPTION 


SEE OPTION TABLE 


.. SHIELD-HEAT 


1.000 TUBE, 83 CORRUGATION 


. GASKET-ANGLE 


1.370 OD X 0.161 WIDE X 0.020 IN. THK 


. BOLT-MACHINE, DRILLED DOUBLE HEX 


0.250-28UNJF-3A X 0.688 IN. LONG 


. BOLT-MACHINE, DRILLED, DOUBLE HEX 


0.250-28UNJF-3A X 0.500 IN. LONG 


. CLAMP-SADDLE, REINFORCED 


P&WA PART NO. ST2994-32 
REPLACES ST2851-32 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
REPLACES ST2015-016 


. GROMMET HALF-LOOP CLAMP 


P&WA PART NO. ST2299-32 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, SLAB 


0.250-28UNJF-3A X 0.950 IN. LONG 


. MANIFOLD-ANTI-ICING, ASSY OF 
. GASKET OPTION 


SEE OPTION TABLE 


. COUPLING OPTION 


SEE OPTION TABLE 


. COVER-CONVERGENT EXHAUST NOZZLE 


CONTROL, BLEED 


Change 13 2-115 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


2156866 . GASKET-ANGLE 
1.370 OD X 0.161 WIDE X 0.020 IN. THK 
4020643 . COVER-GROOVED CLAMP COUPLING 
3.500 IN. DIA 
4054021 . COUPLING OPTION (AP) 
SEE OPTION TABLE 
4020644 . GASKET-SPRING 
2.746 ID X 3.1125 OD X 0.140 IN. THK 
MS122927 . 
4023115 . МОТ ОРТЮМ (АР) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
704342 . NUT OPTION 
SEE OPTION TABLE 
MS9697-16 . 
4080167 . NUT-PLAIN, НЕХ 
0.4375-20UNJF-3B X 0.750 IN. THK 
4020640 . BALL END-ROD, AIR SUPPLY MANIFOLD 
SUPPORT 
SUPERSEDED BY 4084095 
4084095 . BALL END-ROD, AIR SUPPLY MANIFOLD 
SUPPORT 
SUPERSEDES 4020640 
4069496-01 . MANIFOLD-AIR SUPPLY, ANTI-ICING, INLET, ASSY . 
OF 
4080936 . GASKET-ANTI-ICING VALVE 
4020637 . SEAL RING-METAL 
4.000 OD X 0.1545 IN. THK 
4069557 . TUBE-TRANSFER, SEAL RING 
3.080 ID X 2.580 IN. LONG 
4020638 . SEAL RING-METAL 
3.500 OD X 0.1545 WIDE X 0.090 IN. THK 
327455 . VALVE-ANTI-ICING, ENGINE INLET 
P&W PART NO. 4082475 
329205 . VALVE-ANTI-ICING, ENGINE INLET 
P&W PART NO. 4084053 
PARTIAL BREAKDOWN FOLLOWS 
NAS1291C08 
NAS1101E08H16 
110122-3 
NAS1101E3H16 
100168-168 
NAS1101E3H12 
100168-168 
NAS620C10L 
NAS1101E4H16 


aoa pao aaa 


NAS620C416L 


= 


DELETED 


2-116 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


325117 


DELETED 
226590 
4080365-01 
DELETED 
DELETED 
4021812 


4081206 


4071400 


4080366 
4081218 


4080665 
4023115 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. SPACER ASSY 
USE ONLY ON 327455 


.. SEAL-METALLIC 
. LINK-ANTI-ICING REGULATOR VALVE, ASSY OF ... 


. NUT OPTION (AP) 
SEE OPTION TABLE 
REPLACES 4023115 

. BOLT-SHOULDER, SOUARE 
0.190-32UNJF-3A X 1.712 IN. LONG (AP) 
REPLACES 4069284 

.. BEARING OPTION 
SEE OPTION TABLE 

.. LINK-ANTI-ICING REGULATOR VALVE 

. CLEVIS ASSY-ANTI-ICING REGULATOR VALVE 
REPLACES 4080457 

. BRACKET-ANGLE 

. NUT OPTION (AP) 
SEE OPTION TABLE 


Change 24 2-117 


T.O. 2J-F100-54 


FIGURE 35. AUGMENTOR FUEL PUMP AIR SUPPLY AND VENT MANIFOLDS 


2-118 Change 19 


дп 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4069471 
4069469 
0944 

4020643 


4054021 


4020644 


4080167 


4020640 


4084095 


4069543 
4020637 
4069557 
4020638 
4039949 


4016565 


4039156 


MS9360-10 
4075382 


4006717 
4023116 


4032946 
4012272 


4081400 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


AUGMENTOR FUEL PUMP AIR SUPPLY AND VENT . 
MANIFOLDS 
SEE FIG. 33-2 FOR NHA 


. COUPLING-CLAMP 
. TUBE-SEAL, AUGMENTOR PUMP 
. SEAL RING-METAL 


1.458 ID X 1.749 OD X 0.108 IN. THK 
P&WA PART NO. 4069472 


. COVER-GROOVED CLAMP COUPLING 


3.500 IN. DIA 


. COUPLING OPTION 


2.750 IN. TUBE (AP) 
SEE OPTION TABLE 


. GASKET-SPRING 


2.746 ID X 3.1125 OD X 0.140 IN. THK 


. NUT-PLAIN, HEX 


0.4375-20UNJF-3B X 0.750 IN. THK 
REPLACES 4050103 


. BALL END-ROD, AIR SUPPLY MANIFOLD 


SUPPORT 
SUPERSEDED BY 4084095 


. BALL END-ROD, AIR SUPPLY MANIFOLD 


SUPPORT 
SUPERSEDES 4020640 


. MANIFOLD-AIR SUPPLY, AUGMENTOR FUEL 


PUMP, ASSY OF 


. SEAL RING-METAL 


4.000 OD X 0.1545 IN. THK 


. TUBE-TRANSFER, SEAL RING 


3.080 ID X 2.580 IN. LONG 


. SEAL RING-METAL 


3.500 OD X 0.1545 WIDE X 0.090 IN. THK 


. COUPLING OPTION 


PROCUREMENT NO. CONSISTS OF 


.. COUPLING ASSY-CLAMP, GROOVED 


3.665 IN. DIA 
OPTIONAL TO 4039156 


.. COUPLING ASSY-CLAMP, GROOVED 


3.700 IN. DIA 

OPTIONAL TO 4016565 

PARTIAL BREAKDOWN FOLLOWS 
.. NUT 


. TUBE-AUGMENTOR FUEL PUMP AIR VENT 


MANIFOLD, ASSY OF 


. SEAL RING-METAL 


3.365 OD X 0.110 WIDE X 0.093 IN. THK 


. NUT OPTION 


SEE OPTION TABLE 


. PLATE-RETAINING, SEAT, SLEEVE 
. SEAL RING-METAL 


4.376 OD X 0.103 IN. THK 


. SLEEVE-SEALING, AUGMENTOR FUEL PUMP AIR . 


VENT MANIFOLD 
SUPERSEDES 4075386 


Change 16 2-119 


T.O. 2J-F100-54 
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FIGURE 36. PS2 AIR TUBING 
(SHEET 1 OF 2) 


2-120 Change 19 


T.O. 2J-F100-54 


61923 


FIGURE 36. PS2 AIR TUBING 
(SHEET 2 OF 2) 


2-121 


Change 8 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER PS2 AIR TUBING 
SEE FIG. 33-3 FOR NHA 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4071583 . CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4073094 
4073094 . CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4071550 .. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
4071559 .. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
4075410 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4078520 . CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
TR28009-10 .. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
4071572 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4076765 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4078548 . BRACKET-LOOP CLAMP 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4074067 . CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4078514 
4078514 . CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4074065 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4074066 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4074067 . CLAMP-BLOCK, GROMMET, ASSY OF 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4075410 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.230 IN. LONG (AP) 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4075947 . CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4078518 
4078518 . CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4075946 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4075945 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4071692-01 . TUBE-PS2, SENSE, ASSY OF 
4071693-01 . TUBE-PS2, SENSE, ASSY OF 


2-122 Change 8 


222 


DUD m 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS9314-04 
4081087-01 
4081085-01 
A7280-01 


A9183-1 


ST2439-04 


ST1540-04 
4023115 


ST2015-016 


ST1540-04 
4023115 


ST2015-014 


4081086-01 
A7195-1 


A9167-1 
4080994 
4023115 
4023116 
ST2018-024 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. CAP ASSY 

. TUBE-PS2, DEEC, ASSY OF 

. TUBE-PS2 GAS GENERATOR CONTROL, ASSY OF . 
. HOSE-NONMETALLIC 


0.250 IN. DIA TUBE 
P&WA PART NO. 4081290-01 


. HOSE-NONMETALLIC 


0.250 IN. TUBE X 0.4375-20 
P&WA PART NO. 4085073 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.438 IN. LONG (AP) 


. TUBE-PS2, GAS GENERATOR CONTROL, ASSY OF 
. HOSE-NONMETALLIC 


P&WA PART NO. 4080995-P01 


. HOSE-NONMETALLIC 


0.188 IN. 
P&WA PART NO. 4085057 


. BRACKET-LOOP CLAMP 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


Change 20 2-123 
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FIGURE 37. AUGMENTOR FUEL PUMP CONTROLLER PRESSURE BURNER TUBE AND 


SENSOR, COMBUSTION PRESSURE AND DEEC PT6 MANIFOLDS AND 
TOTAL PRESSURE PROBE 
(SHEET 1 OF 3) 


2-124 Change 24 
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FIGURE 37. AUGMENTOR FUEL PUMP CONTROLLER PRESSURE BURNER TUBE AND 
SENSOR, COMBUSTION PRESSURE AND DEEC PT6 MANIFOLDS AND 
TOTAL PRESSURE PROBE 
(SHEET 2 OF 3) 


Change 19 2-125 


T.O. 2J-F100-54 


29180 


FIGURE 37. AUGMENTOR FUEL PUMP CONTROLLER PRESSURE BURNER TUBE AND 
SENSOR, COMBUSTION PRESSURE AND DEEC PT6 MANIFOLDS AND 
TOTAL PRESSURE PROBE 
(SHEET 3 OF 3) 


2-126 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4023115 
ST2439-04 


ST1540-04 
4077582 


4079778 
DELETED 
DELETED 
DELETED 
4023115 


ST2439-04 
ST2439-04 


ST1540-04 
4023115 


ST2015-016 


4072726 
4023115 


4083859-01 
MS9483-04 
MS9198-04 
MS9314-04 
ST2439-04 


ST1540-04 
ST2015-016 


4081481-01 


360193 
ST2121-04 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


AUGMENTOR FUEL PUMP CONTROLLER 
PRESSURE BURNER TUBE AND SENSOR 
PRESSURE AND DEEC PT6 MANIFOLDS AND 
TOTAL PRESSURE PROBE 
SEE FIG. 33-4 FOR NHA 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. SPACER-CLAMP 


WHEN EXH USE 4079778 


. CHANNEL-LOOP CLAMP 


MAY BE USED WITH ST2439-04 


. NUT OPTION 


SEE OPTION TABLE 


. CLAMP ASSY-LOOP, CUSHION 
. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. BRACKET-LOOP CLAMP 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. TUBE-PRESSURE BURNER, AUGMENTOR FUEL ... 


PUMP CONTROLLER, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. MANIFOLD-COMBUSTION CHAMBER PRESSURE, .. 


ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. WIRE-THRUST 


0.078 DIA X 1.190 IN. LONG 


.. NUT-TUBE COUPLING, THRUST WIRE 


0.4375-20UNJF-3B X 0.250 IN. TUBE OD 


Change 24 2-127 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4084033-01 . TUBE-PB, WATER TRAP TO DEEC, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
360193 .. WIRE-THRUST 
0.078 DIA X 1.190 IN. LONG 
ST2121-04 .. NUT-TUBE COUPLING, THRUST WIRE 
0.4375-20UNJF-3B X 0.250 IN. TUBE OD 
DELETED 
4081518 
MS9100-04 . 
4023115 . МОТ OPTION 
SEE OPTION TABLE 
4077341 . CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4078528 
4078528 . CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
TR28009-12 .. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.000 IN. LONG 
P&W PART NO. ST2665-12 
4077342 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4077343 .. CLAMP HALF-BLOCK, GROMMET, 3 HOLE 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4071646 . CLAMP-BLOCK, GROMMET, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4071644 .. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
4071645 .. CLAMP HALF-BLOCK, GROMMET, 2 HOLE 
ST2439-04 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-04 
ST1540-04 . CLAMP-LOOP, CUSHION 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4077582 . SPACER-CLAMP 
WHEN EXH USE 4079778 
4079778 . CHANNEL-LOOP CLAMP 
MAY BE USED WITH ST2439-04 
ST2439-04 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-04 
ST1540-04 . CLAMP-LOOP, CUSHION 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
DELETED 
4082241-01 . TUBE-PT6, DEEC, ASSY ОҒ 
4081482-01 . MANIFOLD-PT6, DEEC, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
360715 .. WIRE-THRUST 
0.078 DIA X 1.590 IN. LONG 
ST2121-06 .. NUT-TUBE COUPLING, THRUST WIRE 
0.5625-18UNJF-3B X 0.375 IN. TUBE OD 
MS9483-04 .. FERRULE 
MS9198-04 


2-128 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4081569-01 
MS9314-05 
DELETED 
4081547 
MS9100-04 
4011411 
4023115 


4011410 
MS9386-115 
ST2284-06 
4071605 
MS9386-126 
4011412 
4011891 


4066423 
4023115 


4023115 
ST2015-016 
ST1540-04 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. PLATE-RETAINING, LOCK 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. LOCK-TRANSFER TUBE 


SEE OPTION TABLE 


. TUBE-TRANSFER, PACKING 


0.4375-20UNJF-3A X 0.5625-18UNJF-3A X 2.952 


I HOUSING-TRANSFER TUBE LOCK, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. PIN-SHOULDER, HEADLESS 


0.09325 DIA X 0.110 X 0.295 IN. LONG 


. PROBE-TOTAL PRESSURE, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG 


. CLAMP-LOOP, CUSHION 


Change 24 2-129 


T.O. 2J-F100-54 
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FIGURE 38. ENGINE EQUIPMENT 


2-130 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
NO NUMBER 


NO NUMBER 
NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 
NO NUMBER 
NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


NO NUMBER 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
1234567 DESCRIPTION ASSY CODE 


ENGINE EQUIPMENT 
SEE FIG. 1-9 FOR NHA 

. ANTI-ICING CONE, PS2 PROBE, AND TURBINE .... 
LOCK SHAFT 
SEE FIG. 39 FOR DETAIL PARTS 

. IGNITERS AND DUAL IGNITION EXCITERS 
SEE FIG. 40 FOR DETAIL PARTS 

. GENERATOR ROTOR, GENERATOR STATOR, 
AND EDU 
SEE FIG. 41 FOR DETAIL PARTS 

. OIL TANK AND BRACKETS 
SEE FIG. 42 FOR DETAIL PARTS 

. OIL COOLER AND FUEL PRESSURIZING AND 
DUMP VALVE 
SEE FIG. 43 FOR DETAIL PARTS 

. RCVV ACTUATORS AND CONTROLS 
SEE FIG. 44 FOR DETAIL PARTS 

. AUGMENTOR FUEL PUMP AND FUEL PUMP 
CONTROLLER 
SEE FIG. 45 FOR DETAIL PARTS 

. LINEAR COMPRESSOR BLEED ACTUATING 
CYLINDER 
SEE FIG. 46 FOR DETAIL PARTS 

. MAIN FUEL GEAR PUMP 
SEE FIG. 47 FOR DETAIL PARTS 

. CONVERGENT EXHAUST NOZZLE CONTROL, 
VENT TUBE, AND ACTUATOR SHAFT 
SEE FIG. 48 FOR DETAIL PARTS 

. MAIN FUEL CONTROL 
SEE FIG. 49 FOR DETAIL PARTS 

. AUGMENTOR FUEL CONTROL 
SEE FIG. 50 FOR DETAIL PARTS 

. DIGITAL ELECTRONIC ENGINE CONTROL 
SEE FIG. 51 FOR DETAIL PARTS 

. AUGMENTOR FLAMEHOLDER AND AUGMENTOR 
SPRAY MANIFOLD ASSEMBLIES 
SEE FIG. 53 FOR DETAIL PARTS 

. NO. 5 BEARING SUPPORT RODS, INTERNAL OIL .. 
TUBING, HEAT SHIELD, AND TURBINE 
EXHAUST CONE 
SEE FIG. 55 FOR DETAIL PARTS 

. BORESCOPE PLUGS 
SEE FIG. 56 FOR DETAIL PARTS 

. LIGHT OFF DETECTOR 
SEE FIG. 52 FOR DETAIL PARTS 

. FAN AIR BLEED 
SEE FIG. 57 FOR DETAIL PARTS 
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FIGURE 39. ANTI-ICING CONE, PS2 PROBE, AND TURBINE LOCK SHAFT 
(SHEET 1 OF 2) 


Change 4 


۸83 


T.O. 2J-F100-54 


106431 


FIGURE 39. ANTI-ICING CONE, PS2 PROBE, AND TURBINE LOCK SHAFT 
(SHEET 2 OF 2) 


Change 24 2-133 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-134 


PART 
NUMBER 


NO NUMBER 


4067110 
4064164 
ST2015-018 


4079144 
4061881 
0855GA 


00855-1500-0001 
00855-1502-0001 
AS3209-009 
M83248/1-009 
4061880 


4076102 
4061887 


HL599KF-5 


H54475-08 
76467-832 


HL244-5-3 


ST2016-016 
ST2016-030 


MS122903 
ST2108-10 


MS122903 
MS122902 
MS122903 
MS122904 
DELETED 
MS122903 
4071765 

4064162 


MS9483-03 
MS9198-03 


Change 25 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


ANTI-ICING CONE, PS2 PROBE, AND TURBINE 
LOCK SHAFT 
SEE FIG. 38-1 FOR NHA 
. NUT-PLAIN, ROUND 
8.875-16UNJ-3B X 0.690 IN. THK 
. WASHER-KEY 
9.010 ID X 0.037 IN. THK 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.562 IN. LONG 
REPLACES ST2015-016 
. CONE-ANTI-ICING, ASSY OF 
. SPACER-PS2 PROBE 
. PROBE-PS2 
P&W PART NO. 4073980 
PARTIAL BREAKDOWN FOLLOWS 
.. FITTING-AIR, PS2 PROBE 
.. SPACER-PS2 PROBE 


. WASHER-KEY 
1.250 OD X 0.031 IN. THK 
. TUBE-PS2 PROBE, ASSY OF 
. SPRING-HELICAL COMPRESSION 
1.000 OD X 0.149 DIA WIRE X 8.044 COILS 
. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING .. 
0.164-32UNJC-3B X 0.490 IN. LONG 
P&W PART NO. 4061774 
SUPERSEDED BY H54475-08 AND 76467-832 
. NUT-SELF-LOCKING, HEX 
P&W PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
. NUT-SELF-LOCKING, HEX 
P&W PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
. PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A X 0.500 IN. LONG 
P&W PART NO. ST2273-03 


. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 

. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.938 IN. LONG 


. BRACKET-LOOP CLAMP 

. CONE-ANTI-ICING, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 

.. FERRULE 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4064163 
4061889 
ST2016-016 


473452 


AS3209-150 
4064153 
4077227 
4019254 


4064154 
4077228 


AS3209-165 
M83248/1-165 


MS9676-06 
MS9676-04 


MS9880-09 
4064156 
4055105-01 
AS3209-110 
4064155 


4075402 
4080377 


4077357 
4075120 


4075124 
4075126 
4075127 
4075128 
4075129 
4075125 
AS3209-042 
4010242 
AN123321 
4001793 


4010241 
4001794 


4010240 
4081427 
AN123321 
4001793 


4081459 
4001794 


4081458 
4081428 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. TUBE-PS2 PROBE 
.. SUPPORT-PS2 PROBE TUBE 
. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
. SENSOR-ELECTRICAL, QUAD N1 
P&WA PART NO. 4061499 
. PACKING-PREFORMED 
. SUPPORT-COMPRESSOR INLET CONE, ASSY OF.. 
. SUPPORT-COMPRESSOR INLET CONE, ASSY OF.. 
.. PIN-SHOULDER, HEADLESS 
0.09325 DIA AND 0.1855 DIA X 0.200 IN. LONG 
.. COVER-NO. 1 BEARING HOUSING 
USE ONLY ON 4064153 
.. COVER-NO. 1 BEARING HOUSING 
USE ONLY ON 4077227 
. PACKING-PREFORM 


. TUBE-PRESSURE, NO. 1 BEARING, ASSY OF 
. STRAINER ELEMENT-SLEEVE, NO. 1 BEARING .... 
. PACKING-PREFORM 
. TUBE-TRANSFER, PACKING 
0.316 ID X 0.560 OD X 0.860 IN. LONG 
. NUT OPTION 
SEE OPTION TABLE 
. NUT OPTION 
SEE OPTION TABLE 
. COVER-COMPRESSOR DISK AND HUB 
. BOLT-SELF-LOCKING, HEX 
0.500-20UNJF-3A X 1.000 IN. LONG 
. COVER-COUNTERWEIGHT HOUSING 
. COUNTERWEIGHT-COMPRESSOR 
. COUNTERWEIGHT-COMPRESSOR 
. COUNTERWEIGHT-COMPRESSOR 
. COUNTERWEIGHT-COMPRESSOR 
. HOUSING-COUNTERWEIGHT 
. PACKING-PREFORMED 
. NUT-TURBINE SHAFT, ASSY OF 


.. NUT-PLAIN, ROUND 
1.000-16UNJ-3B X 0.500 IN. THK 

.. LOCK-TURBINE SHAFT NUT 

.. SPRING-HELICAL COMPRESSION 
1.469 X 0.144 X 7 COILS 

.. NUT-TURBINE SHAFT 

. NUT-TURBINE SHAFT, ASSY OF 


.. NUT-PLAIN, ROUND 
1.000-16UNJ-3B X 0.500 IN. THK 

.. LOCK-TURBINE SHAFT NUT 

.. SPRING-HELICAL COMPRESSION 
1.469 X 0.144 X 7 COILS 

.. NUT-TURBINE SHAFT 

. WASHER-TURBINE SHAFT NUT 
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FIGURE 40. IGNITERS AND DUAL IGNITION ЕХСІТЕН5 
(SHEET 1 OF 3) 


2-136 


T.O. 2J-F100-54 


FIGURE 40. IGNITERS AND DUAL IGNITION EXCITERS 
(SHEET 2 OF 3) 


2-137 


T.O. 2J-F100-54 
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FIGURE 40. IGNITERS AND DUAL IGNITION EXCITERS 
(SHEET 3 OF 3) 


2-138 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4018156 
4023115 


4075940 
АА1245-2 
9044505-1 
М59386-121 
4072143 


MS9386-133 
47418 


46470 


4023115 
4028045 
ST2015-040 
ST2015-028 
4028045 


4075647 
ST2015-024 


4075645 
4023115 
4046367 
ST5030-09 


AN124972 
4072786 


4046367 
ST5030-09 
AN123469 


4072787 
4072786 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


IGNITERS AND DUAL IGNITION EXCITERS 
SEE FIG. 38-2 FOR NHA 


. PLATE-RETAINING, SEAT SLEEVE, 3 HOLE 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BRACKET-LOOP CLAMP 


USE ONLY ON RH 


. IGNITER-SPARK, GAS TURBINE ENGINE, MAIN .... 


P&W PART NO. 4038430 


. IGNITER-SPARK, GAS TURBINE ENGINE, MAIN .... 


P&W PART NO. 4038430 


. EXCITER-IGNITION, DUAL 


P&W PART NO. 4060998 
SUPERSEDED BY 46470 


. EXCITER-IGNITION, DUAL 


P&W PART NO. 4080687 
SUPERSEDES 47418 


. NUT OPTION (АР) 


SEE OPTION TABLE 


. WASHER-FLAT 


0.221 X 0.4925 X 0.041 IN. THK (AP) 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.250 IN. LONG (AP) 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.825 IN. LONG (AP) 


. WASHER-FLAT 


0.221 X 0.4925 X 0.041 IN. THK (AP) 


. PLATE-RETAINING, IGNITION EXCITER, ASSY OF .. 
. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.750 IN. LONG (AP) 


. BRACKET-ANGLE, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 
PARTIAL BREAKDOWN FOLLOWS 


.. NUT OPTION 


SEE OPTION TABLE 


.. NUT OPTION 


SEE OPTION TABLE 


.. RIVET (AP) 
. BRACKET-LOOP CLAMP, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


. NUT OPTION 


SEE OPTION TABLE 


.. NUT OPTION 


SEE OPTION TABLE 


.. RIVET (AP) 
. BRACKET-LOOP CLAMP, ASSY OF 
. BRACKET-LOOP CLAMP, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


USABLE 
ON 
CODE 


Change 26 2-139 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4046367 .. NUT OPTION 
SEE OPTION TABLE 
ST5030-09 .. NUT OPTION 
SEE OPTION TABLE 
AN123469 .. RIVET (AP) 
4072786 . BRACKET-LOOP CLAMP, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4046367 .. NUT OPTION 
SEE OPTION TABLE 
ST5030-09 .. NUT OPTION 
SEE OPTION TABLE 
AN123469 .. RIVET (AP) 
4076411 . BRACKET-LOOP CLAMP, ASSY OF 
4069578 . SEAT-BALL SOCKET, IGNITER PLUG 
4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 
4023661 . SPACER-AUGMENTOR IGNITER PLUG 
4074756 . SPRING-HELICAL, COMPRESSION 
1.445 X 0.160 X 5 COILS 
АА1255-5 . IGNITER-SPARK, GAS TURBINE ENGINE 
AUGMENTOR 
P&WA PART NO. 4038431 
9044510-1 . IGNITER-SPARK, GAS TURBINE ENGINE, 
AUGMENTOR 
P&WA PART NO. 4038431 
4023660 . SEAT-BALL SOCKET, AUGMENTOR IGNITER PLUG 


2-140 Change 11 
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FIGURE 41. GENERATOR ROTOR, GENERATOR STATOR, AND EDU 
(SHEET 1 OF 4) 


(2-141 Blank)/2-142 


T.O. 2J-F100-54 
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GENERATOR ROTOR, GENERATOR STATOR, AND EDU 


FIGURE 41. 


(SHEET 2 OF 4) 
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FIGURE 41. GENERATOR ROTOR, GENERATOR STATOR, AND EDU 
(SHEET 3 OF 4) 


2-144 


T.O. 2J-F100-54 
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GENERATOR ROTOR, GENERATOR STATOR, AND EDU 


FIGURE 41. 


(SHEET 4 OF 4) 


2-145 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER GENERATOR ROTOR, GENERATOR STATOR, AND... 
EDU 
SEE FIG. 38-3 FOR NHA 
44838 . STATOR-GENERATOR 
P&WA PART NO. 4057416 
ST2151-020 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
MS9321-09 . WASHER (AP) 
MS9388-154 
46122 . ROTOR-GENERATOR 
P&WA PART NO. 4059985 
2147888 . NUT-PLAIN, ROUND 
0.625-24UNJF-3B X 0.300 IN. THK (AP) 
2147889 . WASHER-KEY 
0.690 ID X 1.140 DIA X 0.031 IN. THK (AP) 
4076309 . BRACKET-CABLE 
4054210 . SCREW-MACHINE, DOUBLE HEX 
0.164-32UNJC-3A X 0.312 IN. LONG (AP) 
ST2091-041 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.4375-20UNJF-3A X 0.250 IN. TUBE OD 
MS9966-05 
ST2000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 
MS9966-04 . 
789940H04D06 + : LE 
P&WA PART NO. 4077075D06 
789940H05D07 % . DIAGNOSTIC UNIT-ENGINE LF/AAX 
P&WA PART NO. 4077524D07 
789940H06D08 # . DIAGNOSTIC UNIT-ENGINE AAY 
P&WA PART NO. 4084728D08 
808094 . DIAGNOSTIC UNIT-ENGINE 
FOR SERVICE EVALUATION ONLY 
P&WA PART NO. 4074688 
809498 . DIAGNOSTIC UNIT-ENGINE 
FOR SERVICE EVALUATION ONLY 
P&WA PART NO. 4080141 
ST2018-016 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.500 IN. LONG (AP) 
4076285 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A (AP) 
ST2018-024 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 
NAS5902-8 
NAS620-8 
786249-1 и 
M25988/1-011 .. PACKING 
791884-2-004 .. BOARD ASSY-PROCESSOR, EDU 
785214-2 .. BOARD ASSY-POWER SUPPLY, EDU 
785212-4 .. BOARD ASSY-INTERCONNECTOR, EDU 
786246-2 .. BLOCK AND CABLE ASSY-JUNCTION, EDU 
MS21209C0815 A 
MS21209C0610 H 
MS21209C0415 .. INSERT 


aa 
со Ga å a ana 


2-146 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4076290 
4023115 


ST2015-016 
4076482 
4069485 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BRACKET-SUPPORT, HARNESS 
. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG 


. BRACKET-ENGINE DIAGNOSTIC UNIT, UPPER 


REAR 


. BRACKET-ENGINE DIAGNOSTIC UNIT, LOWER .... 


REAR 


Change 24 2-147 
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FIGURE 42. OIL TANK AND BRACKETS 
(SHEET 1 OF 2) 
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T.O. 2J-F100-54 


FIGURE 42. OIL TANK AND BRACKETS 
(SHEET 2 OF 2) 


Change 9 2-149 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER OIL TANK AND BRACKETS 
SEE FIG. 38-4 FOR NHA 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4080782 . STRAP ASSY-OIL TANK, UPPER 
PARTIAL BREAKDOWN FOLLOWS 
MS9318-098 . 
4069580 .. LINK-STRAP, UPPER 
USE ONLY ON 4069573 
WHEN EXH USE 4072178-01 
4072178-01 .. LINK-STRAP, OIL TANK, UPPER, ASSY OF 
4069579 .. BOLT-STRAP 
0.250-28UNJF-3A X 1.550 IN. LONG 
4069575 .. STRAP-OIL TANK, UPPER 
4080783 . STRAP ASSY-OIL TANK, LOWER 
PARTIAL BREAKDOWN FOLLOWS 
MS9318-098 Е 
4069579 .. BOLT-STRAP 
0.250-28UNJF-3A X 1.550 IN. LONG 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4028970 . WASHER-FLAT 
0.225 ID X 0.750 OD X 0.080 IN. THK 
4058013 . STRAINER ELEMENT-CONE, OIL TANK, ASSY OF .. 
ST1000-128 . PACKING-PREFORMED 
1.487 ID X 0.103 IN. DIA ROUND 
ST1000-131 . PACKING-PREFORMED 
1.674 ID X 0.103 IN. DIA ROUND 
4066724-700 . TANK ASSY-LUBRICATING OIL 
PARTIAL BREAKDOWN FOLLOWS 
4033174 .. BOLT-MACHINE, DRILLED HEX 
0.190-24UNJC-3A X 0.688 IN. LONG 
4057440 .. TEMPLATE-GAGE, OIL TANK LEVEL 
17351 .. FRAME-OIL TANK INDICATOR 
P&WA PART NO. 4049242 
17337 .. GASKET-OIL TANK INDICATOR 
P&WA PART NO. 4049245 
17335 .. GASKET-OIL TANK INDICATOR 
P&WA PART NO. 4049244 
17338 .. LENS-OIL TANK INDICATOR 
P&WA PART NO. 4049243 
4073606 .. CAP OPTION 
SEE OPTION TABLE 
4064470 .. ADAPTER OPTION 
SEE OPTION TABLE 
ST1051-12 .. PACKING-PREFORMED, BOSS 
0.924 ID X 0.116 IN. DIA ROUND 
4073607 .. CAP OPTION 
SEE OPTION TABLE 
4064471 .. ADAPTER OPTION 
SEE OPTION TABLE 
ST1051-08 .. PACKING-PREFORMED 
0.644 ID X 0.087 IN. DIA ROUND 


2-150 Change 13 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4073605 .. COVER OPTION 
SEE OPTION TABLE 
4010497 .. VALVE ASSY-OIL TANK, DRAIN AND SAMPLING ... 
PARTIAL BREAKDOWN FOLLOWS 
4010520 ... PIN-STRAIGHT, HEADLESS 
0.06375 X 0.290 IN. LONG 
4010496 ... SEAT-HELICAL COMPRESSION SPRING 
4010519 ... SPRING-HELICAL COMPRESSION 
0.292 OD X 0.022 DIA WIRE X 11 COILS 
ST1000-011 ... PACKING-PREFORMED 
0.301 OD X 0.070 IN. DIA ROUND 
ST1051-10 .. PACKING-PREFORMED, BOSS 
0.755 ID X 0.097 IN. DIA ROUND 
4077275 .. TANK-LUBRICATING OIL, ASSY OF 
USE ONLY ON 4077274-700 
4066275 .. TANK-LUBRICATING OIL, ASSY OF 
USE ONLY ON 4066724-700 
PARTIAL BREAKDOWN FOLLOWS 
MS122120 
MS124663 e 
4046559 ... BOSS-OIL TANK 
4046560 ... BOSS-OIL TANK 
4042095 ... BOSS-OIL TANK 
4042096 ... BOSS-OIL TANK 
4042098 ... BOSS-OIL TANK 
4042076 ... FERRULE-TUBE, OIL TANK 
4071815 ... INSULATION-OIL TANK STRAP 
4046561 
4071502 
4079922 s 
4079898 . BRACKET ASSY-OIL TANK, UPPER 
ST2155-012 . BOLT-MACHINE, DRILLED, HEX 
0.250-28UNJF-3A X 0.375 IN. LONG (AP) 
4071503 . BRACKET ASSY-OIL TANK, LOWER 
4079923 . BRACKET ASSY-OIL TANK, LOWER 
4079899 . BRACKET ASSY-OIL TANK, LOWER 
ST2155-016 . BOLT-MACHINE, DRILLED, HEX 
0.250-28UNJF-3A X 0.500 IN. LONG (AP) 
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31761 


FIGURE 43. OIL COOLER AND FUEL PRESSURIZING AND DUMP VALVE 
(SHEET 1 OF 2) 


2-152 Change 1 


T.O. 2J-F100-54 


FIGURE 43. OIL COOLER AND FUEL PRESSURIZING AND DUMP VALVE 
(SHEET 2 OF 2) 


Change 1 2-152.1 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER OIL COOLER AND FUEL PRESSURIZING AND 
DUMP VALVE 
SEE FIG. 38-5 FOR NHA 
4061267 . ADAPTER-STRAIGHT, TUBE TO BOSS 
MS9966-06 . PACKING 
MS9902-08 
MS9966-08 
70035 
P&WA PART NO. 4062056 
4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 
4032949 . TUBE-TRANSFER, PACKING 
0.680 ID X 0.909 OD X 0.740 IN. LONG 
MS9966-10 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4032947 . BOLT-SHOULDER, DOUBLE HEX 
0.190-32UNJF-3A X 1.000 IN. LONG 
4032948 . PIN-SHOULDER, HEADLESS 
0.2505 DIA X 0.250-28UNJF-3A X 1.625 IN. LONG 
4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 
4076474 . COOLER OPTION-OIL 
PROCUREMENT NO. CONSISTS OF 
UA539800-2 .. COOLER ASSY-OIL 
P&WA PART NO. 4069429 
OPTIONAL TO 45731-1341 
PARTIAL BREAKDOWN FOLLOWS 
U539833 ... FUEL-OIL COOLER MASTER ASSY 
PARTIAL BREAKDOWN FOLLOWS 
U535845 .... BUSHING-MOUNTING LUG 
U535846 .... BUSHING-UPPER MOUNT, AFT 
U536058 .... BUSHING-LOWER MOUNT, АЕТ 
45731-1341 .. COOLER ASSY-OIL 
P&WA PART NO. 4069430 
OPTIONAL TO UA539800-2 
PARTIAL BREAKDOWN FOLLOWS 
93715 ... COVER-PROTECTION 
93707 ... BOLT-HEX HD (AP) 
93714 ... COVER-PROTECTION 
93707 ... BOLT-HEX HD (AP) 
93714 ... COVER-PROTECTION 
93712 … NUT-HEX HD (AP) 
37536-1351 … COVER ASSY-END 
32558-5007 … BOLT-12 POINT (AP) 
AGS1186-A … WASHER (AP) 
23556-2508 … WASHER (AP) 
AS20925 
22876-2162 
SP14-C IN 
22182-0327 ... WASHER (AP) 
AS20948 ... BOLT (AP) 
22876-2190 ... BOLT (AP) 
SP14-C ... WASHER (AP) 
22182-0327 ... WASHER (AP) 
PARTIAL BREAKDOWN FOLLOWS 
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2-152.2 Change 1 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


AGS3781 
22881-1034 
AGS3732 
22881-1042 
SFC-250SUM-9 


22896-3151 
32322-7010 P 
34831-1613 ... CASE ASSY 
PARTIAL BREAKDOWN FOLLOWS 


0 о 02 Оз 02 CO 


32323-1002 
32323-1003 
AGS3781 

22881-1034 
AGS3732 

22881-1042 
29812-0201 
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RIGHT SIDE 101714 


FIGURE 44. RCVV ACTUATORS AND CONTROLS 
(SHEET 1 OF 2) 


2-154 Change 21 


T.O. 2J-F100-54 
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FIGURE 44. RCVV ACTUATORS AND CONTROLS 
(SHEET 2 OF 2) 


Change 15 2-154.1 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER RCVV ACTUATORS AND CONTROLS 
SEE FIG. 38-6 FOR NHA 
ST2000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 
ST2000-05 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.500-20UNJF-3A X 0.312 IN. TUBE OD 
MS9966-04 
MS9966-05 . 
ST2000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 
MS9966-04 . PACKING 
MS9245-24 . 
4022709 . МОТ OPTION 
SEE OPTION TABLE 
4033743 . BOLT-COMPRESSOR STATOR CYLINDER 
0.250-28UNJF-3A X 1.125 IN. LONG 
4068404 . NUT-SLEEVE 
0.375-24UNJF-3A X 0.450 IN. THK 
4004816 . WASHER-KEY 
0.381 ID X 0.037 IN. THK 
441293 . CYLINDER-ACTUATING, LINEAR, VARIABLE 
VANE, REAR COMPRESSOR 
P&WA PART NO. 4061378 
441720 . CYLINDER-ACTUATING, LINEAR, VARIABLE 
VANE, REAR COMPRESSOR 
P&WA PART NO. 4071524 
PARTIAL BREAKDOWN FOLLOWS 
NAS813-12 .. CAP-PROTECTIVE 
2663863 .. WASHER-CONNECTOR 
953528-191 .. SCREW-MACHINE, 12 POINT 
AN960C416L .. WASHER-FLAT 
2666850-22 .. PACKING-PREFORMED 
2666850-134 .. PACKING-PREFORMED 
953528-86 .. SCREW-MACHINE, 12 POINT 
AN960C6 .. WASHER-FLAT 
2666850-114 .. PACKING-PREFORMED 
2649313 .. RING-WIPER 
2649314 .. RING-PISTON 
2666850-113 .. PACKING-PREFORMED 
2663787-004 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 
557-S-4 .. PACKING-PREFORMED 
953528-191 .. SCREW-MACHINE, 12 POINT 
AN960C6 .. WASHER-FLAT 
2663848 .. ВВАСКЕТ-ТОВОЏЕ 
2666850-134 .. PACKING-PREFORMED 
2671270 .. COVER ASSY-PIVOT 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4075943 . BRACKET-LOOP CLAMP 
4073009 . SUPPORT ASSY-COMPRESSOR STATOR 
CYLINDER 
PARTIAL BREAKDOWN FOLLOWS 
4016599 .. PIN-STRAIGHT, HEADED 
0.18705 DIA X 0.350 IN. LONG 


1 
1 
4 
4 
1 
1 
2 
2 
1 
1 
1 
1 
2 
2 
4 
2 
1 
1 
1 
6 


М59245-24 . 
4062289 . МОТ OPTION 
SEE OPTION TABLE 


2-154.2 Change 15 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4062286 
4080888 


4066807 
4062432 
4069473 
4023116 
4077351 
MS9245-24 
4062489 
4062511 
4066831 
4062497 
4062498 


4066830 
4066803 


4062497 


4066802 
4018067 


4070970 
4025712 
4018063 


MS9549-13 
ST2016-016 


ST2439-05 


ST1540-05 
ST2015-016 


4076418 
4077294 
4023115 
4081590-01 


4023116 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. BOLT-MACHINE, SLAB, DRILLED 
0.250-28UNJF-3A X 1.060 IN. LONG 
. CLEVIS-ROD END 
0.375-24UNJF-3A X 2.375 IN. LONG 
SUPERSEDES 4062340 
. NUT-SLEEVE 
0.3125-24UNJF-3B X 2.650 IN. LONG, HEX 
. WASHER-KEY 
0.510 ID X 1.050 DIA X 0.0295 IN. THK 
. BEARING OPTION 
SEE OPTION TABLE 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BRACKET-FLAT 


SEE OPTION TABLE 
. BOLT-MACHINE, HEX, DRILLED 
0.190-32UNJF X 0.915 IN. LONG 
. ARM-COMPRESSOR STATOR LINKAGE, ASSY OF, . 
LH 
.. BEARING OPTION 
SEE OPTION TABLE 
.. BEARING OPTION 
SEE OPTION TABLE 
.. ARM-COMPRESSOR STATOR LINKAGE, LH 
. ARM-COMPRESSOR STATOR LINKAGE, ASSY OF, . 
RH 
.. BEARING OPTION 
SEE OPTION TABLE 
.. ARM-COMPRESSOR STATOR LINKAGE, RH 
. NUT-SLEEVE, SQUARE 
0.190-32UNJF-3B X 0.400 IN. THK 
. WASHER-FLAT 
0.195 ID X 0.037 IN. THK 
. CLEVIS-ROD END 
0.190-32UNJF-3B X 1.050 IN. LONG 
. NUT-SLEEVE 
0.4375-20UNJF-3B X 0.219 IN. THK 


. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
. CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-05 
. CLAMP-LOOP, CUSHION 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
. CONTROL-PUSH-PULL, RCVV FEEDBACK 
. BRACKET-PUSH-PULL CONTROL 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BRACKET-LOOP CLAMP, ASSY OF 
REPLACES 4079071-01 
. NUT OPTION (AP) 
SEE OPTION TABLE 


USABLE 
ON 
CODE 


Change 5 


2-155 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4057788 . ROD END-PLAIN BEARING, PUSH-PULL 
CONTROL, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4061173 .. BEARING OPTION 
SEE OPTION TABLE 


2-156 Change 5 


T.O. 2J-F100-54 


97381 


FIGURE 45. AUGMENTOR FUEL PUMP AND FUEL PUMP CONTROLLER 


(2-157 Blank)/2-158 Change 19 


DUD m 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER AUGMENTOR FUEL PUMP AND FUEL PUMP 

CONTROLLER 

SEE FIG. 38-7 FOR NHA 
ST2129-06 . ELBOW-TUBE TO BOSS, 90 DEG 
MS9100-06 E 
627998 . RETAINER-PACKING 

0.478 X 0.121 X 0.033 IN. THK 
MS9967-112 
4072120 . HOSE OPTION 

SEE OPTION TABLE 
A9164-1 . HOSE-NONMETALLIC 

0.313 IN. 

P&WA PART NO. 4085049 

ST2000-06 . ADAPTER-STRAIGHT, TUBE TO BOSS 

0.562-18UNJF-3A X 0.375 IN. TUBE OD 
MS9967-112 
4023116 . NUT OPTION 

SEE OPTION TABLE 
MS9320-10 
MS9111-11 
MS9111-13 
4069549 

0.250-28UNJF-3A X 1.687 IN. LONG 
792840 . PUMP-FUEL, AUGMENTOR 

P&WA PART NO. 4071353 

4069547 . CLEVIS-LINK, AUGMENTOR PUMP 
4023116 . NUT OPTION 

SEE OPTION TABLE 
4069545 . CLEVIS-LINK, AUGMENTOR PUMP 
4069546 . CLEVIS-LINK, AUGMENTOR PUMP 
4069548 . CLEVIS-LINK, AUGMENTOR PUMP 


ST2000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 


MS9966-04 š 
ST2000-05 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.500-20UNJF-3A X 0.312 IN. TUBE OD 
MS9966-05 ; 
ST2000-06 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.562-18UNJF-3A X 0.375 IN. TUBE OD 
MS9966-06 . PACKING 
MS9557-12 
MS9320-10 | 
441441 . CONTROLLER-FUEL РОМР, AUGMENTOR 
P&WA PART NO. 4070461 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4069558 . BRACKET ASSY-DOUBLE ANGLE 
4034529 .. NUT OPTION 
SEE OPTION TABLE 
AN123620 .. RIVET (АР) 
4069553 .. BRACKET-DOUBLE ANGLE 
4069554 . BRACKET ASSY-DOUBLE ANGLE 
4034529 .. NUT OPTION 
SEE OPTION TABLE 
AN123620 .. RIVET (АР) 
4069555 .. BRACKET-DOUBLE ANGLE 
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FIGURE 46. LINEAR COMPRESSOR BLEED ACTUATING CYLINDER 


2-160 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER LINEAR COMPRESSOR BLEED ACTUATING 
CYLINDER 
SEE FIG. 38-8 FOR NHA 
ST2091-042 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.4375-20UNJF-3A X 0.250 IN. TUBE OD 
MS9966-06 1 
512000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 
MS9966-04 : 
441481 . CYLINDER-ACTUATING, LINEAR COMPRESSOR ... 
BLEED 
P&WA PART NO. 4069243 
4026550 . NUT OPTION (AP) 
SEE OPTION TABLE 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4069286 . BOLT-SHOULDER, SQUARE 
0.190-32UNJF-3A X 1.212 IN. LONG (AP) 
MS9386-226 Е 
4076730 . RETAINER ASSY-SEAL RING HOLDER 
PARTIAL BREAKDOWN FOLLOWS 
4076731 .. PIN-STRAIGHT, HEADED, FLAT 
0.125 X 0.920 IN. LONG 
4073900 . SEAL RING HOLDER-BLEED VALVE STRAP 
CYLINDER SUPPORT 
4007133 . SEAL RING-METAL 
4.822 OD X 0.1250 IN. THK 
4073902 . PLATE-SEAL RING HOLDER 
4076797 . SUPPORT-BLEED VALVE STRAP CYLINDER 


Change 1 2-161 


T.O. 2J-F100-54 


FIGURE 47. MAIN FUEL GEAR PUMP 
(SHEET 1 OF 2) 


2-162 Change 19 


T.O. 2J-F100-54 


76818 


FIGURE 47. MAIN FUEL GEAR PUMP 
(SHEET 2 OF 2) 


Change 12 2-163 
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FIGURE 
& INDEX 
NUMBER 


2-164 


PART 
NUMBER 


NO NUMBER 


4034519 
ST1420-10 


ST2159-10 


MS9967-235 
ST2000-04 


MS9966-04 
4066687-01 


ST2284-16 


4067518 
ST1420-10 


MS9967-214 
4072115 


4073030 


A9157-1 


ST1420-10 
MS9967-214 
4076251 
4039184 
ST1420-10 
ST2159-10 


MS9967-235 
ST2000-08 


MS9966-08 
MS9314-04 
ST2091-042 


MS9966-06 
73916-624 


Change 20 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


MAIN FUEL GEAR PUMP 
SEE FIG. 38-9 FOR NHA 


. COVER-MAIN FUEL PUMP 
. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


. WASHER-FLAT 


0.276 X 0.500 IN. DIA X 0.032 IN. THK 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.437-20UNJF-3A X 0.250 IN. TUBE OD 


. PACKING 
. TUBE-PF1, GAS GENERATOR BYPASS TO MAIN ... 


FUEL PUMP, ASSY OF 


. GASKET OPTION 


SEE OPTION TABLE 


. ELBOW-TUBE TO BOSS, 90 DEG, 3 HOLE 
. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


. PACKING 
. HOSE OPTION 


SEE OPTION TABLE 


. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.625 IN. 
P&WA PART NO. 4085036 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


| BRACKET-LOOP CLAMP, ASSY OF 
. COUPLING HALF-QUICK DISCONNECT, RATCHET . 


LOCK 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


. WASHER-FLAT 


0.276 X 0.500 IN. DIA X 0.032 IN. THK (AP) 


j ADAPTER-STRAIGHT, TUBE TO BOSS 


0.750-16UNJF-3A X 0.500 IN. TUBE OD 


E ADAPTER-STRAIGHT, TUBE TO BOSS 


0.4375-20UNJF-3A X 0.250 IN. TUBE OD 


: NUT-SELF-LOCKING, DOUBLE HEX 
0.375-24UNJF-3B X 0.395 IN. THK 
P&WA PART NO. ST2113-12 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


539418 
4074471 
4046367 
ST5030-09 
ST1420-10 


4066763 
4066762 


4023116 
4062671 


4062666 
4074224 


4062667 
4062668 
4074224 


4062669 
708500 


217408-1 


93149-21 
217139 
217325 
M25988/1-117 
217137 
92446-42 
M25988/1-242 
217380 
92445-32 
M25988/1-132 
217117-1 


217117-2 
217117-3 
217117-4 
217117-5 
ST1000-215 


ST1000-241 


ST1540-16 
4023115 


ST2015-020 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. WASHER-FLAT 
0.406 ID X 0.625 OD X 0.078 IN. THK 
. BRACKET-LOOP CLAMP, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
.. NUT OPTION 
SEE OPTION TABLE 
.. МОТ OPTION 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 
. RETAINER-GEAR PUMP LINKAGE 
. PIN-SHOULDER 
0.300 DIA X 2.200 IN. LONG 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-SHOULDER, DOUBLE HEX 


0.250-28UNJF-3A X 1.750 IN. LONG 


. LINK-MAIN GEAR FUEL PUMP SUPPORT, ASSY OF 
.. BEARING OPTION 


SEE OPTION TABLE 


.. LINK-MAIN GEAR FUEL PUMP SUPPORT 
. LINK-ASSY OF, MAIN GEAR FUEL PUMP SUPPORT 
.. BEARING OPTION 


SEE OPTION TABLE 


.. LINK-MAIN GEAR FUEL PUMP SUPPORT 
. PUMP-GEAR, MAIN FUEL 


P&WA PART NO. 4065756 
PARTIAL BREAKDOWN FOLLOWS 


.. COVER-FUEL FILTER 


PARTIAL BREAKDOWN FOLLOWS 
. RING-RETAINER 


... HOUSING-DIFFERENTIAL, PRESSURE 
.. SPRING-COMPRESSION, FILTER PRELOAD 


1.046 ID X 0.139 IN. DIA ROUND 


. PACKING-PREFORMED 


3.859 ID X 0.139 IN. DIA ROUND 


. CLAMP-LOOP, CUSHION 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


Change 15 2-165 


T.O. 2J-F100-54 


FIGURE 48. CONVERGENT EXHAUST NOZZLE CONTROL, VENT TUBE, AND ACTUATOR 


SHAFT 


Change 6 


2-166 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4023115 
ST2015-020 
4012006 


MS9245-28 
441451 


2676714 
909281-K35 
2646526 
2649820 
2646556 


2673931 
441452 


2676714 
909281-K35 
2646526 
2649820 
2646556 
2673931 
18-1937 
4053893 
ST2151-012 
ST2091-042 
ST2000-06 


MS9966-06 
ST2000-04 


MS9966-04 
4023115 


4069129 
4071777 
4075930 
4071778 


4070899 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CONVERGENT EXHAUST NOZZLE CONTROL, 
VENT TUBE, AND ACTUATOR SHAFT 
SEE FIG. 38-10 FOR NHA 

. NUT OPTION 
SEE OPTION TABLE 

. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG 

. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.164-32UNJF-3A X 0.625 IN. LONG 


. SHAFT-FLEXIBLE, PRIMARY ACTUATOR, 
CONVERGENT NOZZLE, RIGHT 
P&WA PART NO. 4059848 
PARTIAL BREAKDOWN FOLLOWS 
.. SHAFT ASSY-PRIMARY ACTUATOR, 
CONVERGENT NOZZLE 
. PIN-SPRING 


... COUPLING-SHAFT, RIGID 
. RING-RETAINER 


CONVERGENT NOZZLE, LEFT 
P&WA PART NO. 4059849 
PARTIAL BREAKDOWN FOLLOWS 
.. SHAFT ASSY-PRIMARY ACTUATOR, 
CONVERGENT NOZZLE 
. PIN-SPRING 


... COUPLING-SHAFT, RIGID 
. RING-RETAINER 


P&WA PART NO. 4057374 
. TUBE-AIR VENT, CONVERGENT EXHAUST 
NOZZLE CONTROL, ASSY OF 
. BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
. ADAPTER-STRAIGHT, TUBE TO BOSS 
0.4375-20UNJF-3A X 0.250 IN. TUBE OD 
. ADAPTER-STRAIGHT, TUBE TO BOSS 
0.562-18UNJF-3A X 0.375 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 


SEE OPTION TABLE 

. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 1.750 IN. LONG 

. BUSHING-SLEEVE, FLANGED 
0.1905 ID X 0.3725 OD X 0.504 IN. LONG 

. BRACKET-LOOP CLAMP 

. BRACKET-CONVERGENT EXHAUST NOZZLE 
CONTROL, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 

.. BEARING-PLAIN, SELF-ALIGNING, FLANGED 
0.190 X 0.5825 


2-167 


7777770 m 


T.O. 2J-F100-54 


FIGURE 
8 INDEX 
NUMBER 


2-168 


PART 
NUMBER 


4023115 
ST2015-028 


4077358 
4023115 


4069129 
4071776 
441612 
441944 


2678089 
2684928 
953528-481 
2718129 
953527-121 


2642752 


2642753 
2642754 
953527-121 
P-15108 
2666850-11 
2651925 
339519 
953528-494 


DELETED 
351015A 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.825 IN. LONG 


. LINK-CONVERGENT EXHAUST NOZZLE CONTROL. 
. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.750 IN. LONG 


. SPACER-SLEEVE 


0.1925 ID X 0.360 OD X 0.570 IN. LONG 


. CONTROL-EXHAUST NOZZLE, CONVERGENT 


P&WA PART NO. 4076322 


. CONTROL-EXHAUST NOZZLE, CONVERGENT 


P&WA PART NO. 4083219 
PARTIAL BREAKDOWN FOLLOWS 


.. DRIVE ASSY-PNEUMATIC, CENC 


USE ONLY ON 441612 


.. DRIVE ASSY-PNEUMATIC, CENC 


USE ONLY ON 441944 


.. SCREW-MACHINE, 12 POINT (AP) 
.. SERVOVALVE ASSY-ELECTRO HYDRAULIC, 


CENC 
ALSO A DETAIL OF KIT P/N 351015A 


.. SCREW-MACHINE, 12 POINT (AP) 


ALSO A DETAIL OF KIT P/N 351015A 


0.008 IN. THK (AP) 
ALSO A DETAIL OF KIT P/N 351015A 


0.012 IN. THK (AP) 


.. SCREW-MACHINE, 12 POINT (AP) 


ALSO A DETAIL OF KIT P/N 351015A 


.. WASHER (АР) 


ALSO A DETAIL OF KIT P/N 351015A 


.. PACKING-PREFORMED 


ALSO A DETAIL OF KIT P/N 351015A 


.. RETAINER-EXHAUST NOZZLE POSITION 


TRANSMITTER 


.. NUT-PLAIN, HEX (AP) 
.. SCREW-MACHINE (AP) 


. KIT-MODULE, SERVOVALVE ASSY, 


ELECTROHYDRAULIC, CENC 
SEE FIG. 48B FOR DETAIL PARTS 


ON 
CODE 


All data on pages 2-168.1 through 2-168.3, including Figure 48A, deleted. 


Change 15 


T.O. 2J-F100-54 


54163 


FIGURE 48B. CONVERGENT EXHAUST NOZZLE CONTROL ELECTROHYDRAULIC 
SERVOVALVE ASSY MODULE KIT 


(2-168.3 Blank)/2-168.4 Change 15 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


351015A KIT-MODULE, SERVOVALVE ASSY, 
ELECTROHYDRAULIC, CENC 
SEE FIG. 48-50 FOR NHA 
351027A . KIT-CLOSURE, ELECTROHYDRAULIC 
SERVOVALVE MODULE, CENC 
175682 .. CAP-PROTECTIVE 
953527-500 . 
Р-15108 - 
2672298 .. COVER-PROTECTIVE, SERVOVALVE 
2666850-11 .. PACKING-PREFORMED 
2672301 .. CONTAINER ASSY-SERVOVALVE 
953527-121 . SCREW-MACHINE, 12 POINT 
2718129 . SERVOVALVE ASSY-ELECTRO HYDRAULIC, CENC . 
2666850-11 . PACKING-PREFORMED 
2642752 
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2642753 


2642754 
0.012 IN. THK 


Change 13 2-168.5/(2-168.6 Blank) 


T.O. 2J-F100-54 


= 


- == 


^ 


ш j^ 
N 


2? са 
1018 é— 29 


FIGURE 49. MAIN FUEL CONTROL 
(SHEET 1 OF 5) 


(2-169 Blank)/2-170 Change 11 


74179 


T.O. 2J-F100-54 


FIGURE 49. MAIN FUEL CONTROL 
(SHEET 2 OF 5) 


Change 6 2-171 


T.O. 2J-F100-54 


FIGURE 49. MAIN FUEL CONTROL 
(SHEET 3 OF 5) 


2-172 


T.O. 2J-F100-54 


FIGURE 49. MAIN FUEL CONTROL 
(SHEET 4 OF 5) 


Change 9 2-173 


T.O. 2J-F100-54 
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FIGURE 49. MAIN FUEL CONTROL 
(SHEET 5 OF 5) 


2-174 Change 19 


=== ID 


дп m 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
4072107 


A9161-1 


ST2000-04 


MS9966-04 
ST2000-06 


MS9966-06 
DELETED 
DELETED 
DELETED 
ST2439-04 


ST1540-04 
ST2015-016 


4068080 
ST1420-10 
ST1420-08 
MS9967-214 
4060474-01 
ST2091-062 


MS9967-018 
4072112 


A9162-1 


ST2017-020 
MS9966-10 
DELETED 
4060492 
ST1420-10 
ST1420-08 
MS9967-214 
4023115 
4053915 
4053916 
4065416 
4062497 
4065417 
4023116 


4053917 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


MAIN FUEL CONTROL 
SEE FIG. 38-11 FOR NHA 
. HOSE OPTION 
SEE OPTION TABLE 
. HOSE-NONMETALLIC 
0.406 IN. 
P&WA PART NO. 4085050 
. ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 
0.562-18UNJF-3A X 0.375 IN. TUBE OD 
. PACKING 


CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-04 
CLAMP-LOOP, CUSHION 
BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. ADAPTER-STRAIGHT, TUBE TO BOSS, 4 HOLE .... 


1.187-12 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG (AP) 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
AF ASSIGNED APPLICATION 


\ BRACKET-LOOP CLAMP, ASSY ОЕ 
. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.5625-18UNJF-3A X 0.375 IN. TUBE OD 


. PACKING 
. HOSE OPTION 


SEE OPTION TABLE 


. HOSE-NONMETALLIC 


0.625 IN. 
P&WA PART NO. 4085044 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 0.625 IN. LONG (AP) 


. PACKING 


. CONNECTOR-TUBE 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG (AP) 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
AF ASSIGNED APPLICATION 


SEE OPTION TABLE 


. BOLT-SHOULDER, DOUBLE HEX 


0.190-32UNJF-3A X 1.090 IN. LONG 


. BOLT-SHOULDER, DOUBLE HEX 


0.190-32UNJF-3A X 1.470 IN. LONG 


. LINK-DIGITAL ELECTRONIC ENGINE CONTROL .... 


SUPPORT, ASSY OF 


.. BEARING OPTION 


SEE OPTION TABLE 


.. LINK-DIGITAL ELECTRONIC ENGINE CONTROL ... 


SUPPORT 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-SHOULDER, DOUBLE HEX 


0.250-28UNJF-3A X 1.545 IN. LONG 


Change 20 2-175 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080202 . BOLT-SHOULDER, DOUBLE HEX AF 

0.250-28UNJF-3A X 1.680 IN. LONG 
ST2016-024 . BOLT-MACHINE, DRILLED, DOUBLE HEX 

0.190-32UNJF-3A X 0.750 IN. LONG 
441579 . FUEL CONTROL-MAIN 

P&WA PART NO. 4070897 
441721 . FUEL CONTROL-MAIN 
P&WA PART NO. 4071523 

PARTIAL BREAKDOWN FOLLOWS 
2666107 .. PLUG-PURGE AND DRAIN 
2670890-5 .. PACKING-PREFORMED 
2666429 . PIN AND PLATE ASSY 
953527-84 .. SCREW-MACHINE, 12 POINT (AP) 
953528-123 .. SCREW-MACHINE, 12 POINT 
953536-118 .. SCREW-CAP, HEX SOCKET HD 
2666423 .. LEVER-ADJUSTING, RCVV FEEDBACK 
953536-120 .. SCREW-CAP, HEX SOCKET HD (AP) 
AN960C8 .. WASHER-FLAT (AP) 
2666420 .. LEVER ASSY-RCVV FEEDBACK 
2666425 .. WASHER-THRUST 
2666431 .. RETAINER-SEAL 
953527-84 .. SCREW-MACHINE, 12 POINT (AP) 
2638218 .. SUPPORT-SHAFT SEAL 
2638219 .. SEAL-SHAFT 
2718183 .. SERVOVALVE-ELECTRO HYDRAULIC, CIVV/RCW . 

ALSO A DETAIL OF KIT P/N 351005A 
953527-500 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO A DETAIL OF KIT P/N 351005A 
P-15108 .. WASHER (AP) 

ALSO A DETAIL OF KIT P/N 351005A 
2666850-12 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351005A 
2718247 .. SERVOVALVE-ELECTRO HYDRAULIC, 

METERING VALVE 

ALSO A DETAIL OF KIT P/N 351044A 
953527-500 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO A DETAIL OF KIT P/N 351044A 
P-15108 .. WASHER (AP) 

ALSO A DETAIL OF KIT P/N 351044A 
2666850-11 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351044A 
2670868 .. COVER-SWITCH, MODE AND DIAGNOSTIC 
2670426-15 .. NUT-CONNECTOR MOUNTING (AP) 
2664763 .. WASHER-FLAT (AP) 
953528-120 .. SCREW-MACHINE, 12 POINT (AP) 
AN960C8 .. WASHER-FLAT (AP) 
953528-141 .. SCREW-MACHINE, 12 POINT (AP) 
AN960C8 .. WASHER-FLAT (AP) 
2667765 .. MODE SOLENOID AND SCREEN ASSY 

ALSO A DETAIL OF KIT P/N 351002A 
2667998-15 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351002A 
2667998-17 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351002A 
2667998-26 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351002A 
2666850-27 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351002A 
2667590 .. VALVE AND SCREEN ASSY, START BLEED 

SOLENOID 

ALSO A DETAIL OF KIT P/N 351001A 
953527-122 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO A DETAIL OF KIT P/N 351001A 


u KNN nn — 


2-6 Change 13 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


2667999-8 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351001A 
910728 .. RING-BACKUP, PACKING 

ALSO A DETAIL OF KIT P/N 351001A 
2666850-23 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351001A 
2672571 .. SENSOR ASSY-TT2 

ALSO A DETAIL OF KIT P/N 351000A 
953527-486 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO A DETAIL OF KIT P/N 351000A 
911290 .. WASHER (AP) 

ALSO A DETAIL OF KIT P/N 351000A 
953527-500 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO А DETAIL OF KIT P/N 351000A 
911290 .. WASHER (AP) 

ALSO A DETAIL OF KIT P/N 351000A 
953527-505 .. SCREW (AP) 

ALSO A DETAIL OF KIT P/N 351000A 
911290 .. WASHER (AP) 

ALSO A DETAIL OF KIT P/N 351000A 
2666850-10 .. PACKING 

ALSO A DETAIL OF KIT P/N 351000A 
2666850-136 .. PACKING 

ALSO A DETAIL OF KIT P/N 351000A 
2669873 .. RESOLVER AND HOUSING ASSY-METERING 

VALVE 

ALSO A DETAIL OF KIT P/N 351007A 
953527-484 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO A DETAIL OF KIT P/N 351007A 
911290 .. WASHER (AP) 

ALSO A DETAIL OF KIT P/N 351007A 
2666850-145 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351007A 
2670890-8 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351007A 
2672058 .. RESOLVER AND COVER ASSY-PLA 

ALSO A DETAIL OF KIT P/N 351006A 
953527-486 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO A DETAIL OF KIT P/N 351006A 
911290 .. WASHER (AP) 

ALSO A DETAIL OF KIT P/N 351006A 
2666850-140 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351006A 
2670980-20 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351006A 
2670890-10 .. PACKING-PREFORMED 

ALSO A DETAIL OF KIT P/N 351006A 
2718230 .. HARNESS ASSY-WIRING, IGNITION SWITCH 

ALSO A DETAIL OF KIT P/N 351003A 
953527-122 .. SCREW-MACHINE, 12 POINT (AP) 

ALSO A DETAIL OF KIT P/N 351003A 
911289 .. WASHER-FLAT (AP) 

ALSO A DETAIL OF KIT P/N 351003A 
MS24665-151 
2648982 


Change 13 2-177 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


% 198900 
198901 
198902 
198903 


198904 


> 
т 


198905 


> 
т 


198906 


2648983 

М524665-153 m 

2643993 .. NUT-HEX, SPECIAL 

2670036 .. LEVER-PLA INPUT 

344137 .. ADAPTER-COUPLING 

MS21043-5 Е 

953528-120 .. SCREW-MACHINE, 12 POINT 

2670032 .. LEVER-PLA RIGGING 

953534-118 .. SCREW-CAP, HEX SOCKET HD 

953534-124 .. SCREW-CAP, HEX SOCKET HD 

2670128 .. COVER-SEAL 

2638218 .. SUPPORT-SHAFT SEAL 

2638219 .. SEAL-SHAFT 

4023116 . NUT OPTION 
SEE OPTION TABLE 

4075194 . BRACKET-FAN DUCT, MAIN FUEL CONTROL 

4081548-01 . BRACKET-MOISTURE TRAP, ASSY OF 

4078223 . BRACKET-FAN DUCT, MAIN FUEL CONTROL 

4075934 . BRACKET-LOOP CLAMP 

4075232 . CLEVIS-FAN DUCT, MAIN FUEL CONTROL 

4062651 . BRACKET ASSY-ENGINE ELECTRONIC CONTROL . 
SUPPORT LINK 

645795 . SCREW-MACHINE, COUNTERSUNK 
0.190-32UNJF-3A X 0.445 IN. LONG (AP) 

ST2018-032 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 1.000 IN. LONG (AP) 

351005A KIT-MODULE, CIVV CONTROLLER EHSV 

953527-500 . SCREW-MACHINE, 12 POINT 

P-15108 . WASHER 

2718183 . SERVOVALVE-ELECTROHYDRAULIC, CIVV 

2666850-12 . PACKING-PREFORMED 

351044A KIT-MODULE, METERING VALVE ELECTRO 
HYDRAULIC SERVOVALVE 

953527-500 . SCREW-MACHINE, 12 POINT 

P-15108 . WASHER 

2718247 . SERVOVALVE-ELECTRO HYDRAULIC, METERING... 
VALVE 

2666850-11 . PACKING-PREFORMED 

351002A KIT-MODULE, MODE SOLENOID AND SCREEN 
ASSEMBLY 

2667765 . MODE SOLENOID AND SCREEN ASSY 

2667998-15 . PACKING-PREFORMED 


СО а-а... 


1 
1 
1 
1 
1 
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2-178 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


2667998-17 
2667998-26 
2666850-27 
351001A 


953527-122 
2667590 


910728 
2667999-8 
2666850-23 
351007A 


953527-484 
911290 
2669873 


2666850-145 
351006A 
953527-486 
911290 
2672058 
2666850-140 
2670980-20 
2670890-10 
351003A 


953527-122 
911289 
2718230 
351000A 
2672571 
953527-486 
911290 
953527-500 
911290 
953527-505 
911290 
2666850-10 
2666850-136 


DESCRIPTION 


. PACKING-PREFORMED 
. PACKING-PREFORMED 
. PACKING-PREFORMED 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
ASSY CODE 


KIT-MODULE, START BLEED SOLENOID VALVE .... 


AND SCREEN ASSY 

. SCREW-MACHINE, 12 POINT 

. VALVE AND SCREEN ASSY, START BLEED 
SOLENOID 

. RING-BACKUP, PACKING 

. PACKING-PREFORMED 

. PACKING-PREFORMED 


KIT-MODULE, METERING VALVE RESOLVER AND .. 


HOUSING ASSY 

. SCREW-MACHINE, 12 POINT 

. WASHER 

. RESOLVER AND HOUSING ASSY-METERING 
VALVE 

. PACKING-PREFORMED 

KIT-MODULE, PLA RESOLVER AND COVER 

. SCREW-MACHINE, 12 POINT 

. WASHER 

. RESOLVER AND COVER ASSY-PLA 

. PACKING-PREFORMED 

. PACKING-PREFORMED 

. PACKING-PREFORMED 

KIT-MODULE, IGNITION SWITCH WIRING 
HARNESS ASSY 

. SCREW-MACHINE, 12 POINT 

. WASHER-FLAT 

. HARNESS ASSY-WIRING, IGNITION SWITCH 

KIT-MODULE, TT2 SENSOR ASSY 

. SENSOR ASSY-TT2 

. SCREW-MACHINE, 12 POINT (AP) 

. WASHER (AP) 

. SCREW-MACHINE, 12 POINT (AP) 

. WASHER (AP) 

. SCREW (AP) 
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Сһапде 13 


2-179 


T.O. 2J-F100-54 
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FIGURE 50. AUGMENTOR FUEL CONTROL 
(SHEET 1 OF 3) 


2-180 Change 3 


T.O. 2J-F100-54 
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FIGURE 50. AUGMENTOR FUEL CONTROL 
(SHEET 2 OF 3) 


Change 3 2-181 


T.O. 2J-F100-54 


4644 


FIGURE 50. AUGMENTOR FUEL CONTROL 
(SHEET 3 OF 3) 


2-182 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
ST2000-04 
ST2000-04 
ST2101-051 


MS9966-04 
ST2000-05 


ST2000-05 
ST2101-061 


MS9966-05 
ST2000-06 


MS9966-06 
ST2000-08 


MS9966-08 
ST2091-041 


MS9966-05 
ST2101-061 


MS9966-05 
4074137 
MS9966-10 
ST1421-22 
MS9549-11 
4075966-01 
4069875 
ST1076-25 
4069879 
4075770 
4023116 
4060146 
4062062 
4080202 
4069877 
790100 


798840-1 
69336-254 
MS9768-09 
788374-2 


69336-262 
NAS620C10L 
M25988/2-011 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


AUGMENTOR FUEL CONTROL 
SEE FIG. 38-12 FOR NHA 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.437-20UNJF-3A X 0.250 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.437-20UNJF-3A X 0.250 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.4375-20UNJF-3A X 0.312 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.500-20UNJF-3A X 0.312 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.500-20UNJF-3A X 0.312 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.5625-18UNJF-3A X 0.375 IN. TUBE OD 


ADAPTER-STRAIGHT, TUBE TO BOSS 


0.562-18UNJF-3A X 0.375 IN. TUBE OD 


ADAPTER-STRAIGHT, TUBE TO BOSS 


0.750-16UNJF-3A X 0.500 IN. TUBE OD 


. ADAPTER-STRAIGHT, TUBE TO BOSS 


0.4375-20UNJF-3A X 0.250 IN. TUBE OD 


ADAPTER-STRAIGHT, TUBE TO BOSS 


0.5625-18UNJF-3A X 0.375 IN. TUBE OD 


SUPERSEDES MS9967-018 


. BOLT-MACHINE 


0.3125-24UNJF-3A X 1.625 IN. LONG 


BRACKET-LOOP CLAMP, ASSY OF 
. MANIFOLD-FUEL CONTROL OUTLET, ASSY OF .... 


PARTIAL BREAKDOWN FOLLOWS 


.. INSERT-SCREW THREAD, SELF-LOCKING 


0.3125-24 X 0.469 IN. NOMINAL LENGTH 


.. BUSHING-SLEEVE, FLANGED 


0.313 X 0.38025 X 0.280 


. GASKET OPTION 


SEE OPTION TABLE 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-SHOULDER, DOUBLE HEX 


0.250-28UNJF-3A X 2.385 IN. LONG 


. BOLT-SHOULDER, DOUBLE HEX 


0.250-28UNJF-3A X 1.680 IN. LONG 


. BOLT-SHOULDER, DOUBLE HEX 


0.250-28UNJF-3A X 1.680 IN. LONG 


. LINK-FUEL CONTROL SUPPORT, ASSY OF 
. FUEL CONTROL-AUGMENTOR 


P&WA PART NO. 4070290 
PARTIAL BREAKDOWN FOLLOWS 


.. RELAY ASSY-IGNITION 

.. BOLT-MACHINE, 12 POINT (AP) 

.. WASHER (AP) 

.. SERVOVALVE-ELECTRO HYDRAULIC, SEGMENT . 


SEQUENCING 


.. BOLT-MACHINE, 12 POINT (AP) 
.. WASHER (AP) 
.. PACKING 


Change 15 2-183 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-184 


PART 
NUMBER 


788373-2 


69336-262 
NAS620C10L 
M25988/2-011 
788372-2 


69336-262 
NAS620C10L 
M25988/2-011 
801032-2 
69336-256 
MS9768-09 
M83248/1-20 
801032-1 
69336-256 
MS9768-09 
M83248/1-20 
801032-3 
69336-256 
MS9768-09 
M83248/1-20 
4023116 


4075231 
4075230 


4075248 
GS23962-1 


Change 22 


DESCRIPTION 


.. SERVOVALVE-ELECTRO HYDRAULIC, DUCT 
METERING 

.. BOLT-MACHINE, 12 POINT (AP) 

.. WASHER (AP) 

.. PACKING 

.. SERVOVALVE-ELECTRO HYDRAULIC, CORE 
METERING VALVE 

.. BOLT-MACHINE, 12 POINT (AP) 


.. RESOLVER ASSY-DUCT METERING VALVE 
.. BOLT-MACHINE, 12 POINT (AP) 
.. WASHER (АР) 
.. PACKING 
.. RESOLVER ASSY-SEGMENT SELECT 
.. BOLT-MACHINE, 12 POINT (AP) 
.. WASHER (AP) 
.. PACKING 
. NUT OPTION 
SEE OPTION TABLE 
. CLEVIS-FAN DUCT 
. CLEVIS-FAN DUCT, AUGMENTOR FUEL 
MANIFOLD 


. BRACKET-FAN DUCT, AUGMENTOR MANIFOLD.... 


CLOSURE PARTS KIT 
SEE FIG. 50A FOR DETAIL PARTS 


UNITS| USABLE 


PER 
ASSY 


a 


— + + + 


М — 00 02 — — 00 QO — — دن دن‎ — > = = 


= 


ON 
CODE 


4 
100-5 
2J-F 

T.O. 


103026 


= 
ЗЕ 
/ | 
E 
> 
Y 
/ Е [ep] 
SN 3 / Е 
کک‎ SN NN e < 
SS ES s 
NA IN NI c > 
NS S WA Қаз ш 
m 
IN SIN У в 
Se SA NR SNI Ф 
SE ev Né “à NS ANS МА O 
NNN N NS N ZNA NN Т 
К II Y ZNI AN qM ta. Ç O A 
PRE NS УЯ | Q 
AN уу SN N I QUE JAA L 
M A ٠ ANN y NE EX 
+ N N 5 s x AN t NN Ne \ v 
AN 5 SAN 3 S: Е 2 O 
.. + NS N SW : Dy “ ess LLI с 
N RI кој “ Кы N noši N Ne А ана t б 
V سے‎ SAA BP 5 5 
EN EX IN, ت7‎ 8 O 
IS : INNU m UA DA М2 = 
OS AIAN x + NEN NNN IA 5 М en мо, LL 
NAN SNE AN KE NI Su PE ER MEC 
۹ Ж = Lin v bre + E 
15 Ses wean TN ERS 
SOS PAN Ae Ж RIF NES RON SA -- NS SS 
`v Ni N м NSG S BI NAN 5 е; DON E N 
N NS UN ER AN یھ‎ SON KAKS SEEN SH Š E 
N ANS et M; UN ta 5%; SAAR N IS Hj l + 
Å så WM. MA e$ N 4 KAN \ \ Қата X “и e 00 
RV, N UI N AN M ON IN ES 4 PENG taa n 
S b NW Ко уы jan INN MLN Ss де à е Ti 
SAQU Na NA KN N N N a SEN с! 1 
SUE ڑا‎ ut TEN SER OG IE E бі 
ČL \ М va NN IN к URN MM x GO ` e е 
Хем : S سا‎ TS \ NUS S ude NER : < 
>>> NAN NNE کش‎ A ٹہ‎ ice AKA р Qu NS К 
Nat SSS xb Nr ER Noe MS зе, S 
- T 5 N Y? ‘ NNN Ñ E 
N а | DRN КӨКЕ S < 
` v SA AN va „+ “ “и A KS A رجف‎ ca 
NI SN H ә) a 9ئ‎ RA 
N N Å CONES n si a ез 2 K SÅR " 
XI SN و‎ AS N SEL AR ух r 
SSA ке фе À رھ‎ е) ° 
N Nå WS N NN ast © K \ Kate ue N Y 
UN AR NN heey 73 = ja әз ke Å = 
AN N КаК gear" M г K ` «№ لم‎ E Ха eM 1 
Хм KE. N Ё VON ` TGI сч 
SN NE AN `< % "с М N 
N INNEN AN SEN CN Ху ` 
NR VAN yes YN NES SUA 
ХА NAN par D aos" “ ES DN 
M ФУМ “зг N UY. КА — 522 À 
Seri L 00 (BE) 
Š vo “ 45554 E yi à 
NE A S 
ЛА. m v 
`Y: Mx 
ہک‎ 
S 


эл 


FIGURE 
& INDEX 
NUMBER 


— © соч O O1 + © جح‎ ~ 


' 
o 


боа 
a 
№ — 


PART 
NUMBER 


GS23962-1 


AN315-5R 
AN960C516L 
MS9491-27 
GS22282-1 
GS22283-1 
GS10414-3 
GS10414-4 
GS10414-8 
GS10431-30 
GS10578-3 
GS10578-4 
GS10578-7 


` PLATE-SHIPPING 
` GASKET-SHIPPING 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


a 


CLOSURE PARTS KIT 
SEE FIG. 50-58 FOR NHA 


— о — 00 00 نک‎ ROR 


Change 22 


2-185 


T.O. 2J-F100-54 


2-186 


Sr S 


FIGURE 51. DIGITAL ELECTRONIC ENGINE CONTROL 
(SHEET 1 OF 4) 


Change 22 


T.O. 2J-F100-54 


FIGURE 51. DIGITAL ELECTRONIC ENGINE CONTROL 
(SHEET 2 OF 4) 


2-187 


T.O. 2J-F100-54 


4647 


FIGURE 51. DIGITAL ELECTRONIC ENGINE CONTROL 
(SHEET 3 OF 4) 


2-188 


T.O. 2J-F100-54 


FIGURE 51. DIGITAL ELECTRONIC ENGINE CONTROL 
(SHEET 4 OF 4) 


2-189 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER DIGITAL ELECTRONIC ENGINE CONTROL 
SEE FIG. 38-13 FOR NHA 
ST2080-05 . NUT-PLAIN, HEX, DRILLED 
0.500-18UNJF-3B X 0.375 IN. TUBE OD 
4072815 . CONNECTOR-MULTIPLE, FLUID PRESSURE LINE .. 
0.5625-18UNJF-3A X 1.000 IN. LONG 
4072814 . BOLT-FLUID PASSAGE, DRILLED HEX 
0.5625-18UNJF-3A 1.520 
MS9966-06 
ST2000-06 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.562-18UNJF-3A X 0.375 IN. TUBE OD 
MS9966-06 | 
4074599 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.562-18-18 
MS9966-06 | 
4074636 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20-20 
MS9966-04 
ST2000-05 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.500-20UNJF-3A X 0.312 IN. TUBE OD 
MS9966-06 
4023115 
SEE OPTION TABLE 
MS9549-09 . WASHER 
ST2015-024 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.750 IN. LONG 
ST2015-020 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
4054347 . LEAD-ELECTRICAL, ASSY OF 
0.1635 DIA X 8.000 IN. LONG 
796521 H06D05. + . CONTROL-ENGINE, DIGITAL ELECTRONIC LE 
P&W PART NO. 4082600D05 
796521H07D06 + . CONTROL-ENGINE, DIGITAL ELECTRONIC LF/AAX 
P&W PART NO. 4083900D06 
796521H08D07 4 . CONTROL-ENGINE, DIGITAL ELECTRONIC AAY 
P&W PART NO. 4084428D07 
ST2154-096 . BOLT-MACHINE, DOUBLE HEX 
0.3125-24UNJF-3A X 3.000 IN. LONG (AP) 
MS9549-11 . WASHER (AP) 
PARTIAL BREAKDOWN FOLLOWS 
M25988/1-019 
69336-255 
NAS620C10 
783263-2 ji 
796344-1 .. BOARD ASSV-ENGINE INTERFACE, DEEC 
MS16997-11 .. SCREW (AP) 
MS27183-3 .. WASHER (AP) 
NAS5901-20 .. SCREW (AP) 
AN960-6 .. WASHER-FLAT (AP) 
773635-9 E 
773635-10 .. GASKET 


2-190 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


796346-3 


MS16997-11 
NAS620-4 
MS16997-10 
AN960-4 
MS16997-19 
AN960-6 
MS16997-11 
MS27183-3 
773635-10 
773635-11 
796348-2 


NAS5901-2B 
ED743989D02A1 
4 

MS16997-19 
AN960-6 
MS16997-11 
MS27183-3 
773635-8 
796520-4-013 


796520-4-014 
796520-4-015 


MS16997-19 
AN960-6 
MS16997-11 
MS27183-3 
773635-8 
3186-44 
796598-2 
798151-2 
M25988/1-118 
MS3186-50 
796585-2 
M25988/1-122 
MS21209C0615 
MS21209C0415 
AS3094-03 
ST2439-04 


ST1540-04 


DESCRIPTION 


.. BOARD ASSY-AIRCRAFT INTERFACE, DEEC 


REPLACES 796346-2 


.. SCREW (AP) 

.. WASHER (AP) 

.. SCREW (AP) 

.. WASHER-FLAT (AP) 
.. SCREW (AP) 

.. WASHER-FLAT (AP) 
.. SCREW (AP) 


.. BOARD ASSY-CONVERTER, DEEC 


SUPERSEDES 796348-1 


.. SCREW (AP) 
.. SPACER (AP) 


.. SCREW (AP) 

.. WASHER-FLAT (AP) 

.. SCREW (AP) 

.. WASHER (AP) 

.. GASKET-COVER, DEEC 

.. BOARD ASSY-PROCESSOR AND MEMORY, DEEC 


USE ONLY ON 796521H06D05 


.. BOARD ASSY-PROCESSOR AND MEMORY, DEEC 


USE ONLY ON 796521H07D06 


.. BOARD ASSY-PROCESSOR AND MEMORY, DEEC 


USE ONLY ON 796521H08D07 


.. SCREW (AP) 

.. WASHER-FLAT (AP) 

.. SCREW (AP) 

.. WASHER (AP) 

.. GASKET-COVER, DEEC 


.. TRANSDUCER-PRESSURE, DEEC (P2) 
.. TRANSDUCER-PRESSURE, DEEC (P3) 


. CLAMP ASSY-LOOP, CUSHION 


WHEN EXH USE ST1540-04 


. CLAMP-LOOP, CUSHION 


T.O. 2J-F100-54 


UNITS| USABLE 
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Change 24 


2-191 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
4074470 . BRACKET-LOOP CLAMP 
DELETED 
4075799 . BRACKET-LOOP CLAMP, ASSY OF 
4072710 . BRACKET-A 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4069432 . SUPPORT-DEEC, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4063522 .. NUT OPTION 
SEE OPTION TABLE 
MS9318-104 .. RIVET (AP) 
4069433 . SUPPORT-DEEC, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4063522 .. NUT OPTION 
SEE OPTION TABLE 
MS9318-104 .. RIVET (AP) 
4082813 . BRACKET-LOOP CLAMP 


2-192 Change 13 


T.O. 2J-F100-54 


58103 


FIGURE 52. LIGHT OFF DETECTOR 


(2-193 Blank)/2-194 Change 7 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 
910094 
4023116 


4018614 


910093111 


MS51957-28 
3551014-02 
910093102 


910094106-01 
910094106-02 
910094004 


MS51957-33 
3551014-02 
910094005 


MS51957-33 
3551014-02 
6071001-01 
910094008 


MS51957-14 
910092117-01 


6071001-02 
910094009 
MS51021-3 
910094007 


MS35275-228 
910093113 
910090127 
910093002 


DESCRIPTION 


LIGHT OFF DETECTOR 
SEE FIG. 38-17 FOR NHA 


. DETECTOR-LIGHT OFF, AUGMENTOR 


P&WA PART NO. 4071424 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. WASHER-FLAT 


0.278 ID X 0.500 OD X 0.032 IN. THK (AP) 
PARTIAL BREAKDOWN FOLLOWS 


.. COVER-MACHINING 


ALSO A DETAIL OF KIT P/N 8001018 


.. SCREW (AP) 
.. WASHER-BELLEVILLE NO. 6 (AP) 
.. GASKET-COVER, LOD 
ALSO A DETAIL OF KIT P/N 8001014, 8001015, 


8001016, 8001017, AND 8001018 


.. PAD-RUBBER, Т1 


ALSO A DETAIL OF KIT P/N 8001018 


.. PAD-RUBBER, T2 


ALSO A DETAIL OF KIT P/N 8001018 


.. MODULE ASSY-T1, LOD 


ALSO A DETAIL OF KIT P/N 8001015 


.. SCREW (AP) 
.. WASHER-BELLEVILLE NO. 6 (AP) 
.. MODULE ASSY-T2, LOD 


ALSO A DETAIL OF KIT P/N 8001016 


.. SCREW (AP) 

.. WASHER-BELLEVILLE NO. 6 (AP) 
.. CAP-PROTECTIVE 

.. CONNECTOR ASSV-LOD 


ALSO A DETAIL OF KIT P/N 8001017 


.. SCREW (AP) 
.. GASKET-CONNECTOR, LOD 


ALSO A DETAIL OF KIT P/N 8001017 


.. CAP-PROTECTIVE 

.. LENS AND BEZEL ASSY-LOD 
.. SETSCREW (AP) 

.. SENSOR/SOURCE ASSY-LOD 


ALSO A DETAIL OF KIT P/N 8001014 


.. SCREW (AP) 
.. CUSHION-SENSOR/SOURCE 
.. GASKET-HOUSING, LOD 


T.O. 2J-F100-54 


UNITS| USABLE 


PER 
ASSY 


ND — 


ON 
CODE 


.. HOUSING INSERT ASSY, LOD 
MS21209-C0615 .. 
MS21209-C0620 
MS21209-C0415 
MS21209-C0210 
MS21209F1-10 
910093112 
8001018 
910093111 
910094106-01 
910094106-02 
910093102 


.. PAD-RUBBER, T1 

.. PAD-RUBBER, T2 

.. GASKET-COVER, LOD 

8001015 : INSTALLATION KIT-T1 MODULE, TESTED 
PARTIAL BREAKDOWN FOLLOWS 

.. MODULE ASSY-T1, LOD 

.. GASKET-COVER, LOD 


42222222 ДА 00 Сл — — 


910094004 
910093102 


Change 7 2-194.1/(2-194.2 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


8001016 


910094005 
910093102 
8001017 


910094008 
910092117-01 
910093102 
8001014 


910094007 
910093102 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. INSTALLATION KIT-T2 MODULE, TESTED 
PARTIAL BREAKDOWN FOLLOWS 

.. MODULE ASSY-T2, LOD 

.. GASKET-COVER, LOD 

. INSTALLATION KIT-CONNECTOR MODULE, 
TESTED 
PARTIAL BREAKDOWN FOLLOWS 

.. CONNECTOR ASSY-LOD 

.. GASKET-CONNECTOR, LOD 

.. GASKET-COVER, LOD 

. INSTALLATION KIT-SENSOR/SOURCE MODULE, ... 
TESTED 
PARTIAL BREAKDOWN FOLLOWS 

.. SENSOR/SOURCE ASSY-LOD 

.. GASKET-COVER, LOD 


Change 1 2-195 


T.O. 2J-F100-54 
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FIGURE 53. AUGMENTOR FLAMEHOLDER AND AUGMENTOR SPRAY MANIFOLD ASSEMBLIES 
(SHEET 1 OF 4) 


2-196 


T.O. 2J-F100-54 


FIGURE 53. AUGMENTOR FLAMEHOLDER AND AUGMENTOR SPRAY MANIFOLD ASSEMBLIES 
(SHEET 2 OF 4) 


Change 11 2-197 


T.O. 2J-F100-54 


104966 


FIGURE 53. AUGMENTOR FLAMEHOLDER AND AUGMENTOR SPRAY MANIFOLD ASSEMBLIES 
(SHEET 3 OF 4) 


2-198 Change 23 


T.O. 2J-F100-54 
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FIGURE 53. AUGMENTOR FLAMEHOLDER AND AUGMENTOR SPRAY MANIFOLD ASSEMBLIES 
(SHEET 4 OF 4) 


Change 7 2-199 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER AUGMENTOR FLAMEHOLDER AND AUGMENTOR .. 
SPRAY MANIFOLD ASSEMBLIES 
SEE FIG. 38-14 FOR NHA 
ST2169-02 . NUT OPTION 
SEE OPTION TABLE 
4046363 . NUT OPTION 
SEE OPTION TABLE 
4060574 . BOLT-SHOULDER, DOUBLE HEX 
0.190-32 X 1.17 IN. LONG 
4071196 . CLEVIS AND ROD-AUGMENTOR IGNITER FLAME .. 
HOLDER, ASSY OF 
4072898 .. RIVET-TUBULAR, UNIVERSAL 
0.250 X 0.670 
4002886 .. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
4072885 .. CLEVIS-ROD END 
0.3125-24 X 1.130 IN. LONG 
4071197-01 .. ROD-AUGMENTOR IGNITER, FLAME HOLDER, 
ASSV OF 
4071214 . CLEVIS AND ROD-AUGMENTOR IGNITER FLAME .. 
HOLDER, ASSV OF 
4072898 .. RIVET-TUBULAR, UNIVERSAL 
0.250 X 0.670 
4002886 .. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
4071218 .. CLEVIS-ROD END 
0.3125-24 X 1.280 IN. LONG 
4071215-01 .. ROD-AUGMENTOR IGNITER, FLAME HOLDER, 
ASSY OF 
4071216 . CLEVIS AND ROD-AUGMENTOR IGNITER FLAME .. 
HOLDER, ASSV OF 
4072898 .. RIVET-TUBULAR, UNIVERSAL 
0.250 X 0.670 
4002886 .. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
4071218 .. CLEVIS-ROD END 
0.3125-24 X 1.280 IN. LONG 
4071217-01 .. ROD-AUGMENTOR IGNITER, FLAME HOLDER, 
ASSV OF 
4071192 . CLEVIS AND ROD-AUGMENTOR IGNITER FLAME .. 
HOLDER, ASSV OF 
4072898 .. RIVET-TUBULAR, UNIVERSAL 
0.250 X 0.670 
4002886 .. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
4071221 .. CLEVIS-ROD END 
0.3125-24 X 1.250 IN. LONG 
4071194-01 .. ROD-AUGMENTOR IGNITER, FLAME HOLDER, 
ASSY OF 
4071232 . CLEVIS AND ROD-AUGMENTOR IGNITER FLAME .. 
HOLDER, ASSY OF 
4072898 .. RIVET-TUBULAR, UNIVERSAL 
0.250 X 0.670 
4002886 .. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
4071221 .. CLEVIS-ROD END 
0.3125-24 X 1.250 IN. LONG 


2-200 Change 7 


JU I DT 


DUD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4071186-01 
4071179-01 
ST2169-02 


MS9321-11 
4046363 


ST2785-10 
4075598 
4082897 
4075596 
4072871 
4002886 
4075597 
4072896 
4082894 
4082895 
4075578 
4082896 
4046363 
MS9696-08 


4075541-01 
4083223-01 


4082793-01 
ST2018-020 


ST2018-024 


4072405 
AN123620 
4072742 
4083510 
4023116 
704342 


4080956 


4086427 


4080949 


4086421 


4075935 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


.. ROD-AUGMENTOR IGNITER, FLAME HOLDER, .... 
ASSY OF 
. FLAME HOLDER-AUGMENTOR IGNITER, ASSY OF . 
SEE FIG. 54 FOR DETAIL PARTS 
. NUT OPTION 
SEE OPTION TABLE 
. WASHER 
. NUT OPTION 
SEE OPTION TABLE 
. NUT OPTION 
SEE OPTION TABLE 
. BOLT-SHOULDER, DOUBLE HEX 
0.190-32 X 0.875 IN. LONG 
. BOLT-SHOULDER 
0.250-28 X 0.925 IN. 
. CLEVIS-AUGMENTOR SPRAY MANIFOLD, ASSY ... 
OF 
.. RIVET-TUBULAR, UNIVERSAL 
0.250 X 0.460 
.. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
.. LINK-AUGMENTOR SPRAY MANIFOLD 
.. CLEVIS-AUGMENTOR SPRAY MANIFOLD 
. CLEVIS-AUGMENTOR SPRAY MANIFOLD 
. LINK-AUGMENTOR SPRAY MANIFOLD 
. PLATE-WEAR, AUGMENTOR SPRAY MANIFOLD .... 
. PLATE-WEAR, AUGMENTOR SPRAY MANIFOLD .... 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT (AP) 
. MANIFOLD-SPRAY, AUGMENTOR, ASSY OF 
. MANIFOLD-SPRAY, AUGMENTOR, ASSY OF 
REOP AND REID OF 4075541-01 
DO NOT PROCURE FROM P&W 
. MANIFOLD-SPRAY, AUGMENTOR, ASSY OF 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 
.. NUT OPTION 
SEE OPTION TABLE 
.. RIVET (AP) 
. SUPPORT-COVER, PAD 65 
. SUPPORT-COVER, PAD 65 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 
CONNECTION 
SUPERSEDES 4082518 
SUPERSEDED BY 4086427 
. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 
CONNECTION 
SUPERSEDES 4080956 
. GASKET-4.500 BOLT CIRCLE, 4 HOLES 
SUPERSEDES 4082513 
SUPERSEDED BY 4086421 
. GASKET-4.500 BOLT CIRCLE, 4 HOLES 
SUPERSEDES 4080949 
. BRACKET-LOOP CLAMP 


USABLE 
ON 
CODE 


Change 26 


2-201 


JU D JU JU 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-202 


PART 
NUMBER 


4046363 
4075598 
4075591 
ST2169-02 
4072899 
4002886 
4075593 
4075592-01 
4075588 
ST2169-02 
4046363 
4075598 
4072899 
4002886 
4075590 
4075589-01 
4075578 
4046363 


MS9696-08 
4075542-01 


4080672-01 
ST2018-020 
ST2018-020 


ST2018-024 


4072405 
AN123620 
4072744 
4023116 


4072745 
4023116 


704342 


4080955 


4086426 


Change 26 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


. NUT OPTION 
SEE OPTION TABLE 
. BOLT-SHOULDER, DOUBLE HEX 
0.190-32 X 0.875 IN. LONG 
. CLEVIS-AUGMENTOR SPRAY MANIFOLD, ASSY ... 
OF 
. NUT OPTION (AP) 
SEE OPTION TABLE 
.. RIVET-TUBULAR, UNIVERSAL 
0.250 IN. DIA X 0.630 IN. LONG 
.. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
.. CLEVIS-AUGMENTOR SPRAY MANIFOLD 
.. ROD-AUGMENTOR SPRAY MANIFOLD, ASSY OF .. 
. CLEVIS-AUGMENTOR SPRAY MANIFOLD, ASSY ... 
OF 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT-SHOULDER, DOUBLE HEX 
0.190-32 X 0.875 IN. LONG (AP) 
.. RIVET-TUBULAR, UNIVERSAL 
0.250 IN. DIA X 0.630 IN. LONG 
.. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
.. CLEVIS-AUGMENTOR SPRAY MANIFOLD 
.. ROD-AUGMENTOR SPRAY MANIFOLD, ASSY OF .. 
. PLATE-WEAR, AUGMENTOR SPRAY MANIFOLD .... 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT (AP) 
. MANIFOLD-SPRAY, AUGMENTOR, ASSY OF 
SUPERSEDED BY 4080672-01 
. MANIFOLD-SPRAY, AUGMENTOR, ASSY OF 
SUPERSEDES 4075542-01 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 
.. NUT OPTION 
SEE OPTION TABLE 
.. RIVET (AP) 
. SUPPORT-COVER, PAD 53 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. SUPPORT-COVER, PAD 66 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 
CONNECTION 
SUPERSEDES 4082517 
SUPERSEDED BY 4086426 
. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 
CONNECTION 
SUPERSEDES 4080955 


ON 
CODE 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4080951 


4086424 
4046363 
4075598 
4075585 
ST2169-02 
4072899 
4002886 
4075587 
4075586-01 
4075582 
ST2169-02 
4072899 
4002886 
4075584 
4075583-01 
4075579 
ST2169-02 
4046363 
4075598 


4075578 
4046363 


MS9696-08 
4075726-01 


4080670-01 
ST2018-020 


ST2018-024 


4079896 


HL688DU-6 


4071724 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. GASKET-REAR FAN DUCT BOSS MZ 
SUPERSEDES 4082515 
SUPERSEDED BY 4086424 
. GASKET-REAR FAN DUCT BOSS 
SUPERSEDES 4080951 
. NUT OPTION 
SEE OPTION TABLE 
. BOLT-SHOULDER, DOUBLE HEX 
0.190-32 X 0.875 IN. LONG 
. CLEVIS-AUGMENTOR SPRAY MANIFOLD, ASSY ... 
OF 
. NUT OPTION (AP) 
SEE OPTION TABLE 
.. RIVET-TUBULAR, UNIVERSAL 
0.250 IN. DIA X 0.630 IN. LONG 
.. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
.. CLEVIS-AUGMENTOR SPRAY MANIFOLD 
.. ROD-AUGMENTOR SPRAY MANIFOLD, ASSY OF .. 
. CLEVIS-AUGMENTOR SPRAY MANIFOLD, ASSY ... 
OF 
. NUT OPTION (AP) 
SEE OPTION TABLE 
.. RIVET-TUBULAR, UNIVERSAL 
0.250 IN. DIA X 0.630 IN. LONG 
.. WASHER-FLAT 
0.260 X 0.450 X 0.125 IN. THK 
.. CLEVIS-AUGMENTOR SPRAY MANIFOLD 
.. ROD-AUGMENTOR SPRAY MANIFOLD, ASSY OF .. 
. CLEVIS-AUGMENTOR SPRAY MANIFOLD, ASSY ... 
OF 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT-SHOULDER, DOUBLE HEX 
0.190-32 X 0.875 IN. LONG (AP) 
. PLATE-WEAR, AUGMENTOR SPRAY MANIFOLD .... 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT (AP) 
. MANIFOLD-SPRAY, AUGMENTOR, ASSY OF 
SUPERSEDED BY 4080670-01 
. MANIFOLD-SPRAY, AUGMENTOR, ASSY OF 
SUPERSEDES 4075726-01 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 
.. CLAMP HALF-LOOP, 2 HOLE 
USE ONLY ON 4080670-01 
.. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING . . 
(AP) 
P&W PART NO. ST2485-09 
USE ONLY ON 4080670-01 
SUPERSEDED BY 4071724 


.. NUT OPTION (AP) 


SEE OPTION TABLE 
USE ONLY ON 4080670-01 
SUPERSEDES HL688DU-6 


Change 26 2-202.1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-202.2 


PART 
NUMBER 


HL244-6-3 


MS9723-03 
MS9696-09 
4079842 


4079894 
4079830 


HL688DU-6 


Change 26 


UNITS 
PER 
DESCRIPTION ASSY 


.. PIN-RIVET-THREADED, FLAT 


0.190-32 X 0.188 (AP) 
P&W PART NO. ST2484-03 

USE ONLY ON 4080670-01 
SUPERSEDED BY MS9723-03 OR MS9696-09 


.. BOLT (AP) 


USE ONLY ON 4080670-01 
SUPERSEDES HL244-6-3 


.. BOLT (AP) 


USE ONLY ON 4080670-01 
SUPERSEDES HL244-6-3 


.. SPACER-SLEEVE 


0.210 X 0.375 X 0.1475 IN. THK (AP) 
USE ONLY ON 4080670-01 


.. SLEEVE HALF-REINFORCING, TUBE 


USE ONLY ON 4080670-01 


.. CLAMP HALF-LOOP 


USE ONLY ON 4080670-01 


.. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING.. 


(AP) 
P&W PART NO. ST2485-09 
USE ONLY ON 4080670-01 
SUPERSEDED BY 4071724 


USABLE 
ON 
CODE 


ند نا لا لا 


JU D ند‎ JU D JU JU 


JU D ند‎ 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4071724 


HL244-6-3 


MS9723-03 


MS9696-09 


4079842 


4079894 
4079895 
4072405 
AN123620 
4072746 
4023116 
704342 
4081284 
4072743 
4023116 
704342 


4080954 


4086425 


4080955 


4086426 


4080950 


4086423 


4080951 


4086424 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. NUT OPTION (AP) 


SEE OPTION TABLE 
USE ONLY ON 4080670-01 
SUPERSEDES HL688DU-6 


.. PIN-RIVET-THREADED, FLAT 


0.190-32 X 0.188 (AP) 
P&W PART NO. ST2484-03 

USE ONLY ON 4080670-01 
SUPERSEDED BY MS9723-03 OR MS9696-09 


.. BOLT (AP) 


USE ONLY ON 4080670-01 
SUPERSEDES HL244-6-3 


USE ONLY ON 4080670-01 
SUPERSEDES HL244-6-3 


.. SPACER-SLEEVE 


0.210 X 0.375 X 0.1475 IN. THK (AP) 
USE ONLY ON 4080670-01 


.. SLEEVE HALF-REINFORCING, TUBE 


USE ONLY ON 4080670-01 


.. SLEEVE HALF-REINFORCING, TUBE 


USE ONLY ON 4080670-01 


.. NUT OPTION 


SEE OPTION TABLE 


.. RIVET (AP) 
. SUPPORT-COVER, PAD 71 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BRACKET-LOOP CLAMP 
. SUPPORT-COVER, PAD 72 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 


CONNECTION 
SUPERSEDES 4082516 
SUPERSEDED BY 4086425 


. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 


CONNECTION 
SUPERSEDES 4080954 


. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 


CONNECTION 
SUPERSEDES 4082517 
SUPERSEDED BY 4086426 


. GASKET-AUGMENTOR MANIFOLD COLLAR, TUBE . 


CONNECTION 
SUPERSEDES 4080955 


. GASKET-4.2 BOLT CIRCLE, 4 HOLES 


SUPERSEDES 4082514 
SUPERSEDED BY 4086423 


. GASKET-4.200 BOLT CIRCLE, 4 HOLES 


SUPERSEDES 4080950 


. GASKET-REAR FAN DUCT BOSS 


SUPERSEDES 4082515 
SUPERSEDED BY 4086424 


. GASKET-REAR FAN DUCT BOSS 


SUPERSEDES 4080951 


Change 26 2-203 


T.O. 2J-F100-54 


FIGURE 54. AUGMENTOR IGNITER FLAME HOLDER 


2-204 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4071179-01 


ST1219-108 
4071180-01 
4071181-01 
4071182-01 


4077256-01 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


FLAME HOLDER-AUGMENTOR IGNITER, ASSY OF.. 
SEE FIG. 53-24 FOR NHA 
PARTIAL BREAKDOWN FOLLOWS 

. RIVET-SOLID, UNIVERSAL 
0.125 DIA X 0.375 IN. LONG 

. FLAME HOLDER SEGMENT-AUGMENTOR, ASSY .. 
OF 

. FLAME HOLDER SEGMENT-AUGMENTOR, ASSY .. 
OF 

. FLAME HOLDER SEGMENT-AUGMENTOR, ASSY .. 
OF 

. FLAME HOLDER SEGMENT-AUGMENTOR, ASSY .. 
OF 


Change 6 2-205 


T.O. 2J-F100-54 


LEFT 


À $ 
| 
۱ 


(И ĦA à 


RIGHT 


Zi 


BOTTOM 


29196 


FIGURE 55. NO. 5 BEARING SUPPORT RODS, INTERNAL OIL TUBING, HEAT SHIELD, AND 


TURBINE EXHAUST CONE 
(SHEET 1 OF 2) 


2-206 


T.O. 2J-F100-54 


FIGURE 55. NO. 5 BEARING SUPPORT RODS, INTERNAL OIL TUBING, HEAT SHIELD, AND 
TURBINE EXHAUST CONE 
(SHEET 2 OF 2) 


Change 18 2-207 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-208 


PART 
NUMBER 


NO NUMBER 


4072534-01 
4083738 


4083739 
AN123398 
AN123336 
4023115 


MS9696-05 
4071228-01 


4080086-01 


AN123302 
H49513-3 


MS9696-09 
4076294 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
4081283 
4023115 
ST2635-016 
4081294-01 
4084273-01 
ST2635-016 
ST2283-011 
ST2284-06 
4081165 
4084272 
ST2635-016 
ST2283-122 
ST2283-205 
4016239 
ST2151-012 


4016238 
ST1000-112 


Change 26 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


NO. 5 BEARING SUPPORT RODS, INTERNAL OIL ... 
TUBING, HEAT SHIELD, AND TURBINE EXHAUST 
CONE 
SEE FIG. 38-15 FOR NHA 


. CONE-TURBINE EXHAUST, ASSY OF 
.. STIFFENER-TURBINE EXHAUST CONE 


SERVICE REPAIR PART 


.. DOUBLER-SEGMENT, TURBINE EXHAUST CONE... 


SERVICE REPAIR PART 


SERVICE REPAIR PART 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT (AP) 
. SHIELD-HEAT, NO. 5 BEARING, ASSY OF 


REPLACED BY 4080086-01 


. SHIELD-HEAT, NO. 5 BEARING, ASSY OF 


REPLACES 4071228-01 
PARTIAL BREAKDOWN FOLLOWS 


.. NUT-SELF-LOCKING, DOUBLE HEX 


0.190-32UNJF-3B X 0.240 IN. THK 
P&W PART NO. ST2119-09 
USE ONLY ON 4080086-01 


USE ONLY ON 4080086-01 


.. BUSHING-SLEEVE, FLANGED 


0.221 X 0.315 X 0.345 IN. THK 
USE ONLY ON 4080086-01 


. CLAMP-LOOP 


0.438 IN. ID 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DRILLED DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. TUBE-PRESSURE, NO. 5 BEARING, ASSY OF 
. TUBE-PRESSURE, NO. 5 BEARING, ASSY OF 
. BOLT-MACHINE, DRILLED DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. PACKING-PREFORMED 


0.301 ID X 0.070 IN. DIA ROUND 


. GASKET OPTION 


SEE OPTION TABLE 


. ADAPTER-NO. 5 BEARING 
. ADAPTER-NO. 5 BEARING 
. BOLT-MACHINE, DRILLED DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. PACKING-PREFORMED 


1.112 ID X 0.103 IN. DIA ROUND 


. PACKING-PREFORMED 


0.421 ID. X 0.139 IN. DIA ROUND 


. ELBOW-TUBE TO BOSS, 2 HOLE, 90 DEG 


0.5625-18UNJF-3A 


. BOLT-MACHINE, DRILLED DOUBLE HEX 


0.190-32UNJF-3A X 0.375 IN. LONG (AP) 


. NUT-PLAIN, PLATE, NO. 5 BEARING FERRULE (AP) 
. PACKING-PREFORMED 


0.487 ID X 0.103 IN. DIA ROUND 


ON 
CODE 


222222 


Т.О. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4016241 . STRAINER ELEMENT-CONE, NO. 4 AND 5 
BEARING 
4062739 . TUBE-PRESSURE, NO. 5 BEARING, OUTER 
INTERNAL, ASSY OF 
4081736 . TUBE-PRESSURE, NO. 5 BEARING, OUTER 
INTERNAL, ASSY OF 
REPLACED BY 4085095 
4085095 . TUBE-PRESSURE, NO. 5 BEARING, OUTER 
INTERNAL, ASSY OF 
REPLACES 4081736 
4035386 . SEAL RING-METAL 
0.888 X 0.0415 X 0.079 IN. THK 
ST2284-07 . GASKET OPTION 
SEE OPTION TABLE 
4007117 . NUT-PLAIN, HEX, DRILLED 
0.625-18UNJF-3B X 0.314 IN. THK 
4022091 . TEE-NO. 5 BEARING 
MS9388-015 
MS9388-020 Е 
4062738 . TUBE-SCAVENGE, МО. 5 BEARING, INNER 
INTERNAL, ASSY OF 
4082679 . TUBE-SCAVENGE, NO. 5 BEARING, INNER 
INTERNAL, ASSY OF 
4035386 . SEAL RING-METAL 
0.888 X 0.0415 X 0.079 IN. THK 
VSF1393-N-9B . GASKET-TUBE 
0.562 IN. 
P&W PART NO. 4061373 
4035387 . SLEEVE-SEALING, REAR FAN DUCT 
4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 
4020727 . BOLT-MACHINE, DRILLED SLAB 
0.190-32 X 0.625 IN. LONG (AP) 
4034561 . BUSHING-SLEEVE, FLANGED 
0.194 X 0.362 X 0.1675 
4039906 . ROD-NO. 5 BEARING SUPPORT 
4040112 . BALL END-ROD, NO. 5 BEARING SUPPORT (AP) ... 
4033977 . SEAT-BALL SOCKET, NO. 5 BEARING SUPPORT ... 
4080823-801 FAN DRIVE TURBINE MODULE 
4080823-802 FAN DRIVE TURBINE MODULE 
4080823-803 FAN DRIVE TURBINE MODULE 
4080823-804 FAN DRIVE TURBINE MODULE 
4080823-805 FAN DRIVE TURBINE MODULE 
4080823-806 FAN DRIVE TURBINE MODULE 
4080823-807 FAN DRIVE TURBINE MODULE 
4080823-808 FAN DRIVE TURBINE MODULE 
4080823-809 FAN DRIVE TURBINE MODULE 
4080823-810 FAN DRIVE TURBINE MODULE 
4080823-811 FAN DRIVE TURBINE MODULE 
4080823-812 FAN DRIVE TURBINE MODULE 
4080823-813 FAN DRIVE TURBINE MODULE 
4080823-814 FAN DRIVE TURBINE MODULE 
4080823-815 FAN DRIVE TURBINE MODULE 
4080823-816 FAN DRIVE TURBINE MODULE 
4080823-817 FAN DRIVE TURBINE MODULE 
4080823-835 FAN DRIVE TURBINE MODULE 
4080823-836 FAN DRIVE TURBINE MODULE 
4080823-837 FAN DRIVE TURBINE MODULE 
4080823-838 FAN DRIVE TURBINE MODULE 
4080823-839 FAN DRIVE TURBINE MODULE 
4080823-840 FAN DRIVE TURBINE MODULE 


Change 24 2-209/(2-210 Blank) 


JU U из JI Биз Баз Баз Баз Баз JU Баз JU 


JU DD DU DU Биз Баз Биз Баз Баз Баз Баз Баз VU DU Баз Баз Баз UT u Биз Баз Баз D Биз Баз Баз Баз D Баз Баз JU Биз) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4080823-841 
4080823-842 
4080823-843 
4080823-844 
4080823-845 
4080823-846 
4080823-847 
4080823-848 
4080823-849 
4080823-850 
4080823-851 
4080823-852 
4080823-853 
4080823-854 
4080823-872 
4080823-873 
4080823-874 
4080823-875 
4080823-876 
4080823-877 
4080823-878 
4080823-879 
4080823-880 
4080823-881 
4080823-882 
4080823-883 
4080823-884 
4080823-885 
4080823-886 
4080823-887 
4080823-888 
4080823-889 
4080823-890 
4080823-891 
4080823-892 
4080823-893 
4080823-894 
4080823-895 
4080823-896 
4080823-897 
4080823-898 
4080823-899 
4080823-900 
4080823-901 
4080823-902 
4080823-903 
4080823-904 
4080823-905 
4080823-906 
4080823-907 
4080823-908 
4080823-909 
4082655-800 
4082655-801 
MS9696-09 


DESCRIPTION 


FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 
FAN DRIVE TURBINE MODULE 


T.O. 2J-F100-54 


UNITS | USABLE 


PER 
ASSY 


Change 24 


ON 


2-1 


T.O. 2J-F100-54 
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FIGURE 56. BORESCOPE PLUGS 
(SHEET 1 OF 2) 


2-212 Change 8 


T.O. 2J-F100-54 


52355 


FIGURE 56. BORESCOPE PLUGS 


(SHEET 2 OF 2) 


2-213 


Change 5 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER BORESCOPE PLUGS 
SEE FIG. 38-16 FOR NHA 

4079912-01 . PLUG-BORESCOPE, COMPRESSOR CASE, 7TH ... 
STAGE, ASSY OF 

4079938-01 . PLUG-BORESCOPE, COMPRESSOR CASE, 7TH ... 
STAGE, ASSY OF 

4080176-01 . PLUG-BORESCOPE, COMPRESSOR CASE, 7TH ... 
STAGE, ASSY OF 

4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 

MS9403-274 


MS9403-278 
REPLACES MS9403-274 

4077236-01 .. COVER-BORESCOPE PLUG, COMPRESSOR 
CASE, 7TH STAGE, ASSY OF 
USE ONLY ON 4079912-01 

4079943 .. COVER-BORESCOPE PLUG, COMPRESSOR 
CASE, 7TH STAGE 
USE ONLY ON 4079938-01 

4080123 .. COVER-BORESCOPE PLUG, COMPRESSOR 
CASE, 7TH STAGE 
USE ONLY ON 4080176-01 

4073614 .. SPACER-BORESCOPE, TURBINE CASE 
USE ONLY ON 4079912-01 

4079947 .. SPACER-BORESCOPE, TURBINE CASE 
USE ONLY ON 4079938-01 AND 4080176-01 
SUPERSEDED BY 4081244 

4081244 .. SPACER-BORESCOPE 
USE ONLY ON 4079938-01 AND 4080176-01 
SUPERSEDES 4079947 


4073618 .. SPRING-HELICAL, COMPRESSION 
0.740 X 0.100 X 9 COILS 

4081247 .. PLUG-BORESCOPE, COMPRESSOR CASE, 7TH .. 
STAGE 
USE ONLY ON 4079912-01, 4079938-01, AND 
4080176-01 
SUPERSEDES 4077240 


DELETED 

4077245-01 . PLUG-BORESCOPE, COMPRESSOR CASE, 12TH .. 
STAGE, ASSY OF 

4079939-01 . PLUG-BORESCOPE, COMPRESSOR CASE, 12TH .. 
STAGE, ASSY OF 

4080177-01 . PLUG-BORESCOPE, COMPRESSOR CASE, 12TH .. 
STAGE, ASSY OF 

4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 

MS9403-274 


MS9403-278 
REPLACES MS9403-274 

4077314-01 .. COVER-BORESCOPE PLUG, COMPRESSOR 
CASE, 12TH STAGE, ASSY OF 
USE ONLY ON 4077245-01 

4079944 .. COVER-BORESCOPE PLUG, COMPRESSOR 
CASE, 12TH STAGE, ASSY OF 
USE ONLY ON 4079939-01 

4080124 .. COVER-BORESCOPE PLUG, COMPRESSOR 
CASE, 12TH STAGE, ASSY OF 
USE ONLY ON 4080177-01 


2-214 Change 5 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4075571 
4079948 
4076242 
4077238 


4081248 


4077376-01 
4079940-01 
4080180-01 
4023116 
MS9403-274 
MS9403-278 


4077315-01 


4079945 
4080125 
4075571 
4079948 
4076242 
4077243 
4079950 
4077377-01 
4079941-01 
4080181-01 
4023116 


MS9403-274 


MS9403-278 


4077316-01 


4079946 
4080126 
4073614 
4079947 


4081244 


DESCRIPTION 


.. SPACER-BORESCOPE, DIFFUSER CASE 


USE ONLY ON 4077245-01 


.. SPACER-BORESCOPE 


USE ONLY ON 4079939-01 AND 4080177-01 


.. SPRING-HELICAL, COMPRESSION 


1.125 X 0.218 X 7 COILS 


STAGE 
USE ONLY ON 4077245-01 


STAGE 
USE ONLY ON 4079939-01 AND 4080177-01 
SUPERSEDES 4079949 


SEE OPTION TABLE 


REPLACES MS9403-274 


.. COVER-BORESCOPE PLUG, DIFFUSER CASE, 


ASSY OF 
USE ONLY ON 4077376-01 


USE ONLY ON 4079940-01 


USE ONLY ON 4080180-01 


.. SPACER-BORESCOPE, DIFFUSER CASE 


USE ONLY ON 4077376-01 


.. SPACER-BORESCOPE 


USE ONLY ON 4079940-01 AND 4080180-01 


.. SPRING-HELICAL, COMPRESSION 


1.125 X 0.218 X 7 COILS 


.. PLUG-BORESCOPE, DIFFUSER CASE 


USE ONLY ON 4077376-01 


.. PLUG-BORESCOPE, DIFFUSER CASE 


USE ONLY ON 4079940-01 AND 4080180-01 


SEE OPTION TABLE 


REPLACES MS9403-274 


.. COVER-BORESCOPE PLUG, TURBINE CASE, 


ASSY OF 
USE ONLY ON 4077377-01 


.. COVER-BORESCOPE PLUG, TURBINE CASE 


USE ONLY ON 4079941-01 


.. COVER-BORESCOPE PLUG, TURBINE CASE 


USE ONLY ON 4080181-01 


.. SPACER-BORESCOPE, TURBINE CASE 


USE ONLY ON 4077377-01 


.. SPACER-BORESCOPE, TURBINE CASE 


USE ONLY ON 4079941-01 AND 4080181-01 
SUPERSEDED BY 4081244 


.. SPACER-BORESCOPE 


USE ONLY ON 4079941-01 AND 4080181-01 
SUPERSEDES 4079947 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
ASSY CODE 


.. PLUG-BORESCOPE, COMPRESSOR CASE, 12TH . 


.. PLUG-BORESCOPE, COMPRESSOR CASE, 12TH . 


. PLUG-BORESCOPE, DIFFUSER CASE, ASSY ОЕ... 
. PLUG-BORESCOPE, DIFFUSER CASE, ASSY OF ... 
. PLUG-BORESCOPE, DIFFUSER CASE, ASSY OF ... 
. NUT OPTION (AP) 


.. COVER-BORESCOPE PLUG, DIFFUSER CASE .... 
.. COVER-BORESCOPE PLUG, DIFFUSER CASE .... 


. PLUG-BORESCOPE, TURBINE CASE, ASSY OF .... 
. PLUG-BORESCOPE, TURBINE CASE, ASSY OF .... 
. PLUG-BORESCOPE, TURBINE CASE, ASSY OF .... 
. NUT OPTION (AP) 


Change 5 


2-215 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4073618 .. SPRING-HELICAL, COMPRESSION 
0.740 X 0.100 X 9 COILS 

4077242 .. PLUG-BORESCOPE, TURBINE CASE 
USE ONLY ON 4077377-01 

4081245 .. PLUG-BORESCOPE, TURBINE CASE 
USE ONLY ON 4079941-01 
SUPERSEDES 4079979 


2-216 Change 1 
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FIGURE 57. FAN AIR BLEED 
(SHEET 1 OF 2) 


(2-217 Blank)/2-218 


T.O. 2J-F100-54 


FIGURE 57. FAN AIR BLEED 
(SHEET 2 OF 2) 


2-219 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER FAN AIR BLEED 
SEE FIG. 38-18 FOR NHA 
4072583 . COUPLING OPTION 
SEE OPTION TABLE 
4073899 . COVER-FAN BLEED 
MS9386-230 . 
2703-200 . COUPLING-CLAMP, GROOVED 
2.510 IN. DIA 
P&WA PART NO. 4046906 
2710-200MB . COVER-GROOVED CLAMP COUPLING 
P&WA PART NO. 4046907 
0945 . GASKET-SPRING 
1.958 ID X 2.249 OD X 0.108 IN. THK 
P&WA PART NO. 4046908 
4071538 . HOUSING ASSY-BLEED 
4023116 : NUT OPTION (AP) 
SEE OPTION TABLE 
4071540 .. SLEEVE-HOUSING, BLEED 
4075949 . BRACKET-LOOP CLAMP, ASSY OF 
MS9386-155 : 
4074019 . TUBE-TRANSFER, SEAL RING 
2.000 X 4.005 IN. LONG 
4016910 . SEAL RING-METAL 
2.500 OD X 0.124 IN. THK 
4077060 . COVER ASSY-COMPRESSOR BLEED BOSS 
4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 
567494 .. PIN-SHOULDER, HEADLESS 
0.1875 AND 0.281 X 0.330 
4071542 .. COVER-COMPRESSOR BLEED BOSS 
4075949 . BRACKET-LOOP CLAMP, ASSY OF 
MS9386-155 
4071543 
4016910 . SEAL RING-METAL 
2.500 OD X 0.124 IN. THK 
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FIGURE 58. GEARBOX MODULE 
(SHEET 1 OF 4) 


(2-221 Blank)/2-222 Change 26 
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FIGURE 58. GEARBOX MODULE 
(SHEET 2 OF 4) 


Change 26 2-223 


T.O. 2J-F100-54 


ING 


/% >, voor 
др 3 


ки 
KU 


hr (5 
2 XO 
ji (и 


MAN 
KK 
ER 


OR 


110387 


FIGURE 58. GEARBOX MODULE 
(SHEET 3 OF 4) 


2-224 Change 26 


T.O. 2J-F100-54 
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FIGURE 58. GEARBOX MODULE 
(SHEET 4 OF 4) 
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T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


2222 


2-226 


4068725-800 
4082609-800 


4086325-800 


4015508 
4023116 


MS9321-10 
4015507 


4028897 
171752 


4045639-01 
4066226 


ST1050-016 
ST1051-10 
628000 
ST2130-10 


4044147 
4017861 


ST1000-214 


4083997 
4023116 


MS9321-10 
4064496 
4064498 
4064497 
4037945 
4023116 
ST1000-218 
4084017 
ST1001-10 


MS9954-10 
ST1001-10 


1B2368 
M83248/1-012 
ST1001-10 
4028969 
4026021 


Change 26 


GEARBOX MODULE AC 
SEE FIG. 1-10 FOR NHA 
GEARBOX MODULE AD 
REPLACED BY 4086325-800 
SEE FIG. 1-10 FOR NHA 
GEARBOX MODULE 
REPLACES 4082609-800 
SEE FIG. 1-10 FOR NHA 
. COVER-PLAIN, 4 HOLE 
3.920 IN. 
. NUT OPTION (АР) 
SEE OPTION TABLE 
. WASHER (AP) 
. GASKET, 4 HOLE 
3.280 IN. ID 
. BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 11.250 IN. LONG 
. WASHER-KEY 
0.255 ID X 0.031 IN. THK 
. TUBE-SCAVENGE, MAIN OIL PUMP, ASSY OF 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. PACKING-PREFORMED 
0.614 ID X 0.070 IN. DIA 
. PACKING-PREFORMED, BOSS 
0.755 ID X 0.097 IN. DIA ROUND 
. RETAINER-PACKING 
0.769 OD X 0.131 ID X 0.045 IN. THK 
. LOCKNUT-TUBE FITTING 
0.875-14UNJF-3B X 0.391 OD 
. CONNECTOR-TUBE, OIL TANK SCAVENGE 
. TUBE-ASSY OF, TRANSFER, PACKING 
1.000 OD X 5.716 IN. LONG 
. PACKING-PREFORMED 
0.984 ID X 0.139 IN. DIA 
. PUMP ASSY-OIL, MAIN 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. WASHER (AP) 
PARTIAL BREAKDOWN FOLLOWS 
.. STRAINER ELEMENT-SCREEN, OIL PUMP 
.. STRAINER ELEMENT-SCREEN, OIL PUMP 
.. STRAINER ELEMENT-SCREEN, OIL PUMP 
.. PLUG-NO. 4 BEARING ELBOW 
.. NUT OPTION (AP) 
SEE OPTION TABLE 
.. PACKING-PREFORMED 
1.234 ID X 0.139 IN. DIA 
.. ADAPTER-STRAIGHT, TUBE TO BOSS 
0.875-14UNJF-3A 
.. PACKING-PREFORMED 
0.755 ID X 0.097 IN. DIA 


.. PACKING-PREFORMED 
0.755 ID X 0.097 IN. DIA 
.. DETECTOR-METAL CHIP, OIL SUMP 
P&W PART NO. 4076098 
PARTIAL BREAKDOWN FOLLOWS 
... PACKING 
.. PACKING-PREFORMED 
0.755 ID X 0.097 IN. DIA 
.. HOUSING ASSY-MAIN PUMP 
PARTIAL BREAKDOWN FOLLOWS 
... STUD-PLAIN 
0.250-20NS-28UNJF-3A X 1.820 IN. LONG 
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T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4026021P3 
0.003 IN. OVERSIZE 
4026021P6 


4026021P9 


4026021P12 

0.012 IN. OVERSIZE 
4027527 ... STUD-PLAIN 

0.250-20NS-28UNJF-3A X 1.280 IN. LONG 
4027527P3 


4027527P6 
4027527P9 


4027527P12 
0.012 IN. OVERSIZE 
4028971 ... STUD-STEPPED 
0.190-32UNJF-3A X 0.250-20NS X 1.125 IN. 


4028971P3 
4028971P6 
4028971P9 


4028971P12 

0.012 IN. OVERSIZE 
4027528 ... STUD-PLAIN 

0.190-24NS-32UNJF-3A X 1.060 IN. LONG 
4027528P3 


4027528P6 


4027528P9 ... STUD .. 
0.009 IN. OVERSIZE 
4027528P12 ... STUD .. 
0.012 I 
4026020 
0.190-24NS-32UNJF-3A X 0.940 IN. LONG 
4026020P3 ... STUD .. 
0.003 IN. OVERSIZE 
4026020P6 ... STUD .. 
0.006 IN. OVERSIZE 
4026020P9 ... STUD .. 
0.009 IN. OVERSIZE 
4026020P12 ... STUD .. 
0.012 IN. OVERSIZE 


MS122201 
MS122200 


MS122160 
SERVICE REPAIR PART 
ST1000-153 . PACKING-PREFORMED 
3.487 ID X 0.103 IN. DIA 
4023116 . NUT OPTION 
SEE OPTION TABLE 
MS9321-10 . WASHER 
AD-9348-1657 f . FILTER-OIL 
P&W PART NO. 4071345 
PARTIAL BREAKDOWN FOLLOWS 
AA-2100-11D99 .. SCREW-CAP, SOCKET HD 
RC799UL090 .. INDICATOR-IMPENDING BYPASS, LUBE OIL 
FILTER 


Change 26 2-226.1 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS28774-015 
M83248/1-015 
M83248/1-014 Е 
АА-9348-165302 .. BOWL-FILTER, LUBE ОШ 
M83248/1-144 .. PACKING 
AC-9348E-165 .. FILTER ELEMENT-LUBE OIL 
M83248/1-023 .. PACKING 
AA-9348-1657D1 .. HEAD-FILTER, LUBE OIL 
AD-9348-1657Y1 f . FILTER-LUBE OIL 
P&W PART NO. 4077414 

PARTIAL BREAKDOWN FOLLOWS 
NAS1121E-8 .. SCREW-MACHINE 
RC799UL090 .. INDICATOR-IMPENDING BYPASS, LUBE OIL 

FILTER 
AA-990100-015 .. RING-BACKUP 
M83248/1-015 . 
M83248/1-014 
AD-9348BP- 
1657Y1 
AA-9500-D344 ... RING-RETAINING 
AD-9348- ... BOWL-FILTER, LUBE OIL 
1657Y1D1A 
MS28774-016 
M83248/1-016 
RD859ULOH7 
M83248/1-024 
M83248/1-144 
AC-9348F-1630 
AC-9348RV-1656 


M83248/1-127 
АА-9348- 
1657Y1D1A 
4067182 . BOLT-REMOTE GEARBOX DRIVE COUPLING 
0.4375-20UNJF-3A X 4.830 IN. LONG 
4067181 . WASHER-KEY 
0.966 ID X 0.105 IN. THK 
4084871 . BEARING OPTION 
SEE OPTION TABLE 
REPLACES 4067178 
4067180 . SPACER-REMOTE GEARBOX DRIVE SHAFT 
COUPLING BEARING 
4067183 . COUPLING ASSY-REMOTE GEARBOX DRIVE 
SHAFT 
4057398 .. PIN-STRAIGHT, HEADLESS 
0.1246 X 0.300 IN. LONG 
4067185 .. COUPLING-REMOTE GEARBOX DRIVE SHAFT .... 
4022079 . INSERT-SCREW THD, HEX 
0.4375-20UNJF-3B X 0.750-16UNJF-3A X 0.400 
IN. THK 
ST1001-08 . PACKING-PREFORMED, BOSS 
0.644 ID X 0.087 IN. DIA 
4024165 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.4375-20UNJF-3A X 0.4375-20UNJF-3A 
ST1001-04 . PACKING-PREFORMED, BOSS 
0.351 ID X 0.072 IN. DIA ROUND 
ST2000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 


MS9902-04 . 
ST1001-04 . PACKING-PREFORMED, BOSS 
0.351 ID X 0.072 IN. DIA ROUND 
4031702 . HOUSING-BREATHER PRESSURIZING VALVE 
DELETED 
704342 . NUT OPTION (AP) 
SEE OPTION TABLE 


2-226.2 Change 26 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


MS9321-10 . WASHER (AP) 
DISCARD QTY OF 2 AT LOCATIONS SECURING 
BRACKET IF PRESENT WHEN INSTALLING 
BRACKET 
4057681 . VALVE ASSY-BREATHER PRESSURIZING 
ST1050-145 . PACKING-PREFORMED 
2.550 ID X 0.103 IN. DIA 
4023115 . NUT OPTION 
SEE OPTION TABLE 
ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
ST1540-06 . CLAMP-LOOP, CUSHION 
4081108-01 . TUBE-PRESSURE, OIL PUMP IDLER BEARING, .... 
ASSY OF 
360193 .. WIRE-THRUST 
0.078 DIA X 1.190 IN. LONG 
ST2121-04 .. NUT-TUBE COUPLING, THRUST WIRE 
0.4375-20UNJF-3B X 0.250 IN. TUBE OD 
4081238 .. ELBOW-TUBE, THRUST WIRE 
0.375 OD X 0.250 ID, 10 DEG, 0.028 WALL 
ST2045-06 .. FERRULE-TUBE FITTING 
0.375 TUBE OD 
ST2006-06 .. NUT-TUBE COUPLING 
0.375 IN. TUBE OD X 0.5625-18UNJF-3B 
4081108-02 .. TUBE-PRESSURE, OIL PUMP IDLER BEARING .... 
73916-624 . NUT-SELF-LOCKING, DOUBLE HEX 
0.375-24UNJF-3B X 0.395 IN. THK 
P&W PART NO. ST2113-12 
539418 . WASHER-FLAT 
0.406 ID X 0.625 OD X 0.078 IN. THK 
DELETED 
4081239 . BRACKET-ANGLE 
4066398 . GEARBOX ASSY-REDUCTION 
SEE FIG. 59 FOR DETAIL PARTS 
ST1000-048 . PACKING-PREFORMED 
4.739 ID X 0.070 IN. DIA 
4075519 . PLATE-IDENTIFICATION, GEARBOX MODULE 
PK535-4-5 . SCREW-DRIVE, ROUND 
0.114 DIA X 0.3125 IN. LONG (AP) 
P&W PART NO. 4016649 
4084020 . GEARBOX ASSY-MAIN 
SEE FIG. 60 FOR DETAIL PARTS 
USE ONLY ON 4082609-800 
4084021 . GEARBOX ASSY-MAIN 
DO NOT PROCURE FROM P&W 
SEE FIG. 60 FOR DETAIL PARTS 
USE ONLY ON 4068725-800 
4084022 . GEARBOX ASSY-MAIN 
DO NOT PROCURE FROM P&W 
SEE FIG. 60 FOR DETAIL PARTS 
USE ONLY ON 4068725-800 
4085170 . GEARBOX ASSY-MAIN 
SEE FIG. 60 FOR DETAIL PARTS 
USE ONLY ON 4086325-800 
4068700 ENGINE ASSY-TURBO FAN 
4068800 ENGINE ASSY-TURBO FAN 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4006660 . WASHER-FLAT 
0.266 ID X 0.625 OD X 0.575 IN. THK 
4006661 . BOLT-SHOULDER, DOUBLE HEX 
0.250-28UNJF-3A X 1.335 IN. LONG 
MS9768-12 . WASHER 
4031264 . LINK ASSY-GEARBOX SUPPORT 
PARTIAL BREAKDOWN FOLLOWS 


Change 26 2-226.3/(2-226.4 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4002867 
4059992 
4075885 
4078317-01 
4071772 
4075550 
4080583-01 
4082643-01 
TA107000010-04 
4023115 
ST2015-016 
ST2015-016 
4077410 
ST1000-256 
4071013 


MS9954-06 
MS9966-06 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. BUSHING-SLEEVE, FLANGED 
0.5015 OD X 0.180 IN. THK 
. BOLT-DOWELED END, DRILLED DOUBLE HEX 
0.182 X 0.250-28 X 1.200 IN. LONG 
. BRACKET-LOOP CLAMP, ASSV OF 
. BRACKET-LOOP CLAMP, ASSV OF 
. BRACKET-CABLE 
. BRACKET-LOOP CLAMP 
. BRACKET-SUPPORT, GEARBOX HOSE, ASSY OF... 
. BRACKET ASSV-OF, ANGLE 
. CLAMP-LOOP, CUSHION, HINGE 
P&W PART NO. ST2816-04 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
. BRACKET-LOOP CLAMP, ASSY OF 
REPLACES 4074473 
. PACKING-PREFORMED 
5.734 ID X 0.138 IN. DIA 
. SHAFT-GEARBOX DRIVE 


Change 26 2-227 
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FIGURE 59. REDUCTION GEARBOX ASSY 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4066398 GEARBOX ASSY-REDUCTION 

SEE FIG. 58-83 FOR NHA 
4061621 . RING-RETAINING, SPIRAL 

3.254 HOUSING DIA X 0.178 X 0.063 IN. THK 
4065386 . SEAL OPTION 

SEE OPTION TABLE 

WHEN EXH USE 4080378 
4080378 . SEAL OPTION 

SEE OPTION TABLE 
MS9518-14 
4014749 

0.2025 ID X 0.020 IN. THK 
4061082 . RETAINER-OIL SEAL, GEARBOX 
ST1000-152 . PACKING-PREFORMED 

3.237 ID X 0.103 IN. DIA ROUND 
4061087 . NUT-PLAIN, ROUND 

1.6875-16UNJ-3B X 0.290 IN. THK 
4061086 . WASHER-KEY 

1.700 ID X 2.150 DIA X 0.031 IN. THK 
4066397 . SEAT-GEARBOX BEARING SEAL 
4061085 . INVERTED NUT-SPANNER 

3.0625-16UNJS-3A X 0.250 IN. THK 
4061084 . WASHER-KEY 

2.700 ID X 2.960 OD X 0.031 IN. THK 
4062707 . BEARING OPTION 

SEE OPTION TABLE 
4061079 . SPACER-GEARBOX BEARING, OUTER 
4061080 . SPACER-GEARBOX BEARING, INNER 
4062708 . BEARING OPTION 

SEE OPTION TABLE 
4061076 . GEAR-INTERNAL, MAIN FUEL PUMP DRIVE, 29 .... 


MS9519-14 ; 
171752 . WASHER-KEY 
0.255 ID X 0.031 IN. THK 
4061081 . NOZZLE-GEARBOX BEARING 
MS9529-08 . BOLT (AP) 
4014749 . WASHER-KEY 
0.2025 ID X 0.020 IN. THK (AP) 
ST1000-013 . PACKING-PREFORMED 
0.426 ID X 0.070 IN. DIA ROUND 
4066638 . HOUSING ASSY-REDUCTION GEARBOX 
ST1076-23 .. INSERT-SCREW THREAD, SELF-LOCKING 
0.190-32 X 0.285 IN. NOMINAL LENGTH 
ST1322-43 .. INSERT OPTION 
SEE OPTION TABLE 
SUPERSEDES ST1076-43 
4066639 .. PLATE-RETAINING, GEARBOX BEARING 
714099 .. INSERT-SCREW THREAD, SELF-LOCKING 
0.250-28 X 11.375 COILS 
4066640 .. HOUSING-REDUCTION GEARBOX 


Change 15 2-229 
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FIGURE 60. MAIN GEARBOX ASSY 
(SHEET 1 OF 5) 


2-230 Change 24 
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FIGURE 60. MAIN GEARBOX ASSY 
(SHEET 2 OF 5) 


2-231 
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FIGURE 60. MAIN GEARBOX ASSY 
(SHEET 3 OF 5) 
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106401 


FIGURE 60. MAIN GEARBOX ASSY 
(SHEET 4 OF 5) 


2-233 


Change 24 
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FIGURE 60. MAIN GEARBOX ASSY 
(SHEET 5 OF 5) 


2-234 Change 1 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4084020 GEARBOX ASSY-MAIN 
SEE FIG. 58-87 FOR NHA 
4084021 GEARBOX ASSY-MAIN 
DO NOT PROCURE FROM P&W 
SEE FIG. 58-87 FOR NHA 
4084022 GEARBOX ASSY-MAIN 
DO NOT PROCURE FROM P&W 
SEE FIG. 58-87 FOR NHA 
4085170 GEARBOX ASSY-MAIN 
SEE FIG. 58-87 FOR NHA 
4057336 . BOLT-FLUID PASSAGE 
0.375-24UNJF-3A X 0.4375-20UNJF-3A X 1.719 
IN. LONG 
ST1050-011 . PACKING-PREFORMED 
0.301 ID X 0.070 IN. DIA 
1B2368 . DETECTOR-METAL CHIP, OIL SUMP 
P&W PART NO. 4076098 
PARTIAL BREAKDOWN FOLLOWS 
M83248/1-012 .. PACKING 
ST1001-10 . PACKING-PREFORMED 
0.755 ID X 0.097 IN. DIA 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
DELETED 
4023116 . NUT OPTION 
SEE OPTION TABLE 
DELETED 
4057335 . HOUSING-GEARBOX BEARING 
ST1000-024 . PACKING-PREFORMED 
1.114 ID X 0.070 IN. DIA 
4032007 . BEARING OPTION 
SEE OPTION TABLE 
DELETED 
ST1051-04 . PACKING-PREFORMED, BOSS 
0.351 ID X 0.072 IN. DIA 


Change 25 2-235 
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FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


PRE-420-CJ . RING-RETAINING, SPIRAL 
4.174 HOUSING DIA X 0.312 X 0.111 IN. THK 
P&WA PART NO. 4033408 
4002737 . COVER-PACKING, GEARBOX 
ST1000-154 . PACKING-PREFORMED 
3.737 ID X 0.103 IN. DIA 
4002707 . RETAINER-OIL SEAL, GEARBOX 
4047343 . SEAL OPTION 
SEE OPTION TABLE 
PRD-437-CJ . RING-RETAINING, SPIRAL 
4.339 HOUSING DIA X 0.312 X 0.111 IN. THK 
P&WA PART NO. 4033409 
4002716 . RETAINER-OIL SEAL, GEARBOX 
ST1000-154 . PACKING-PREFORMED 
3.737 ID X 0.103 IN. DIA 
4047344 . SEAL OPTION 
SEE OPTION TABLE 
WHEN EXH USE 4048929 
4048929 . SEAL OPTION 
SEE OPTION TABLE 
4003624 . NUT-PLAIN, ROUND 
2.157-18UNJS-3B X 0.300 IN. THK 
2147887 . WASHER-KEY 
2.220 ID X 2.660 OD X 0.031 IN. THK 
4002720 . NUT-BEARING RETAINING, INTERNALLY 
THREADED 
1.375-18UNJEF-3B X 0.250 IN. THK 
4027238 . WASHER-KEY 
1.450 ID X 1.850 OD X 0.043 IN. THK 
4032003 . BEARING OPTION 
SEE OPTION TABLE 
MS9519-06 . BOLT (AP) 
171752 . WASHER-KEY 
0.255 ID X 0.031 IN. THK (AP) 
4068639 . HOUSING-ASSY OF, GEARBOX, FRONT 
4023116 . NUT OPTION (AP) 
SEE OPTION TABLE 
MS9321-10 . WASHER (AP) 
MS124735 
MS124696 
MS124736 A 
4068638 .. HOUSING-GEARBOX, FRONT 
4002729 . GASKET-GEARBOX 
4032004 . BEARING OPTION 
SEE OPTION TABLE 
MS9519-08 . BOLT (AP) 
171752 . WASHER-KEV 
0.255 ID X 0.031 ІМ. ТНК (AP) 
402004 . RIVET-TUBULAR, UNIVERSAL HD 
0.094 DIA X 0.340 IN. LONG 
4002725 . NUT-PLAIN, ROUND 
0.9375-20UNJEF-3B X 0.250 ІМ. ТНК 
4002724 . GEAR-SPUR, GEARBOX, 53 TEETH 
4032002 . BEARING OPTION 
SEE OPTION TABLE 
BRA-185 . RING-RETAINING, SPIRAL 
1.962 HOUSING DIA X 0.158 X 0.062 IN. THK 
P&WA PART NO. 4033406 


ww 
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2-236 Change 22 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4053557 . SHAFT-GEARBOX IDLER GEAR 
4053556 . BOLT-MACHINE, DRILLED HD 
0.250-28UNJF-3A X 0.812 IN. LONG (AP) 
4002706 . GEAR-SPUR, GEARBOX 
4061622 . NUT-PLAIN, ROUND 
1.5625-18UNJEF-3B X 0.290 IN. THK 
4062030 . WASHER-KEY 
1.620 ID X 1.905 OD X 0.031 IN. THK 
MS9519-10 
MS9519-13 
171752 
0.255 ID X 0.031 IN. THK 
4065137 . NOZZLE-OIL, GEAR PUMP 
4065139 . NOZZLE-OIL, GEAR PUMP 
AS3209-008 | 
4065138 . PLATE-RETAINING, GEARBOX BEARING 
4054537 . BEARING OPTION 
SEE OPTION TABLE 
4080062-01 . BEARING-BALL, ANNULAR 
40X68X30 
4046420 . TUBE-TRANSFER, PACKING 
0.115 ID X 0.768 IN. LONG 
ST1050-009 . PACKING-PREFORMED 
0.208 ID X 0.070 IN. DIA ROUND 
ST1050-011 . PACKING-PREFORMED 
0.301 ID X 0.070 IN. DIA 
4064854 . PLATE ASSEMBLY-RETAINING, GEARBOX 
BEARING 
642107 .. PIN-STRAIGHT, HEADLESS 
0.0625 OD X 0.250 IN. LONG 
4064002 .. PLATE-RETAINING, GEARBOX BEARING 
4067176 . GEARSHAFT-ASSY OF, BEVEL, SPUR, GEARBOX .. 
DRIVE, 47 AND 32 TEETH 
4057337 . TUBE-TRANSFER, PACKING, GEARBOX BEARING . 
ST1050-008 . PACKING-PREFORMED 
0.176 ID X 0.070 IN. DIA ROUND 
4002718 . GEAR-SPUR, GEARBOX, 48 TEETH 
4002719 . IMPELLER-GEARBOX DEAERATOR 
4002720 . NUT-BEARING RETAINING, INTERNALLY 
THREADED 
1.375-18UNJEF-3B X 0.250 IN. THK 
4027238 . WASHER-KEY 
1.450 ID X 1.850 OD X 0.043 IN. THK 
4032006 . BEARING OPTION 
SEE OPTION TABLE 
MS9519-08 . BOLT (AP) 
171752 . WASHER-KEY 
0.255 ID X 0.031 IN. THK (AP) 
4038802 . SHAFT-GEARBOX DEAERATOR IMPELLER 
4057397 . NOZZLE-GEARBOX BEARING 
2147967 . SCREW-MACHINE, HEX 
0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
4014749 . WASHER-KEY 
0.2025 ID X 0.020 IN. THK (AP) 
ST1000-111 . PACKING-PREFORMED 
0.424 ID X 0.103 IN. DIA 
MS9519-13 
MS9530-13 i 
171752 . WASHER-KEY 
0.255 ID X 0.031 IN. THK 


Change 24 2-237 
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FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


DELETED 
MS9549-10 . WASHER 
4002712 . NUT-BEARING RETAINING, EXTERNALLY 
THREADED 
1.000-20UNJEF-3A X 0.625 IN. THK 
4002713 . WASHER-KEY 
1.150 ID X 1.735 OD X 0.031 IN. THK 
ST1000-164 . PACKING-PREFORMED 
6.237 ID X 0.103 IN. DIA 
4032005 . BEARING OPTION 
SEE OPTION TABLE 
MS9519-08 . BOLT (AP) 
171752 . WASHER-KEY 
0.255 ID X 0.031 IN. THK (AP) 
4047095 . COVER ASSY-GEARBOX, UPPER 
MS124736 
4047096 .. COVER-GEARBOX, UPPER 
4063571 . NUT-BEARING RETAINING, INTERNALLY 
THREADED 
2.500-16UNJ-3B X 0.250 IN. THK 
4022340 . WASHER-KEY 
2.540 ID X 2.890 OD X 0.031 IN. THK 
4025256 . GEARSHAFT-BEVEL, GEARBOX, 28 TEETH 
4002711 . NUT-INVERTED, SPANNER 
4.000-20UNJS-3A X 0.235 IN. THK 
4002710 . WASHER-KEY 
3.600 ID X 0.031 IN. THK 
4039976 . BEARING OPTION 
SEE OPTION TABLE 
REPLACED BY 4081473 
4081473 . BEARING OPTION 
SEE OPTION TABLE 
REPLACES 4039976 
ST1000-163 . PACKING-PREFORMED 
5.987 ID X 0.103 IN. DIA 
4070028 . SLEEVE-SEALING, GEARBOX 
4023577 . TUBE-SCAVENGE, GEARBOX 
4023576 . TUBE-SCAVENGE, GEARBOX 
4068434 . COVER-GEARBOX SUMP, ASSY OF 
2147967 . SCREW-MACHINE, HEX 
0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
4014749 . WASHER-KEY 
0.2025 ID X 0.020 IN. THK (AP) 
4058696 . SCREEN-PROTECTIVE, GEARBOX SUMP COVER, . 
ASSY OF 
4068474 . BAFFLE-GEARBOX, ASSY OF 
2147967 . SCREW-MACHINE, HEX 
0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
4014749 . WASHER-KEY 
0.2025 ID X 0.020 IN. THK (AP) 
4068423 . BAFFLE-GEARBOX HOUSING 
4017949 . GEARSHAFT-SPUR, GEARBOX, 23 AND 99 TEETH . 
4061214 . BEARING OPTION 
SEE OPTION TABLE 
4047890 . PUMP ASSY-SCAVENGE, NO. 2 AND 3 BEARING... 
4070990 . HOUSING ASSY-GEARBOX 
SEE FIG. 61 FOR DETAIL PARTS 
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FIGURE 61. GEARBOX HOUSING ASSY 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4070990 HOUSING ASSY-GEARBOX 

SEE FIG. 60-114 FOR NHA 
4065369 . BUSHING-SLEEVE, FLANGED 

0.3753 ID X 0.225 IN. LONG 
4065366 . BUSHING-SLEEVE, FLANGED 

0.6195 ID X 0.6785 OD X 0.4925 IN. LONG 
4020057 . STUD-PLAIN 

0.250-20NS-28UNJF-3A X 1.538 IN. LONG 
4020057P3 


4020057P6 
4020057P9 
4020057P12 


MS9390-300 
4003695 
MS9486-02 
MS9390-420 
MS124736 
MS124695 E 
4020056 . STUD-PLAIN 
0.250-20NS-28UNJF-3A X 1.438 IN. LONG 
4020056P3 


4020056P6 
4020056P9 
4020056P12 


MS124658 
714099 . INSERT-SCREW THREAD, SELF-LOCKING 
0.250-28 X 11.375 COILS 
4020052 . STUD-PLAIN 
0.375-16NS-24UNJF-3A X 1.925 IN. LONG 
4020052P3 


4020052P6 
4020052P9 


4020052P12 

0.012 IN. OVERSIZE 
4026685 . STUD-PLAIN 

0.250-20NS-28UNJF-3A X 1.195 IN. LONG 
4026685P3 


4026685P6 
4026685P9 


4026685P12 
0.012 IN. OVERSIZE 
806144 . PLATE-IDENTIFICATION, COMPANY NAME 
156010 . SPACER-IDENTIFICATION PLATE 
4003694 . SCREW-MACHINE, FLAT 
0.164-32UNJC-3A X 0.312 IN. LONG (AP) 
806145 . FRAME-IDENTIFICATION PLATE 
4070121 . HOUSING-GEARBOX 
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FIGURE 62. AUGMENTOR DUCT AND NOZZLE MODULE 
(SHEET 1 OF 4) 
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FIGURE 62. AUGMENTOR DUCT AND NOZZLE MODULE 
(SHEET 2 OF 4) 
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FIGURE 62. AUGMENTOR DUCT AND NOZZLE MODULE 
(SHEET 3 OF 4) 
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FIGURE 62. AUGMENTOR DUCT AND NOZZLE MODULE 
(SHEET 4 OF 4) 
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2-246 


PART 
NUMBER 


4068724-800 
4068824-800 
4084758-800 
4084858-800 
4071166 
ST2468-014 
4025416 
4036610 
ST1411-15 
ST2015-018 
ST2053-028 
ST2053-030 
4018338 
4074197 


4077295 


4075522 
NAS1398C4A3 
4012006 


MS9245-28 
440491 


909281-K35 
2646556 
ST2016-010 
4052098 
4006311 
4023115 
4076771 
4011121 
4011122 
4045695 


4011105 
4011110 


Change 25 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


AUGMENTOR DUCT AND NOZZLE MODULE 
SEE FIG. 1-11 FOR NHA 

AUGMENTOR DUCT AND NOZZLE MODULE 
SEE FIG. 1-11 FOR NHA 

AUGMENTOR DUCT AND NOZZLE MODULE 
SEE FIG. 1-11 FOR NHA 

AUGMENTOR DUCT AND NOZZLE MODULE 
SEE FIG. 1-11 FOR NHA 


. COVER-AUGMENTOR NOZZLE SUPPORT, ASSY ... 


OF 


. SCREW-MACHINE, PAN 


0.190-32UNJF-3A X 0.438 IN. LONG (AP) 


. WASHER-KEY 


0.281 ID X 0.025 IN. THK 


. PIN-STRAIGHT, HEADED 


0.2485 DIA X 0.715 IN. LONG 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 1.062 IN. LONG 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.562 IN. LONG 


. BOLT-MACHINE, HEX 


0.190-32UNJF-3A X 0.875 IN. LONG 


. BOLT-MACHINE, HEX 


0.190-32 X 0.938 IN. LONG 


. BRACKET-GROUND HANDLING STRUT 
. NOZZLE-AUGMENTOR, ASSY OF 


USE ONLY ON 4068724-800 
SEE FIG. 63 FOR DETAIL PARTS 


. NOZZLE-AUGMENTOR, ASSY OF 


USE ONLY ON 4068824-800 
SEE FIG. 63 FOR DETAIL PARTS 


. PLATE-IDENTIFICATION, AUGMENTOR DUCT AND . 


NOZZLE MODULE 


. RIVET-BLIND (AP) 


REPLACES NAS1398C4A2 


. BOLT-MACHINE, DRILLED, DOUBLE HEX 


0.164-32UNJF-3A X 0.625 IN. LONG 


| SHAFT-FLEXIBLE, SECONDARY ACTUATOR, 


CONVERGENT NOZZLE 
P&W PART NO. 4020265 
PARTIAL BREAKDOWN FOLLOWS 


.. PIN-SPRING 
.. RING-RETAINER 
. BOLT-MACHINE, DRILLED, DOUBLE HEX 


0.190-32UNJF-3A X 0.312 IN. LONG 


. WASHER-KEY 


0.221 ID X 0.0475 IN. THK 


. NUT-SELF-LOCKING, DOUBLE HEX 


0.190-32UNJF-3B X 0.3175 IN. THK 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-SHOULDER, DOUBLE HEX 


0.190-32UNJF-3A X 0.971 IN. LONG 


. SUPPORT-AUGMENTOR NOZZLE ACTUATOR 
. SUPPORT-AUGMENTOR NOZZLE ACTUATOR 
. BEARING OPTION 


SEE OPTION TABLE 


. SEAT-HELICAL COMPRESSION SPRING 
. SPRING-HELICAL COMPRESSION 


1.780 ID X 0.100 IN. DIA ROUND X 6 COILS 


ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


442021 . ACTUATOR-BALL SCREW, PRIMARY, 
CONVERGENT NOZZLE 
P&W PART NO. 4085022 
SUPERSEDES 441615 
P&W PART NO. 4076324 
SEE FIG. 64 FOR DETAIL PARTS 
442020 . ACTUATOR-BALL SCREW, SECONDARY, 
CONVERGENT NOZZLE 
P&W PART NO. 4085021 
SUPERSEDES 441614 
P&W PART NO. 4076323 
SEE FIG. 64A FOR DETAIL PARTS 
ST2000-04 . ADAPTER-STRAIGHT, TUBE TO BOSS 
0.437-20UNJF-3A X 0.250 IN. TUBE OD 
2084693 
0.451 ID X 0.688 OD X 0.0645 IN. DIA ROUND 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4058688 . BRACKET-DOUBLE ANGLE, ASSY OF 
2104327 .. CHANNEL-LOOP CLAMP 
2120200 .. BUSHING-STEPPED 
0.700 OD X 0.073 IN. THK 
4058515 .. BRACKET-DOUBLE ANGLE 
ST2108-02 . SPACER-SLEEVE 
0.203 ID X 0.406 OD X 0.062 IN. THK 
4004056 . COVER-FINGER VALVE 
4004060 . SCREW-MACHINE, CSK 
0.138-40UNJF-3A X 0.250 IN. LONG 
4004057 . SPACER-FINGER VALVE 
4004058 . SPRING-FINGER VALVE 
DELETED 
4080412-01 . LINER-AUGMENTOR COMBUSTION CHAMBER, . 
ASSY OF 
SEE FIG. 65 FOR DETAIL PARTS 
4081214-01 . LINER-AUGMENTOR COMBUSTION CHAMBER, .... 
ASSY OF 
REOP AND REID OF 4079666-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 65 FOR DETAIL PARTS 
4084715-01 ۔‎ LINER-AUGMENTOR COMBUSTION CHAMBER, . 
ASSY OF 
SEE FIG. 65 FOR DETAIL PARTS 
4083169-01 . LINER-AUGMENTOR COMBUSTION CHAMBER, . . 
ASSY OF 
SEE FIG. 65 FOR DETAIL PARTS 
4083180-01 . LINER-AUGMENTOR COMBUSTION CHAMBER, . 
ASSY OF 
REOP AND REID OF 4081214-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 65 FOR DETAIL PARTS 
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FIGURE 
& INDEX 
NUMBER 


2-246.2 


PART 
NUMBER 


4073475 
4082964 
4068700 
4068800 
4023115 
ST2015-020 
ST2015-024 


4072165 
4069229 


Change 24 


DESCRIPTION 


. DUCT-AUGMENTOR COMBUSTION CHAMBER, .... 


ASSY OF 


. DUCT-AUGMENTOR COMBUSTION CHAMBER, .... 


ASSY OF 
SEE FIG. 66 FOR DETAIL PARTS 
ENGINE ASSY-TURBO FAN 
ENGINE ASSY-TURBO FAN 
. NUT OPTION 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.750 IN. LONG 
. BRACKET-ANGLE, ASSY OF 
. BRACKET-LOOP CLAMP, ASSY OF 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


KS 


T.O. 2J-F100-54 


106402 


FIGURE 63. AUGMENTOR NOZZLE ASSY 
(SHEET 1 OF 6) 


(2-247 Blank)/2-248 Change 24 


T.O. 2J-F100-54 


104858 


FIGURE 63. AUGMENTOR NOZZLE ASSY 
(SHEET 2 OF 6) 


Change 23 2-249 
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FIGURE 63. AUGMENTOR NOZZLE ASSY 
(SHEET 3 OF 6) 


2-250 Change 23 


T.O. 2J-F100-54 


29206 


FIGURE 63. AUGMENTOR NOZZLE ASSY 
(SHEET 4 OF 6) 


Change 23 2-251 
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104859 


) 


SHEET 5 OF 6 


( 


FIGURE 63. AUGMENTOR NOZZLE ASSY 


Change 23 
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FIGURE 63. AUGMENTOR NOZZLE ASSY 


(SHEET 6 OF 6) 


2-253 
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FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4074197 NOZZLE-AUGMENTOR, ASSY OF 
SEE FIG. 62-9 FOR NHA 
4077295 NOZZLE-AUGMENTOR, ASSY OF 
SEE FIG. 62-9 FOR NHA 
4070357 . PIN-STRAIGHT, HEADED 
0.126 OD X 0.520 IN. LONG 
4070358 . WASHER-KEY 
0.156 ID X 0.025 IN. THK 
4077151 . CLAMP-BRIDGE, AUGMENTOR DIVERGENT 
NOZZLE SEAL, ASSY OF 
4057828 . NUT OPTION (AP) 
SEE OPTION TABLE 
4023967 . WASHER-FLAT 
0.127 ID X 0.200 OD X 0.045 IN. THK 
4079434 . PIN-STRAIGHT, HEADED, FLAT 
0.12375 OD X 0.850 IN. LONG 
REPLACES 4023966 
4076459 . SEAL-AUGMENTOR DIVERGENT NOZZLE 
SEGMENT, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
AN123321 m 
4050494 .. CONNECTING LINK-AUGMENTOR DIVERGENT .... 
NOZZLE SEAL 
4050491 .. SPACER-SLEEVE 
0.098 X 0.158 X 0.117 IN. THK 
4050490 .. GUIDE-AUGMENTOR DIVERGENT NOZZLE 
SEGMENT SEAL 
ST1219-156 .. RIVET-SOLID, UNIVERSAL 
0.156 DIA X 0.312 IN. LONG 
ST1219-102 .. RIVET-SOLID, UNIVERSAL 
0.125 DIA X 0.188 IN. LONG 
4057748 .. GUIDE-AUGMENTOR DIVERGENT NOZZLE 
SEGMENT SEAL 
4057221 .. GUIDE-AUGMENTOR DIVERGENT NOZZLE 
SEGMENT SEAL 
4076458 .. BRACE-AUGMENTOR DIVERGENT NOZZLE 
SEGMENT SEAL 
4036748 .. HINGE-AUGMENTOR DIVERGENT NOZZLE 
SEGMENT SEAL 
AN123619 .. RIVET (AP) 
AN123336 .. RIVET (AP) 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4071130 . LINER-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT SEAL, ASSY OF 
WHEN EXH USE 4078304 
2072839 .. RIVET-SOLID, UNIVERSAL HD 
0.125 DIA X 0.312 IN. LONG 
REPLACES 2091029 
4071138 .. WASHER-AUGMENTOR CONVERGENT NOZZLE... 
SEGMENT LINER 
4071131 .. LINER-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT 
4071139 .. BOLT-ANCHOR 
0.190-32UNJF-3A X 0.765 IN. LONG 
4071134 .. LINER-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT SEAL, ASSY OF 
4078304 . LINER-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT SEAL, ASSY OF 
2072839 .. RIVET-SOLID, UNIVERSAL HD 
0.125 DIA X 0.312 IN. LONG 
4071138 .. WASHER-AUGMENTOR CONVERGENT NOZZLE... 
SEGMENT LINER 
4078305 .. LINER-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT 
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FIGURE 
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PART 
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4071139 
4077943 
4081289-01 
4034933 


MLSP-M04-01 


4033951 
4077837 
4080837-01 


4082667-01 


4038480 


AN123618 
4077838 


AN123320 
4034930 


4046357 
4082999 
AN123319 


4034930 


4077839 


4080837-03 


4082667-03 


4072801 


4080837-02 


4082667-02 


4076954 
4080839-01 


4083668-01 
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PER 
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.. BOLT-ANCHOR 


0.190-32UNJF-3A X 0.765 IN. LONG 


.. LINER-AUGMENTOR CONVERGENT NOZZLE 


SEGMENT SEAL, ASSY OF 


.. LINER-AUGMENTOR CONVERGENT NOZZLE 


SEGMENT SEAL, ASSY OF 


. LOCK-AUGMENTOR CONVERGENT NOZZLE SEAL . 


HINGE PIN 


. RIVET-BLIND, UNIVERSAL 


0.125 DIA X 0.062 IN. GRIP LENGTH (AP) 
P&W PART NO. 2152845 


. PIN-STRAIGHT, HEADED, FLAT 


0.094 DIA X 0.730 IN. LONG 


. SEAL-AUGMENTOR CONVERGENT NOZZLE 


SEGMENT, ASSY OF 


. SEAL-AUGMENTOR CONVERGENT NOZZLE 


SEGMENT, ASSY OF 


. SEAL-AUGMENTOR CONVERGENT NOZZLE 


SEGMENT, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. HINGE-AUGMENTOR CONVERGENT NOZZLE 


SEGMENT SEAL 


.. RIVET (AP) 
.. HINGE-AUGMENTOR CONVERGENT NOZZLE 


SEGMENT SEAL 


.. RIVET (AP) 
.. SPACER-SLEEVE 


0.097 ID X 0.200 OD X 0.060 IN. THK (AP) 


.. COVER-AUGMENTOR NOZZLE SEAL HINGE 


USE ONLY ON 4080837-01 


.. COVER-AUGMENTOR NOZZLE SEAL HINGE 


USE ONLY ON 4082667-01 


.. RIVET (AP) 


USE ONLY ON 4080837-01 


.. SPACER-SLEEVE 


0.097 ID X 0.200 OD X 0.060 IN. THK (AP) 
USE ONLY ON 4080837-01 


.. BRACE-CONVERGENT AUGMENTOR NOZZLE .... 


SEGMENT 
USE ONLY ON 4077837 


.. BRACE-CONVERGENT AUGMENTOR NOZZLE .... 


SEGMENT 
USE ONLY ON 4080837-01 


.. BRACE-CONVERGENT AUGMENTOR NOZZLE .... 


SEGMENT 
USE ONLY ON 4082667-01 


.. SEAL-CONVERGENT AUGMENTOR NOZZLE 


SEGMENT 
USE ONLY ON 4077837 


.. SEAL-CONVERGENT AUGMENTOR NOZZLE 


SEGMENT 
USE ONLY ON 4080837-01 


.. SEAL-CONVERGENT AUGMENTOR NOZZLE 


SEGMENT 
USE ONLY ON 4082667-01 


. SEAL-AUGMENTOR BALANCE NOZZLE 


SEGMENT, ASSY OF 


. SEAL-AUGMENTOR BALANCE NOZZLE 


SEGMENT, ASSY OF 


. SEAL-AUGMENTOR BALANCE NOZZLE 


SEGMENT, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


Change 25 
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& INDEX PART PER ON 
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4034930 .. SPACER-SLEEVE 
0.097 ID X 0.200 OD X 0.060 IN. THK 
AN123319 
AN123318 5 
4076956 .. COVER-AUGMENTOR NOZZLE SEAL HINGE 
4075805 .. HINGE-AUGMENTOR BALANCE NOZZLE 
SEGMENT SEAL 
4071141 . NOZZLE SEGMENT-EXTERNAL, AUGMENTOR, 
ASSY OF 
USE ONLY ON 4077295 
MS9245-24 . PIN (AP) 
USE ONLY ON 4077295 
4062489 . NUT OPTION (AP) 
SEE OPTION TABLE 
USE ONLY ON 4077295 
4071145 . BOLT-MACHINE, SLAB, DRILLED 
0.190-32 X 2.765 IN. LONG (AP) 
USE ONLY ON 4077295 
DELETED 
DELETED 
DELETED 
4023116 
SEE OPTION TABLE 
USE ONLY ON 4077295 
4076817 . BOLT-MACHINE, SLAB 
0.250-28UNJF-3A X 1.000 IN. LONG 
USE ONLY ON 4077295 
4071146 . BEARING OPTION 
SEE OPTION TABLE 
USE ONLY ON 4077295 
4080585 . BEARING-PLAIN, ROD END, EXTERNAL NOZZLE, .. 
ASSY OF 
USE ONLY ON 4077295 
4079964 .. BEARING-PLAIN, SPHERICAL 
0.250 ID X 0.500 OD X 0.343 IN. THK 
4079186 .. BEARING-PLAIN, ROD END, EXT NOZZLE 
4086489 .. BEARING OPTION 
SEE OPTION TABLE 
4059942 . PIN-STRAIGHT, HEADED, DEE 
0.3115 X 1.110 IN. LONG 
4024873 . WASHER-KEY 
0.327 ID X 0.025 IN. THK 
4023117 . NUT OPTION 
SEE OPTION TABLE 
ST2235-032 . BOLT-MACHINE, DOUBLE HEX 
0.3125-24UNJF-3A X 1.000 IN. LONG 
4048999 . RETAINER-AUGMENTOR NOZZLE PIN 
4071720 . PIN-STRAIGHT, HEADLESS 
0.291 X 1.035 IN. LONG 
4075771 . BRACKET OPTION 
SEE OPTION TABLE 
4080732 . CONNECTING LINK OPTION 
SEE OPTION TABLE 
4072948 . LOCK-AUGMENTOR CONVERGENT NOZZLE 
HINGE PIN 
4070743 . PIN-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT HINGE, ASSY OF 
4071142 . NOZZLE SEGMENT-DIVERGENT, AUGMENTOR,.... 
ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4069915 .. HINGE-AUGMENTOR DIVERGENT NOZZLE 
SEGMENT 
4071143 .. NOZZLE SEGMENT-DIVERGENT AUGMENTOR .... 
AN123636 | 
AN123336 
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NUMBER NUMBER DESCRIPTION ASSY CODE 


4071804 . SEAT OPTION 
SEE OPTION TABLE 

4070107 . LINER-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT, ASSY OF 


AN123319 - 
4048887 .. SEAT-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT LINER 
4077801-01 .. HINGE-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT LINER, ASSY OF 
AN123315 .. RIVET (AP) 
4074397 .. LINER-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT, ASSY OF 
4023117 . NUT OPTION 
SEE OPTION TABLE 
4070476 . BOLT-MACHINE 
0.3125-24UNJF-3A X 1.090 IN. LONG 
4071755 . CONNECTING LINK OPTION 
SEE OPTION TABLE 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4070477 . BOLT-MACHINE 
0.250-28UNJF-3A X 1.085 IN. LONG 
4075973 . LOCK-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT COVER 
4075472 . PIN-STRAIGHT, FLAT, SLOTTED 
0.2485 OD X 1.000 IN. LONG 
4074709 . LINK OPTION 
SEE OPTION TABLE 
4001221 . NUT-PLAIN, ROUND 
0.586-32UNJS-3B X 0.219 IN. THK 
4076423 . WASHER-KEY 
0.6025 ID X 0.043 IN. THK 
4063876 . BEARING OPTION 
SEE OPTION TABLE 
4074624 . LEVER-AUGMENTOR NOZZLE 
4071233 . GUIDE-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT 
4070977 . PIN-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT HINGE 
4023116 . NUT OPTION 
SEE OPTION TABLE 
ST2018-028 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 
4071718 . SEAL-AUGMENTOR NOZZLE SUPPORT 
USE ONLY ON 4077295 
4071717 . PIN-SHOULDER, HEADLESS 
0.18775 AND 0.312 X 0.805 IN. LONG 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4020685 . BOLT-SHOULDER, HEX 
0.190-32UNJF-3A X 0.520 IN. LONG 
ST2053-022 . BOLT-MACHINE, HEX 
0.190-32UNJF-3A X 0.688 IN. LONG 
4071122 . SUPPORT-AUGMENTOR NOZZLE 
4071123 . SUPPORT-AUGMENTOR NOZZLE 
4076383 . BEARING OPTION 
SEE OPTION TABLE 
4081425 . BEARING-SLEEVE, CONVERGENT NOZZLE, ASSY . 
OF 
4071726 . PIN-AUGMENTOR CONVERGENT NOZZLE 
SEGMENT 
4070741 . NOZZLE SEGMENT-CONVERGENT, AUGMENTOR, . 


AN123336 
4038769 .. RETAINER-AUGMENTOR CONVERGENT NOZZLE . 
SEGMENT 


Change 25 2-255 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4070742 .. NOZZLE SEGMENT-CONVERGENT, AUGMENTOR . 
4058231 . NUT OPTION 
SEE OPTION TABLE 
4057689 . BOLT-SHOULDER, HEX 
0.375-24UNJF-3A X 1.235 IN. LONG 
4073564 . CONNECTING LINK ASSY-RIGID, BALANCE 
NOZZLE SEGMENT 
4073566 .. BEARING-PLAIN, SPHERICAL 
0.500 ID X 0.8232 OD X 0.450 IN. THK 
4073565 .. CONNECTING LINK-RIGID, BALANCE NOZZLE .... 
SEGMENT 
4070067 . NOZZLE SEGMENT-BALANCE, AUGMENTOR 
MS9245-25 
MS9363-11 
MS9549-11 А 
4050564 . САМ FOLLOWER-ROLLER BEARING, 
AUGMENTOR NOZZLE 
4083077 . CAM FOLLOWER-ROLLER BEARING, 
AUGMENTOR NOZZLE 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4071327 . BOLT-SHOULDER 
0.250-28UNJF-3A X 1.210 IN. LONG 
4081773 . BOLT-SHOULDER 
0.250-28UNJF-3A X 1.210 IN. LONG 
4071170 . RUNNER-AUGMENTOR NOZZLE 
SYNCHRONIZING RING 
4071171 . PIN-STRAIGHT, HEADLESS 
0.2485 DIA X 1.839 IN. LONG 
4071328 . CONNECTING LINK-AUGMENTOR NOZZLE 
SYNCHRONIZING RING, ASSY OF 
4071400 .. BEARING OPTION 
SEE OPTION TABLE 
4071329 .. CONNECTING LINK-AUGMENTOR NOZZLE 
SYNCHRONIZING RING 
4074229-01 . RING-SYNCHRONIZING, AUGMENTOR NOZZLE, ... 
ASSY OF 
4071150 . SUPPORT-AUGMENTOR NOZZLE, ASSY OF 
4080513 . SUPPORT-AUGMENTOR NOZZLE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
NS103718-02 .. NUT-SELF-LOCKING, PLATE, 2 LUG 
0.190-32UNJF-3B 
P&W PART NO. 4027891 
AN123620 
AN123319 
AN123336 
AN123637 Е 
4071160 .. GUIDE-AUGMENTOR NOZZLE SUPPORT 
4071172 .. GUIDE-AUGMENTOR NOZZLE SUPPORT 
USE ONLY ON 4071150 
4080512 .. GUIDE-AUGMENTOR NOZZLE SUPPORT 
USE ONLY ON 4080513 
AN123339 .. RIVET (AP) 
4071164 .. BRACKET-ACTUATOR GUIDE TRACK 
USE ONLY ON 4071150 
4080514 .. BRACKET-ACTUATOR GUIDE TRACK 
USE ONLY ON 4080513 
AN123620 .. RIVET (АР) 
4075729 .. NUT OPTION 
SEE OPTION TABLE 
4071162 .. STRIP-AUGMENTOR NOZZLE SUPPORT 
4030789 .. PIN-SHOULDER, HEADLESS 
0.12475 AND 0.186 X 0.325 IN. LONG 
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T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4055310 .. STIFFENER-AUGMENTOR NOZZLE SUPPORT 
SERVICE REPAIR PART FOR 4080513 
CR3523-4-01 .. RIVET-BLIND, UNIVERSAL 
P&W PART NO. ST1173-01 
SERVICE REPAIR PART FOR 4080513 
CR3523-4-02 .. RIVET-BLIND, UNIVERSAL 
P&W PART NO. ST1173-02 
SERVICE REPAIR PART FOR 4080513 
CR3523-4-03 .. RIVET-BLIND, UNIVERSAL 
P&W PART NO. ST1173-03 
SERVICE REPAIR PART FOR 4080513 
NAS9307M-4-01 


NAS9307M-4-02 
NAS9307M-4-03 


MS9319-100 
SERVICE REPAIR PART FOR 4080513 
4060316 .. STIFFENER-AUGMENTOR NOZZLE SUPPORT 
SERVICE REPAIR PART FOR 4080513 
AN123399 
SERVICE REPAIR PART FOR 4080513 
4060313 .. STIFFENER-AUGMENTOR NOZZLE SUPPORT 
SERVICE REPAIR PART FOR 4080513 
MS9319-102 


MS9319-104 
MS9319-101 
MS9319-098 


MS9319-004 

SERVICE REPAIR PART FOR 4080513 
4084884 .. STIFFENER-AUGMENTOR NOZZLE SUPPORT 

SERVICE REPAIR PART FOR 4080513 
4084885 .. STIFFENER-AUGMENTOR NOZZLE SUPPORT 

SERVICE REPAIR PART FOR 4080513 
MS9319-006 

SERVICE REPAIR PART FOR 4080513 
4083132 .. STIFFENER-AUGMENTOR NOZZLE SUPPORT 

SERVICE REPAIR PART FOR 4080513 
4083135 .. STIFFENER-AUGMENTOR NOZZLE SUPPORT 

SERVICE REPAIR PART FOR 4080513 
MS9319-050 


MS9319-099 
MS9318-052 
AN123319 


AN123315 


MS9319-052 


SERVICE REPAIR PART FOR 4080513 
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FIGURE 64. CONVERGENT NOZZLE PRIMARY BALL SCREW ACTUATOR 


Change 5 
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Т.О. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


442021 ACTUATOR-BALL SCREW, PRIMARY, 
CONVERGENT NOZZLE 
P&WA PART NO. 4085022 
SUPERSEDES 441615 
SEE FIG. 62-26 FOR NHA 
441615 ACTUATOR-BALL SCREW, PRIMARY, 
CONVERGENT NOZZLE 
P&WA PART NO. 4076324 
SUPERSEDED BY 442021 
PARTIAL BREAKDOWN FOLLOWS 
2678723 . CLEVIS ASSY-ACTUATOR 
2675244 . LOCKNUT 
NAS813-8 
953528-482 


(00 JO O1 + © D 


— о 


NO. 10-32 X 0.500 IN. LONG 
2649812 . SHAFT-DRIVE 
MS16562-193 . PIN (AP) 
2651545 . COVER-PROTECTIVE 
AN515-8-16 . SCREW (AP) 
2646514 . COUPLING 
MS16562-193 . PIN (AP) 
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FIGURE 64A. CONVERGENT NOZZLE SECONDARV BALL SCREW ACTUATOR 


Change 5 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


442020 ACTUATOR-BALL SCREW, SECONDARY, 
CONVERGENT NOZZLE 
P&WA PART NO. 4085021 
SUPERSEDES 441614 
SEE FIG. 62-27 FOR NHA 
441614 ACTUATOR-BALL SCREW, SECONDARY, 
CONVERGENT NOZZLE 
P&WA PART NO. 4076323 
SUPERSEDED BY 442020 
PARTIAL BREAKDOWN FOLLOWS 
2678723 . CLEVIS ASSY-ACTUATOR 
2675244 . LOCKNUT 
NAS813-8 
953528-482 


—-0ONJO O1 + © D 


— о 


NO. 10-32 X 0.500 IN. LONG 
2649812 . SHAFT-DRIVE 
MS16562-193 . PIN (AP) 
2651545 . COVER-PROTECTIVE 
AN515-8-16 . SCREW (AP) 
2646514 . COUPLING 
MS16562-193 . PIN (AP) 
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109321 


FIGURE 65. AUGMENTOR COMBUSTION CHAMBER LINER ASSY 


2-260 Change 25 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4080412-01 


4081214-01 


4083180-01 


4083169-01 


4084715-01 


4079849 


AN123319 
4078432 


AN123335 
4084447 


4078389 
AN123335 
AN123352 
4037404 


4079689 


AN123336 
4079600 
4080834 


AN123335 
4078396 


4080835 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


LINER-AUGMENTOR COMBUSTION CHAMBER, ҮК/ҮМ 
ASSY ОҒ 
SEE FIG. 62-40 FOR МНА 
LINER-AUGMENTOR COMBUSTION CHAMBER, YK 
ASSY OF 
SEE FIG. 62-40 FOR NHA 
REOP AND REID OF 4079666-01 
DO NOT PROCURE FROM P&W 
LINER-AUGMENTOR COMBUSTION CHAMBER, 
ASSY OF 
REOP AND REID OF 4081214-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 62-40A FOR NHA 
LINER-AUGMENTOR COMBUSTION CHAMBER, 
ASSY OF 
SEE FIG. 62-40A FOR NHA 
LINER-AUGMENTOR COMBUSTION CHAMBER, 
ASSY OF 
SEE FIG. 62-40 FOR NHA 
PARTIAL BREAKDOWN FOLLOWS 


. DAMPER-AUGMENTOR COMBUSTION CHAMBER .. 


LINER 


. RIVET (AP) 
. FLANGE-AUGMENTOR COMBUSTION CHAMBER... 


LINER 


. RIVET (AP) 
. SPACER-AUGMENTOR LINER 


USE ONLY ON 4084715-01 


. BRACKET-AUGMENTOR COMBUSTION CHAMBER . 


. PLATE-REINFORCING, AUGMENTOR 
COMBUSTION CHAMBER LINER (AP) 

. PLATE-AUGMENTOR COMBUSTION CHAMBER .... 
LINER 
USE ONLY ON 4081214-01 


USE ONLY ON 4081214-01 


. STIFFENER-AUGMENTOR COMBUSTION 


CHAMBER LINER 


. STIFFENER-AUGMENTOR COMBUSTION 


CHAMBER LINER 


۱ STIFFENER-AUGMENTOR COMBUSTION 


CHAMBER LINER 


. STIFFENER-AUGMENTOR COMBUSTION 


CHAMBER LINER 


Change 25 2-260.1/(2-260.2 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


AN123335 
4080835 


AN123335 
4073697 


4080836 


AN123335 
4071334 


AN123336 


4060885 


4058991 


4083156 


4084039 


4082663-01 


4084071-01 


4074715 


4084030 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. RIVET (AP) 
. STIFFENER-AUGMENTOR COMBUSTION 


CHAMBER LINER 


CHAMBER LINER 


. STIFFENER-AUGMENTOR COMBUSTION 


CHAMBER LINER 


LOUVER-AUGMENTOR COMBUSTION CHAMBER .. 


LINER, ASSY OF (UNDRILLED) 


. RIVET (AP) 
. SEAL-ASSY OF, AUGMENTOR COMBUSTION 


CHAMBER DUCT 
USE ONLY ON 4080412-01 AND 4081214-01 


. SEAL-AUGMENTOR COMBUSTION CHAMBER 


DUCT, ASSY OF 
SUITABLE SUB. FOR 4060885 
AF ASSIGNED APPLICATION 


. SEAL-ASSY OF, AUGMENTOR COMBUSTION 


CHAMBER DUCT 
USE ONLY ON 4083169-01, 4083180-01, 
AND 4084715-01 


. LINER-AUGMENTOR COMBUSTION CHAMBER 


SERVICE REPAIR FOR 4080412-01 


. LINER-AUGMENTOR COMBUSTION CHAMBER, .... 


ASSY OF 
SERVICE REPAIR FOR 4080412-01 


. LINER-AUGMENTOR COMBUSTION CHAMBER, .... 


ASSY OF 
SERVICE REPAIR FOR 4080412-01, 4081214-01, 
4083169-01 AND 4083180-01 


. LOUVER-AUGMENTOR COMBUSTION CHAMBER .. 


LINER, ASSY OF 
SERVICE REPAIR FOR 4083169-01 AND 
4083180-01 


. SEAL-AUGMENTOR COMBUSTION CHAMBER 


DUCT, ASSY OF 
SERVICE REPAIR FOR 4083169-01 AND 
4083180-01 


Change 24 2-261 
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48612 


FIGURE 66. AUGMENTOR COMBUSTION CHAMBER DUCT ASSY 


Change 4 


2-262 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4073475 
4082964 


4076046 
HL379V-8 


HL13V-8-5 


4073477 


MS9318-098 
MS9319-098 
4071176-01 


4081140-01 
MS9319-052 
4073476-01 
ST2138-03 
MS9318-102 
4076047 


MS9318-060 
ST2137-04 


MS9318-052 
4030789 


4073478-01 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


DUCT-AUGMENTOR COMBUSTION CHAMBER, KS 
ASSY OF 

DUCT-AUGMENTOR COMBUSTION CHAMBER, KT 
ASSY OF 
SEE FIG. 62-41 FOR NHA 
PARTIAL BREAKDOWN FOLLOWS 


. BRACKET-CONVERGENT NOZZLE CYLINDER 
. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING .. 


0.250-28 X 0.484 IN. LONG (AP) 
P&WA PART NO. ST2140-08 


. PIN-RIVET-THREADED, COUNTERSUNK 


0.250-28 X 0.312 IN. GRIP (AP) 
P&WA PART NO. ST2494-05 


. SEAL-AUGMENTOR COMBUSTION CHAMBER 


DUCT 


. RIVET (AP) 
. RIVET (AP) 
. SEAL-AUGMENTOR NOZZLE SUPPORT, ASSY OF . 


USE ONLY ON 4073475 


. SEAL-AUGMENTOR COMBUSTION CHAMBER, 


REAR, SUBASSY OF 
USE ONLY ON 4082964 


. RIVET (AP) 
. DUCT-AUGMENTOR COMBUSTION CHAMBER, .... 


REAR, SUBASSV OF 


. BOLT-ANCHOR 


0.250-28UNJF-3A X 1.200 IN. LONG 


. RIVET (AP) 

. BOSS-LIGHT OFF DETECTOR 
. RIVET (AP) 

. BOLT-ANCHOR 


0.190-32UNJF-3A X 0.850 IN. LONG 


. RIVET (AP) 
. PIN-SHOULDER, HEADLESS 


0.12475 AND 0.186 X 0.325 IN. LONG 


. DUCT-AUGMENTOR COMBUSTION CHAMBER, .... 


REAR, SUBASSV OF 


Change 13 2-263 
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FIGURE 67. INLET/FAN MODULE 
(SHEET 1 OF 5) 
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FIGURE 67. INLET/FAN MODULE 
(SHEET 2 OF 5) 
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FIGURE 67. INLET/FAN MODULE 


(SHEET 3 OF 5) 
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FIGURE 67. INLET/FAN MODULE 
(SHEET 4 OF 5) 
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INLET/FAN MODULE 


(SHEET 5 OF 5) 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4068721-803 INLET/FAN MODULE 
SEE FIG. 1-12 FOR NHA 
4068721-804 INLET/FAN MODULE 
SEE FIG. 1-12 FOR NHA 
4082653-800 INLET/FAN MODULE 
SEE FIG. 1-12 FOR NHA 
REOP AND REID OF 4068721-803 OR -804 
DO NOT PROCURE FROM P&W 
MS9245-24 E 
4081406 . RETAINER-COMBUSTION CHAMBER LINER 
SUPERSEDES 4077276 
4075562 . PIN-CLEVIS 
0.2475 OD X 0.815 IN. LONG 
4022709 . NUT OPTION 
SEE OPTION TABLE 
4032220 . BOLT-MACHINE, DEE, DRILLED 
0.250-28UNJF-3A X 1.062 IN. LONG 
4026736 . CONNECTING LINK-RIGID, FRONT COMPRESSOR . 
STATOR 
ST2135-038 . BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 1.188 IN. LONG 
4068010 . WASHER-KEY, FRONT COMPRESSOR STATOR .... 
BELLCRANK SUPPORT 
4068009 . PIN-SHOULDER, HEADLESS 
0.2815 X 0.37425 OD X 1.075 IN. LONG 
4081404 . BELLCRANK-FRONT COMPRESSOR STATOR 
LINKAGE, INLET, ASSY OF 
4084170 . BELLCRANK-FRONT COMPRESSOR STATOR 
LINKAGE, INLET, ASSY OF 
SUPERSEDES 4065917 
SUPERSEDES 4081404 
PARTIAL BREAKDOWN FOLLOWS 
4084169 .. BUSHING-SLEEVE, FLANGED 
0.360 ID X 0.50145 OD X 0.150 IN. DEPTH 
SUPERSEDES 4081399 
4072623 .. BEARING OPTION 
SEE OPTION TABLE 
4074198 . BOLT-MACHINE, DRILLED, HEX 
0.250-28UNJF-3A MOD X 0.312 IN. LONG 
4074199 . SUPPORT-FRONT COMPRESSOR STATOR 
BELLCRANK, INLET 
4075565 . CLEVIS-ROD END 
0.375-24UNJF-3A X 3.577 IN. LONG 
4083039 . CLEVIS-ROD END 
0.375-24 X 3.677 IN. LONG 
4075566 . CLEVIS-ROD END 
0.375-24UNJF-3A X 5.781 IN. LONG 
4083038 . CLEVIS-ROD END 
0.375-24 X 5.881 IN. LONG 
4075569 . NUT-SLEEVE, HEX 
0.5625-18UNJF-3B X 1.490 IN. LONG 


Change 24 2-268.1 
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FIGURE UNITS| USABLE 
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NUMBER NUMBER DESCRIPTION ASSY CODE 


4077233 . WASHER-KEY LM 
0.385 ID X 0.043 IN. THK 
SUPERSEDES 4075567 
4004816 . WASHER-KEY LN 
0.381 ID X 0.037 IN. THK 
MS9245-24 . 
4022709 . МОТ OPTION 
SEE OPTION TABLE 
4033743 . BOLT-COMPRESSOR STATOR CYLINDER 
0.250-28UNJF-3A X 1.125 IN. LONG 
441436 . CYLINDER-ACTUATING, LINEAR, VARIABLE 
VANE, COMPRESSOR INLET 
P&WA PART NO. 4067838 
PARTIAL BREAKDOWN FOLLOWS 
953528-96 .. SCREW-MACHINE, 12 POINT 
AN960C6 .. WASHER-FLAT 
2666850-114 .. PACKING-PREFORMED 
2649313 .. RING-WIPER 
2649314 .. RING-PISTON 
2666850-113 .. PACKING-PREFORMED 
2663787-004 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 
557-S-4 .. PACKING-PREFORMED 
953528-191 .. SCREW-MACHINE, 12 POINT 
AN960C416L .. WASHER-FLAT 
2663848 .. BRACKET-TOROUE 
2666850-134 .. PACKING-PREFORMED 
2671708 .. COVER ASSY-PIVOT 
4069570 . BOLT-SHOULDER, SQUARE 
0.190-32UNJF-3A X 0.940 IN. LONG 
4023115 . NUT OPTION 
SEE OPTION TABLE 
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4069491 . SUPPORT ASSY-COMPRESSOR INLET VARIABLE . 
VANE CYLINDER 

ST2178-06 . SCREW-MACHINE, COUNTERSUNK 
0.190-32UNJF-3A X 0.375 IN. LONG (AP) 


MS21209F4-15 
4069478 .. BUSHING-SLEEVE, FLANGED 
0.3125 ID X 0.43885 OD X 0.360 IN. LONG 
4069492 .. SUPPORT-COMPRESSOR INLET VARIABLE 
VANE CYLINDER 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4004913 . BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4060113 . BOLT-MACHINE, HEX 
0.190-32UNJF-3A MOD X 0.875 IN. LONG 
4069486 . CONNECTING LINK-COMPRESSOR STATOR, 


MS9245-24 . 
4022709 . МОТ OPTION 
SEE OPTION TABLE 
4015774 . BOLT-MACHINE, HEX, DRILLED 
0.250-28UNJF-3A X 1.125 IN. LONG 
441435 . CONTROL AND CYLINDER-VARIABLE VANE, 
COMPRESSOR INLET 
P&WA PART NO. 4067837 
PARTIAL BREAKDOWN FOLLOWS 
NAS813-12 .. CAP-PROTECTIVE 
ALSO A DETAIL OF KIT P/N 351005A 
2718183 .. SERVOVALVE-ELECTRO HYDRAULIC, CIVV/RCVV . 
ALSO A DETAIL OF KIT P/N 351005A 


2-268.2 Change 16 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


953527-500 .. SCREW-MACHINE, 12 POINT (AP) 
ALSO A DETAIL OF KIT P/N 351005A 
P-15108 .. WASHER (AP) 
ALSO A DETAIL OF KIT P/N 351005A 
2666850-12 .. PACKING-PREFORMED 
ALSO A DETAIL OF KIT P/N 351005A 
2666889 .. SCREEN ASSY 
2670053 .. PLUG-SPECIAL 
2670890-5 .. PACKING-PREFORMED 
NAS813-12 .. CAP-PROTECTIVE 
2663863 .. WASHER-CONNECTOR 
953528-191 .. SCREW-MACHINE, 12 POINT 
AN960C416L .. WASHER-FLAT 
2666850-22 .. PACKING-PREFORMED 
2666850-132 .. PACKING-PREFORMED 
953534-482 .. SCREW-CAP, HEX SOCKET HD 
AN960C10L .. WASHER-FLAT 
2671274 .. BRACKET ASSY-CIVV BODY 
953528-86 .. SCREW-MACHINE, 12 POINT 
AN960C6 .. WASHER-FLAT 
2666850-114 .. PACKING-PREFORMED 
2649313 .. RING-WIPER 
2649314 .. RING-PISTON 
2666850-113 .. PACKING-PREFORMED 
2663787-006 .. PLUG-PROTECTIVE 
557-S-6 .. PACKING-PREFORMED 
2663787-004 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 
557-S-4 .. PACKING-PREFORMED 
953528-191 .. SCREW-MACHINE, 12 POINT 
AN960C416L .. WASHER-FLAT 
2666850-134 .. PACKING-PREFORMED 
351005A . KIT-MODULE, CIVV/RCVV CONTROLLER EHSV .... 
351035A .. KIT-CLOSURE, GAS GENERATOR CIVV 
CONTROLLER EHSV 
NAS813-12 ... CAP-PROTECTIVE 
953527-500 ... SCREW-MACHINE, 12 POINT 
P-15108 
2672298 ... COVER-PROTECTIVE, SERVOVALVE 
2666850-12 ... PACKING-PREFORMED 
2718183 .. SERVOVALVE-ELECTRO HYDRAULIC, CIVV/RCVV . 
2671708 .. COVER ASSY-PIVOT 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4069570 . BOLT-SHOULDER, SQUARE 
0.190-32UNJF-3A X 0.940 IN. LONG 
4069476 . SUPPORT ASSY-VARIABLE VANE COMPRESSOR 
INLET 
ST2178-06 . SCREW-MACHINE, COUNTERSUNK 
0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
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MS21209F4-15 M 
4069478 .. BUSHING-SLEEVE, FLANGED 
0.3125 ID X 0.43885 OD X 0.360 IN. LONG 
4069477 .. SUPPORT-VARIABLE VANE COMPRESSOR INLET. 
WHEN EXH USE 4071615 
4071615 .. SUPPORT-VARIABLE VANE COMPRESSOR INLET. 
4023115 . NUT OPTION 
SEE OPTION TABLE 
ST2439-04 . CLAMP ASSY-LOOP, CUSHION 
WHEN EXH USE ST1540-04 
ST1540-04 . CLAMP-LOOP, CUSHION 
4077297 . CLAMP HALF-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4078524 
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T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4078524 . CLAMP HALF-BLOCK, GROMMET, ASSY OF 
4077296 . CLAMP HALF-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4078523 
4078523 . CLAMP HALF-BLOCK, GROMMET, ASSY OF 
A7252-1 . HOSE-NONMETALLIC 
0.250 TUBE X 0.4375-20 
P&W PART NO. 4081099-01 
4071635 . CLAMP-BLOCK, GROMMET, ASSY OF 
WHEN EXH USE 4073096 
4073096 . CLAMP-BLOCK, GROMMET, ASSY OF 
A7278-1 . HOSE-NONMETALLIC 
0.250 TUBE X 0.4375-20 
P&W PART NO. 4081114-01 
4071626-01 . TUBE-SCAVENGE, NO. 1 BEARING, ASSY OF 
4071625-01 . TUBE-SCAVENGE, NO. 1 BEARING, ASSY OF 
ST2016-016 . BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
4072193 . TEE-TUBE TO BOSS, 2 HOLE FLANGE 
0.4375-20UNJF-3A THD 
4072195 . TEE-TUBE TO BOSS, 2 HOLE FLANGE 
0.4375-20UNJF-3A THD 
4072197 . ELBOW ASSY-TUBE TO BOSS, 2 HOLE, 90 DEG ... 
0.4375-20UNJF-3A THD 
4075400 . NUT OPTION 
SEE OPTION TABLE 
4075401 . NUT OPTION 
SEE OPTION TABLE 
4035597 . BEARING-NO. 1-OPTION 
PROCUREMENT NO. CONSISTS OF 
4018466 .. BEARING ASSY-ROLLER, CYLINDRICAL, NO.1 .... 
3.937 X 5.8781 X 1.500 IN. WIDE 
OPTIONAL TO 4018467, 4060870, 4061549, 
AND 4082584 
4018467 .. BEARING ASSY-ROLLER, CYLINDRICAL, МОЛ .... 
3.937 X 5.8781 X 1.500 IN. WIDE 
OPTIONAL TO 4018466, 4060870, 4061549, 
AND 4082584 
4060870 .. BEARING ASSY-ROLLER, CYLINDRICAL, NO.1 .... 
3.937 X 5.8781 X 1.500 IN. WIDE 
OPTIONAL TO 4018466, 4018467, 4061549, 
AND 4082584 
4061549 .. BEARING ASSY-ROLLER, CYLINDRICAL, NO.1 .... 
3.937 X 5.8781 X 1.500 IN. WIDE 
OPTIONAL TO 4018466, 4018467, 4060870, 
AND 4082584 
4082584 .. BEARING ASSY-ROLLER, CYLINDRICAL, NO.1 .... 
3.937 X 5.8781 X 1.500 IN. WIDE 
OPTIONAL TO 4018466, 4018467, 4060870, 
AND 4061549 
PARTIAL BREAKDOWN FOLLOWS 
4000915 ... PIN-STRAIGHT, HEADLESS 
0.12455 X 0.225 IN. LONG 
4075499 . SEAT-NO. 1 BEARING SEAL 
4021812 . NUT OPTION 
SEE OPTION TABLE 
4072296 . SPACER-SLEEVE 
0.219 ID X 0.365 OD X 0.200 IN. THK 
MS9556-10 
MS9565-05 
SUPERSEDES MS9556-06 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4069482 
4069483 


111167-018 


4016861 


4072235 


4075229 
DELETED 
ST2016-020 


ST2016-030 
ST2108-10 


MS9245-22 
4054085-01 
4054089 
AN123312 
4054087 
4054085-03 
4054080 


4031513 


4075139 
AN123306 


AN123313 
4057517-01 


4047849 


4074825 
MS122902 
MS122903 
MS122904 
ST2016-040 


DESCRIPTION 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
ASSY CODE 


. BRACKET-ENGINE DIAGNOSTIC UNIT, LOWER .... 


FRONT 
. BRACKET-ENGINE DIAGNOSTIC UNIT, UPPER 
FRONT 
. BOLT-SELF-LOCKING, HEX 
0.190-32UNJF-3A X 0.562 IN. LONG 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 
. WASHER-FLAT, COUNTERSUNK 
0.196 ID X 0.540 OD X 0.080 IN. THK 


. RING-SYNCHRONIZING, FRONT COMPRESSOR ... 


STATOR, INLET, ASSY OF 
SEE FIG. 69 FOR DETAIL PARTS 
. HOUSING ASSY-NO. 1 BEARING 


. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 

. BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.938 IN. LONG (AP) 

. SPACER-SLEEVE 
0.203 ID X 0.406 ID X 0.312 IN. LONG (AP) 


.. SEAL-FACE, МО. 1 BEARING, ASSY OF 
... RETAINER-NO. 1 BEARING SEAL 
... RIVET (AP) 
... SEAL-FACE, NO. 1 BEARING 
... HOUSING-NO. 1 BEARING SEAL 
.. SEAL RING-METAL 
4.734 OD X 0.140 X 0.1695 IN. THK 
.. SPRING-HELICAL, COMPRESSION 
0.280 OD X 0.0295 DIA WIRE X 30 COILS 


. PIN-STRAIGHT, HEADLESS, DRILLED 
0.1885 DIA X 2.540 IN. LONG 
.. NUT OPTION 
SEE OPTION TABLE 
. HOUSING-NO. 1 BEARING 


| BOLT-MACHINE, DRILLED, DOUBLE НЕХ 
0.190-32UNJF-3A X 1.250 IN. LONG 
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T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


4059690 . SHROUD-FRONT COMPRESSOR STATOR INLET ... 
4072298 . BEARING OPTION 
SEE OPTION TABLE 
4080903 . BEARING OPTION 
SEE OPTION TABLE 
4071850 . VANE-FRONT COMPRESSOR STATOR, 
VARIABLE, INLET 
4074150 . VANE-FRONT COMPRESSOR STATOR, 
VARIABLE, INLET 
ST1050-110 . PACKING-PREFORMED 
0.362 ID X 0.103 IN. DIA ROUND 
4082257-01 . CASE-FAN INLET, ASSY OF 
SEE FIG. 68 FOR DETAIL PARTS 
4082258-01 . CASE-FAN INLET, ASSY OF 
REOP AND REID OF 4081563-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 68 FOR DETAIL PARTS 
4082259-01 . CASE-FAN INLET, ASSY OF 
REOP AND REID OF 4081562-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 68 FOR DETAIL PARTS 
4082260-01 . CASE-FAN INLET, ASSY OF 
REOP AND REID OF 4081561-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 68 FOR DETAIL PARTS 
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Т.О. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4082261-01 . CASE-FAN INLET, ASSY OF 
REOP AND REID OF 4081560-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 68 FOR DETAIL PARTS 
4075516 . PLATE-IDENTIFICATION, INLET FAN MODULE 
CR3523-4-1 . RIVET-BLIND, UNIVERSAL 
0.125 DIA X 0.062 IN. GRIP LENGTH (AP) 
P&W PART NO. ST1173-01 
DELETED 
DELETED 
DELETED 
DELETED 
4068714-704 . ROTOR AND STATOR ASSY-FRONT 
COMPRESSOR 
SEE FIG. 70 FOR DETAIL PARTS 
4068714-705 . ROTOR AND STATOR ASSY-FRONT 
COMPRESSOR 
DO NOT PROCURE FROM P&W 
SEE FIG. 70 FOR DETAIL PARTS 
4068700 ENGINE ASSY-TURBO FAN 
4068800 ENGINE ASSY-TURBO FAN 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4026550 . NUT OPTION 
SEE OPTION TABLE 
4026550 . NUT OPTION 
SEE OPTION TABLE 
704342 . NUT OPTION 
SEE OPTION TABLE 
ST2018-024 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 


ST2018-028 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 

ST2018-032 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 1.000 IN. LONG 


DELETED 

DELETED 

DELETED 

ST2018-028 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 

ST2018-028 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 

ST2018-032 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 1.000 IN. LONG 

4080664 . BRACKET-LOOP CLAMP 

4081052 . BRACKET-LOOP CLAMP 

4084415-01 . BRACKET-LOOP CLAMP, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 

AN123469 

ST5030-09 
SEE OPTION TABLE 
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FIGURE 68. FAN INLET CASE ASSV 
(SHEET 1 OF 3) 
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FIGURE 68. FAN INLET CASE ASSY 
(SHEET 2 OF 3) 
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T.O. 2J-F100-54 
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FIGURE 68. FAN INLET CASE ASSY 
(SHEET 3 OF 3) 
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T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4082257-01 CASE-FAN INLET, ASSY OF 
SEE FIG. 67-97 FOR NHA 
4082258-01 CASE-FAN INLET, ASSY OF 
SEE FIG. 67-97 FOR NHA 
REOP AND REID OF 4081563-01 
DO NOT PROCURE FROM P&W 
4082259-01 CASE-FAN INLET, ASSY OF 
SEE FIG. 67-97 FOR NHA 
REOP AND REID OF 4081562-01 
DO NOT PROCURE FROM P&W 
4082260-01 CASE-FAN INLET, ASSY OF 
SEE FIG. 67-97 FOR NHA 
REOP AND REID OF 4081561-01 
DO NOT PROCURE FROM P&W 
4082261-01 CASE-FAN INLET, ASSY OF 
SEE FIG. 67-97 FOR NHA 
REOP AND REID OF 4081560-01 
DO NOT PROCURE FROM P&W 
PARTIAL BREAKDOWN FOLLOWS 
4072297 . BEARING OPTION 
SEE OPTION TABLE 
USE ONLY ON 4082258-01, 4082259-01, 
4082260-01, AND 4082261-01 
4080898 . BEARING OPTION 
SEE OPTION TABLE 
USE ONLY ON 4082257-01 
ST2016-016 . BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
46274 . CONNECTOR-ELEC, QUAD N1 SENSING 
P&W PART NO. 4075872 
PARTIAL BREAKDOWN FOLLOWS 
156776 .. BACKSHELL ASSY 
113699 .. GROMMET-SEALING 
113700 .. INSULATOR ASSY 
46276 . CONNECTOR-ELEC, PS2 HEATER 
P&W PART NO. 4075871 
PARTIAL BREAKDOWN FOLLOWS 
156784 .. BACKSHELL ASSY 
113699 .. GROMMET-SEALING 
113700 .. INSULATOR ASSY 
46275 . CONNECTOR-ELEC, QUAD N1 SENSING 
P&W PART NO. 4075873 
PARTIAL BREAKDOWN FOLLOWS 
156780 .. BACKSHELL ASSY 
113699 .. GROMMET-SEALING 
113700 .. INSULATOR ASSY 
4082270-01 . TUBE-SCAVENGE, NO. 1 BEARING, ASSY OF 
4082271-01 . TUBE-SCAVENGE, NO. 1 BEARING, ASSY OF 
4082269-01 . TUBE-SCAVENGE, NO. 1 BEARING, ASSY OF 
4082266-01 . TUBE-NO. 1 BEARING INTERNAL, ASSY OF 
4067808 . ELBOW-PRESSURE PROBE 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4082292 
4082267-01 
TR28009-18 


TR28009-8 


TR28009-10 


MS9390-300 


4022460 


4008581 


3591-3CNX.285 


MS124695 


MS21209F4-10 
MS124656 
MS21209F1-10 
MS124655 


MS21209F1-10 
MS21209F1-10 


ST2786-01 


AN123398 
4064167 
45676 
45674 
4081223 


4084917 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. ADAPTER-NO. 1 BEARING 
. TUBE-PS2, FAN INLET CASE, ASSY OF 
. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 1.375 IN. LONG 
P&W PART NO. ST2665-18 


. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.500 IN. LONG 
P&W PART NO. ST2665-08 


. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&W PART NO. ST2665-10 


| PIN-SHOULDER, HEADLESS 


0.12455 DIA AND 0.185 DIA X 0.275 IN. LONG 


. PIN-SHOULDER, HEADLESS 


0.12455 DIA AND 0.185 DIA X 0.200 IN. LONG 


. INSERT-SCREW THREAD, SELF-LOCKING 


0.190-32 X 6.875 COILS 
P&W PART NO. 544550 
USE ONLY ON 4082261-01 


USE ONLY ON 4082257-01, 4082258-01, 
4082259-01, AND 4082260-01 


USE ONLY ON 4082261-01 


. INSERT OPTION 


SEE OPTION TABLE 
USE ONLY ON 4082257-01, 4082258-01, 
4082259-01, AND 4082260-01 


. BRACKET-CABLE 
. CABLE-SPE, PS2 HEATER 
P&W PART NO. 4072341 
. CABLE-SPE, QUAD N1 SENSING 
P&W PART NO. 4072338 
. CASE-FAN INLET 
SERVICE REPAIR PART FOR 4082261-01 


SERVICE REPAIR PART 


USABLE 
ON 
CODE 


Change 24 


2-277 


T.O. 2J-F100-54 
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FIGURE 69. INLET ASSY FRONT COMPRESSOR STATOR SYNCHRONIZING RING 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


4072235 RING-SYNCHRONIZING, FRONT COMPRESSOR .... 
STATOR, INLET, ASSY OF 
SEE FIG. 67-74 FOR NHA 
4072623 . BEARING OPTION 
SEE OPTION TABLE 
4072848 . BUMPER OPTION 
SEE OPTION TABLE 
MLSP-M4-2 . RIVET-BLIND 
0.125 DIA X 0.094 IN. GRIP LENGTH (AP) 
P&WA PART NO. 438863 
HL198V-6 . COLLAR-PIN-RIVET-THREADED, SELF-LOCKING ... 
0.190-32UNJF-3B X 0.447 IN. THK 
P&WA PART NO. ST2139-06 
HL10V-6-8 . PIN-RIVET-THREADED, FLAT 
0.190-32UNJF-3A MOD X 0.825 IN. LONG 
P&WA PART NO. ST2143-08 
4065915 . SPACER-SLEEVE 
0.19025 ID X 0.31275 OD X 0.100 IN. THK 
4065518 . WASHER-FLAT 
0.193 ID X 0.310 OD X 0.040 IN. THK 
4065913 . LEVER ARM-COMPRESSOR STATOR LINKAGE, .... 
ASSY OF 
4062498 .. BEARING OPTION 
SEE OPTION TABLE 
4065914 .. LEVER ARM-FRONT COMPRESSOR STATOR, 
INLET 
4078173 . RING OPTION 
SEE OPTION TABLE 
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FIGURE 70. FRONT COMPRESSOR ROTOR AND STATOR ASSY 
(SHEET 1 OF 2) 
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FIGURE 70. FRONT COMPRESSOR ROTOR AND STATOR ASSY 
(SHEET 2 OF 2) 


Change 17 2-281 
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FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


4068714-704 ROTOR AND STATOR ASSY-FRONT COMPRESSOR. 
SEE FIG. 67-96 FOR NHA 
REOP AND REID OF 4068714-703 
4068714-705 ROTOR AND STATOR ASSY-FRONT COMPRESSOR. 
SEE FIG. 67-96 FOR NHA 
REOP AND REID OF 4068714-700 
DO NOT PROCURE FROM P&WA 
4071080 . SEAL-AIR, FRONT COMPRESSOR, INLET 
HST92LJ-5 . COLLAR-PIN, RIVET, THREADED, SELF-LOCKING .. 
0.164-32UNJC-3B X 0.380 IN. THK (AP) 
P&WA PART NO. 4063974 
SUPERSEDES ST2139-05 
HL822-5-3 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A X 0.1875 IN. GRIP LENGTH 
(AP) 
P&WA PART NO. 4018949 
HL612TB-5-3 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A X 0.188 IN. GRIP LENGTH (AP) 
P&WA PART NO. ST2822-03 
4066171 . BLADE-COMPRESSOR ROTOR, 1ST STAGE, 
ASSY OF 
USE ONLY ON 4068714-700 
WHEN EXH USE 4076781 
FOR SPARES REPLACEMENT USE 4066231 
4076781 . BLADE-COMPRESSOR ROTOR, 1ST STAGE, 
ASSY OF 
FOR SPARES REPLACEMENT USE 4076791 
PARTIAL BREAKDOWN FOLLOWS 
4066158 .. SEAL-COMPRESSOR ROTOR BLADE, 1ST STAGE. 
4066231 . BLADE SET-COMPRESSOR ROTOR, 1ST STAGE ... 
SPARES REPLACEMENT FOR 4066171 
4076791 . BLADE SET-COMPRESSOR ROTOR, 1ST STAGE ... 
SPARES REPLACEMENT FOR 4076781 
4066171 .. BLADE-COMPRESSOR ROTOR, 1ST STAGE, 
ASSY OF 
USE ONLY ON 4066231 
4076781 .. BLADE-COMPRESSOR ROTOR, 1ST STAGE, 
ASSY OF 
USE ONLY ON 4076171 
PARTIAL BREAKDOWN FOLLOWS 
4066158 ... SEAL-COMPRESSOR ROTOR BLADE, 1ST 
STAGE 
4075235 . SEAL-AIR, FAN, 1ST STAGE 
4081566 . SEAL-AIR, FAN, 1ST STAGE 
4074738 . LOCK-COMPRESSOR STATOR 
4071081 . SEAL-AIR, COMPRESSOR, FRONT, 1ST STAGE .... 
HL198V-5 . COLLAR-PIN-RIVET, SELF-LOCKING 
0.164-32UNJC-3B X 0.437 IN. LONG (AP) 
P&WA PART NO. ST2139-05 
HST92LJ-5 . COLLAR-PIN, RIVET, THREADED, SELF-LOCKING .. 
0.164-32UNJC-3B X 0.380 IN. THK (AP) 
P&WA PART NO. 4063974 
HL12V-5-5 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A MOD X 0.625 IN. LONG (AP) 
P&WA PART NO. ST2141-05 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


HL12V-5-4 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A MOD X 0.562 IN. LONG (AP) 
P&WA PART NO. ST2141-04 


HL612TB-5-4 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A MOD X 0.250 IN. GRIP 
LENGTH (AP) 
P&WA PART NO. ST2822-04 
4074821 . COMPRESSOR STATOR-1ST STAGE, ASSY OF 
4075247 .. PIN-STRAIGHT, HEADED, SLAB 
0.156 DIA X 0.375 IN. LONG 
4070851 .. VANE-COMPRESSOR STATOR, 1ST STAGE 
4075339 .. RING-AIR SEALING, COMPRESSOR, 1ST STAGE .. 
4071082 . SEAL-AIR, COMPRESSOR, REAR, 1ST STAGE 
HST92LJ-5 . COLLAR-PIN, RIVET, THREADED, SELF-LOCKING .. 
0.164-32UNJC-3B X 0.380 IN. THK (AP) 
P&WA PART NO. 4063974 
SUPERSEDES ST2139-05 
HL822-5-3 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A X 0.1875 IN. GRIP LENGTH 
(AP) 
P&WA PART NO. 4018949 
HL612TB-5-3 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A X 0.188 IN. GRIP LENGTH (AP) 
P&WA PART NO. ST2822-03 
4066172 . BLADE-COMPRESSOR ROTOR, 2ND STAGE, 
ASSY OF 
USE ONLY ON 4068714-700 
WHEN EXH USE 4076782 
FOR SPARES REPLACEMENT USE 4066232 
4076782 . BLADE-COMPRESSOR ROTOR, 2ND STAGE, 
ASSY OF 
FOR SPARES REPLACEMENT USE 4076792 
PARTIAL BREAKDOWN FOLLOWS 
4066159 .. SEAL-COMPRESSOR ROTOR BLADE, 2ND STAGE. 
4066232 . BLADE SET-COMPRESSOR ROTOR, 2ND STAGE .. 
SPARES REPLACEMENT FOR 4066172 
4076792 . BLADE SET-COMPRESSOR ROTOR, 2ND STAGE .. 
SPARES REPLACEMENT FOR 4076782 
4066172 .. BLADE-COMPRESSOR ROTOR, 2ND STAGE, 
ASSY OF 
USE ONLY ON 4066232 
4076782 .. BLADE-COMPRESSOR ROTOR, 2ND STAGE, 
ASSY OF 
USE ONLY ON 4076792 
PARTIAL BREAKDOWN FOLLOWS 
4066159 ... SEAL-COMPRESSOR ROTOR BLADE, 2ND 
STAGE 
4075236 . SEAL-AIR, FAN, 2ND STAGE 
4074739 . LOCK-COMPRESSOR STATOR 
4083150 . SEAL-AIR, COMPRESSOR, FRONT, 2ND STAGE .... 
REPLACES 4071083 
HST92LJ-5 . COLLAR-PIN, RIVET, THREADED, SELF-LOCKING .. 
0.164-32UNJC-3B X 0.380 IN. THK (AP) 
P8WA PART NO. 4063974 
SUPERSEDES ST2139-05 
HL12V-5-8 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A MOD X 0.812 IN. LONG (AP) 
P&WA PART NO. ST2141-08 


HL612TB-5-8 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A MOD X 0.500 IN. GRIP (AP) 
P&WA PART NO. ST2822-08 
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FIGURE 
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NUMBER 


2-284 


PART 
NUMBER 


4074822 
4075247 


4070852-01 
4070852-02 
4075338 
4080320 
4067003 
4077733 
4067003 
4075237 
2146417 
4014692 
4014692CL1 
4014692CL2 
4014692CL3 
4014692CL4 
4014693 
4014693CL1 
4014693CL2 
4014693CL3 
4014693CL4 
4014693CL5 
4071223-01 
4081633-01 


4086294-01 


4086295-01 


4075766 
ST2015-016 


4069487 
4062498 


4069488 
4072388 
4079297 
4079430 
4080064 
4080063 


Change 23 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


. COMPRESSOR STATOR-2ND STAGE, ASSY OF .... 
.. PIN-STRAIGHT, HEADED, SLAB 
0.156 DIA X 0.375 IN. LONG 
.. VANE-COMPRESSOR STATOR, 2ND STAGE 
.. VANE-COMPRESSOR STATOR, 2ND STAGE 
.. RING-AIR SEALING, COMPRESSOR, 2ND STAGE .. 
. RING-COMPRESSOR BLADE LOCK, 3RD STAGE ... 
USE ONLY ON 4068714-704 AND -705 
. BLADE-COMPRESSOR ROTOR, 3RD STAGE 
FOR SPARES REPLACEMENT USE 4077733 
. BLADE SET-COMPRESSOR ROTOR, 3RD STAGE .. 
SPARES REPLACEMENT FOR 4067003 
.. BLADE-COMPRESSOR ROTOR, 3RD STAGE 
. SEAL-AIR, FAN, 3RD STAGE 
. RIVET-TUBULAR, UNIVERSAL 
0.125 DIA X 0.335 IN. LONG 
USE 0-16 AS REGUIRED 
. COUNTERWEIGHT-COMPRESSOR 
USE 0-10 AS REGUIRED 
. COUNTERWEIGHT 
0.120 - 0.124 OZ 
. COUNTERWEIGHT 
0.145 - 0.149 OZ 
. COUNTERWEIGHT 
0.171 - 0.175 OZ 
. COUNTERWEIGHT 
0.196 - 0.200 OZ 
. COUNTERWEIGHT-COMPRESSOR 
USE 0-6 AS REQUIRED 
. COUNTERWEIGHT 
0.311 - 0.315 OZ 
. COUNTERWEIGHT 
0.337 - 0.341 OZ 
. COUNTERWEIGHT 
0.362 - 0.366 OZ 
. COUNTERWEIGHT 
0.388 - 0.392 OZ 
. COUNTERWEIGHT 
0.414 - 0.418 OZ 
. DISK-DRUM ROTOR, FRONT COMPRESSOR, 
ASSY OF 
. DISK-DRUM ROTOR, FRONT COMPRESSOR, 
ASSY OF 
. DISK-DRUM ROTOR, FRONT COMPRESSOR, 
ASSY OF 
REOP AND REID OF 4081633-01 
DO NOT PROCURE FROM P&W 
. DISK-DRUM ROTOR, FRONT COMPRESSOR, 
ASSY OF 
REOP AND REID OF 4071223-01 
DO NOT PROCURE FROM P&W 
. PLUG-BORESCOPE, FAN CASE, 2ND STAGE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
SUPERSEDES ST2016-016 


. BRACKET ASSY-CONNECTING LINK 
.. BEARING OPTION 


SEE OPTION TABLE 


.. BRACKET-CONNECTING LINK 
. CASE-FAN, ASSY OF 
. CASE-FAN, ASSY OF 
. CASE-FAN, ASSY OF 
. CASE-FAN, ASSY OF 
. CASE-FAN, ASSY OF 


ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


407125 .. BUSHING ASSY-FAN CASE 
USE ONLY ON 4072388 AND 4079297 
MS124656 7 
4071234 ... BUSHING-FAN CASE 
TR26036N- .. INSERT-SCREW THREAD, SELF-LOCKING 
428SBVX P&WA PART NO. ST2609-02 
WHEN EXH USE ST2786-02 
ST2786-02 .. INSERT OPTION 
SEE OPTION TABLE 
4075768 .. BOSS-BORESCOPE, FAN CASE, 2ND STAGE, 
ASSY OF 
MS9403-132 .. RIVET (AP) 
USE ONLY ON 4072388 
528664 .. RIVET-BLIND, UNIVERSAL 
0.125 DIA X 0.187 IN. GRIP (AP) 
USE ONLY ON 4079297, 4079430, 4080063, AND 
4080064 
CR4623-04-03 .. RIVET-BLIND, UNIVERSAL 
0.125 DIA X 0.188 IN. GRIP (AP) 
P8WA PART NO. ST1588-403 
USE ONLY ON 4079297, 4079430, 4080063, AND 
4080064 
TR26036N- ... INSERT-SCREW THREAD, SELF-LOCKING 
1216SBVX P8WA PART NO. ST2609-06 
WHEN EXH USE ST2786-06 
ST2786-06 ... INSERT OPTION 
SEE OPTION TABLE 
4075767 ... BOSS-BORESCOPE, FAN CASE, 2ND STAGE 
TR26036N- .. INSERT-SCREW THREAD, SELF-LOCKING 
1032SBVX P8WA PART NO. ST2609-01 
WHEN EXH USE ST2786-01 
ST2786-01 .. INSERT OPTION 
SEE OPTION TABLE 
TR28009-18 .. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.375 IN. LONG 
P8WA PART NO. ST2665-18 
4060218 .. BRACKET-INLET/FAN MODULE IDENT PLATE 
WHEN EXH USE 4078323 
4078323 .. BRACKET-INLET/FAN MODULE IDENT PLATE 
MS9403-130 
USE ONLY ON 4072388 
ST2213-02 .. RIVET-BLIND, UNIVERSAL 
0.125 DIA X 0.232 IN. GRIP (AP) 
USE ONLY ON 4079297, 4079430, 4080063, 
AND 4080064 
ST2137-01 .. BOLT-ANCHOR 
0.190-32UNJF-3A X 0.520 IN. LONG 
MS9318-052 
MS9318-100 
USE ONLY ON 4072388 
NAS1399C4A5 .. RIVET-BLIND 
USE ONLY ON 4079297, 4079430, 4080063, AND 
4080064 
REPLACES ST1212-03 
NAS1399C4A4 .. RIVET-BLIND 
USE ONLY ON 4079297, 4079430, 4080063, AND 
4080064 


Change 5 2-285 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


CR4622-04-04 .. RIVET-BLIND, COUNTERSUNK 
0.125 DIA X 0.250 IN. GRIP 
P&WA PART NO. ST2618-404 
USE ONLY ON 4079297, 4079430, 4080063, 
AND 4080064 
MS9321-05 
USE ONLY ON 4079297 AND 4080064 
4075782 .. BRACKET-ANGLE 
USE ONLY ON 4072388, 4079297, 4079430, AND 
4080064 
4069406 .. BRACKET-ANGLE 
USE ONLY ON 4080063 
4072170 .. BRACKET-ANGLE 
USE ONLY ON 4072388, 4079297, 4079430, AND 
4080064 
4069409 .. BRACKET-ANGLE 
USE ONLY ON 4080063 
4075785 .. BRACKET-ANGLE, ASSY OF 
USE ONLY ON 4072388, 4079297, 4079430, AND 
4080064 
4069410 .. BRACKET-ANGLE, ASSY OF 
USE ONLY ON 4080063 
PARTIAL BREAKDOWN FOLLOWS 
4046367 ... NUT OPTION 
SEE OPTION TABLE 
ST5030-09 ... NUT OPTION 
SEE OPTION TABLE 
AN123469 ... RIVET (AP) 
4072708 .. BRACKET-LOOP CLAMP 
USE ONLY ON 4072388, 4079297, 4079430, AND 
4080064 
4069405 .. BRACKET-LOOP CLAMP 
USE ONLY ON 4080063 
4075784 .. BRACKET-LOOP CLAMP 
USE ONLY ON 4072388, 4079297, 4079430, AND 
4080064 
4069408 .. BRACKET-LOOP CLAMP 
USE ONLY ON 4080063 
4072389 


4079298 

USE ONLY ON 4079297 
4079431 .. CASE-FAN 

USE ONLY ON 4079430 AND 4080064 
4080083 

USE ONLY ON 4080063 


2-286 Change 11 


T.O. 2J-F100-54 


FIGURE 71. FAN DRIVE TURBINE MODULE 
(SHEET 1 OF 2) 


(2-287 Blank)/2-288 Change 7 


T.O. 2J-F100-54 


И 


ІІ 
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FIGURE 71. FAN DRIVE TURBINE MODULE 
(SHEET 2 OF 2) 


2-289 


Change 15 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080823-801 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-801 

DO NOT PROCURE FROM P&WA 
4080823-802 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-802 

DO NOT PROCURE FROM P&WA 
4080823-803 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-803 

DO NOT PROCURE FROM P&WA 
4080823-804 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-804 

DO NOT PROCURE FROM P&WA 
4080823-85 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-805 

DO NOT PROCURE FROM P&WA 
4080823-806 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-806 

DO NOT PROCURE FROM P&WA 
4080823-807 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-807 

DO NOT PROCURE FROM P&WA 
4080823-808 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-808 

DO NOT PROCURE FROM P&WA 
4080823-809 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 
4080823-810 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-816 

DO NOT PROCURE FROM P&WA 
4080823-811 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-800 

DO NOT PROCURE FROM P&WA 
4080823-812 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-810 

DO NOT PROCURE FROM P&WA 
4080823-813 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-811 

DO NOT PROCURE FROM P&WA 
4080823-814 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-812 

DO NOT PROCURE FROM P&WA 
4080823-85 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-813 

DO NOT PROCURE FROM P&WA 
4080823-816 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-814 

DO NOT PROCURE FROM P&WA 


2-0 Change 21 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080823-817 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080723-815 

DO NOT PROCURE FROM P&W 
4080823-85 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 
4080823-836 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-802 

DO NOT PROCURE FROM P&W 
4080823-837 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-803 

DO NOT PROCURE FROM P&W 
4080823-838 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-804 

DO NOT PROCURE FROM P&W 
4080823-839 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-805 

DO NOT PROCURE FROM P&W 
4080823-840 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-806 

DO NOT PROCURE FROM P&W 
4080823-841 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-807 

DO NOT PROCURE FROM P&W 
4080823-842 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-808 

DO NOT PROCURE FROM P&W 
4080823-843 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-810 

DO NOT PROCURE FROM P&W 
4080823-844 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-811 

DO NOT PROCURE FROM P&W 
4080823-45 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-812 

DO NOT PROCURE FROM P&W 
4080823-846 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-813 

DO NOT PROCURE FROM P&W 
4080823-847 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-814 

DO NOT PROCURE FROM P&W 
4080823-848 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-815 

DO NOT PROCURE FROM P&W 
4080823-849 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-816 

DO NOT PROCURE FROM P&W 


Change 24 2-291 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080823-80 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-817 

DO NOT PROCURE FROM P&W 
4080823-851 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-809 

DO NOT PROCURE FROM P&W 
4080823-852 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-801 

DO NOT PROCURE FROM P&W 
4080823-853 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-818 

DO NOT PROCURE FROM P&W 
4080823-854 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-872 

DO NOT PROCURE FROM P&W 
4080823-872 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 
4080823-873 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-802 OR -836 

DO NOT PROCURE FROM P&W 
4080823-874 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-803 OR -837 

DO NOT PROCURE FROM P&W 
4080823-875 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-804 OR -838 

DO NOT PROCURE FROM P&W 
4080823-876 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-805 OR -839 

DO NOT PROCURE FROM P&W 
4080823-877 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-806 OR -840 

DO NOT PROCURE FROM P&W 
4080823-878 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-807 OR -841 

DO NOT PROCURE FROM P&W 
4080823-879 FAN DRIVE TURBINE MODULE 

SEE FIG 1-13 FOR NHA 

REOP AND REID OF 4080823-808 OR -842 

DO NOT PROCURE FROM P&W 
4080823-880 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-810 OR -843 

DO NOT PROCURE FROM P&W 
4080823-881 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-811 OR -844 

DO NOT PROCURE FROM P&W 
4080823-882 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-812 OR -845 

DO NOT PROCURE FROM P&W 


2-2 Change 24 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080823-883 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-813 OR -846 

DO NOT PROCURE FROM P&W 
4080823-884 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-814 OR -847 

DO NOT PROCURE FROM P&W 
4080823-5 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-815 OR -848 

DO NOT PROCURE FROM P&W 
4080823-886 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-816 OR -849 

DO NOT PROCURE FROM P&W 
4080823-887 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-817 OR -850 

DO NOT PROCURE FROM P&W 
4080823-888 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-809 OR -851 

DO NOT PROCURE FROM P&W 
4080823-889 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-801 OR -852 

DO NOT PROCURE FROM P&W 
4080823-890 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-835 

DO NOT PROCURE FROM P&W 
4080823-891 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-851 

DO NOT PROCURE FROM P&W 
4080823-892 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-852 

DO NOT PROCURE FROM P&W 
4080823-893 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-836 

DO NOT PROCURE FROM P&W 
4080823-894 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-837 

DO NOT PROCURE FROM P&W 
4080823-895 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-838 

DO NOT PROCURE FROM P&W 
4080823-896 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-839 

DO NOT PROCURE FROM P&W 
4080823-897 FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-840 

DO NOT PROCURE FROM P&W 


Change 24 2-292.1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-292.2 


PART 
NUMBER 


4080823-898 


4080823-899 


4080823-900 


4080823-901 


4080823-902 


4080823-903 


4080823-904 


4080823-905 


4080823-906 


4080823-907 


4080823-908 


4080823-909 


4082655-800 


4082655-801 


Change 24 


UNITS 
PER 
DESCRIPTION ASSY 


FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-841 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-842 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-843 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-844 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-845 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-846 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-847 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-848 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-849 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-850 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-853 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-908 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-853 OR -873 THRU 

-908 

DO NOT PROCURE FROM P&W 
FAN DRIVE TURBINE MODULE 

SEE FIG. 1-13 FOR NHA 

REOP AND REID OF 4080823-801 THRU -909 

AND 4082655-800 

DO NOT PROCURE FROM P&W 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4023115 . NUT OPTION 

SEE OPTION TABLE 
MS9696-09 
4071897 . PLUG-NO. 5 BEARING SUPPORT 
ST2635-016 . BOLT-MACHINE, DRILLED DOUBLE HEX 

0.190-32UNJF-3A X 0.500 IN. LONG (AP) 
ST2283-006 . PACKING-PREFORMED 

0.114 ID X 0.070 IN. DIA ROUND 
4076393 . SUPPORT ASSY-NO. 5 BEARING INNER 
4081128 . SUPPORT ASSY-NO. 5 BEARING INNER 
782451 .. INSERT OPTION 

SEE OPTION TABLE 
4076392 .. SUPPORT-NO. 5 BEARING INNER 

USE ONLY ON 4076393 
4081129 .. SUPPORT-NO. 5 BEARING INNER 

USE ONLY ON 4081128 
069000186 . SEAL-NO. 5 BEARING DAMPER 

P&WA PART NO. 4077082 

4060478 . NUT-PLAIN, ROUND 

3.125-12 LH X 0.495 IN. THK 
4060477 . WASHER-KEY 

3.140 ID X 3.745 OD X 0.0305 IN. THK 
4067896 . BEARING OPTION-NO. 5 

SEE OPTION TABLE 
4075318 . GUIDE-NO. 5 BEARING ROLLER 
4074203 . WASHER-KEY 

5.060 DIA X 0.050 IN. THK 
4082488 . GUIDE-NO. 5 BEARING ROLLER 
4001684 . RING-RETAINING 

5.245 HOUSING DIA X 0.0625 IN. DIA WIRE 
4022304 . NUT-PLAIN, ROUND 

5.375-12 X 0.680 IN. THK 
4021784 . SEAT-NO. 5 BEARING SEAL 
MS9556-13 E 
4078450 . SPACER-NO. 5 BEARING HEAT SHIELD 

REPLACES 4077211 
4076292 . SHIELD-HEAT, NO. 5 BEARING 
4034066 . SEAT-BALL SOCKET, NO. 5 BEARING SUPPORT ... 
4024675 . BALL END-ROD, NO. 5 BEARING SUPPORT 
4007021 . WASHER-KEY 

0.885 ID X 0.120 IN. THK 
4075044 . SEAL ASSY-NO. 5 BEARING 

SEE FIG. 72 FOR DETAIL PARTS 
4082618 . SEAL ASSY-NO. 5 BEARING 

SEE FIG. 72 FOR DETAIL PARTS 
4023115 . NUT OPTION 

SEE OPTION TABLE 
MS9696-09 


Change 21 2-292.3 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


4068716-734 . ROTOR AND STATOR ASSY-TURBINE, FRONT QP 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-801 

REOP AND REID OF 4068716-725 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-735 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-802 

REOP AND REID OF 4068716-726 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-736 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-803 

REOP AND REID OF 4068716-727 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-737 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-804 

REOP AND REID OF 4068716-728 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


2-292.4 Change 21 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4068716-738 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-805 
REOP AND REID OF 4068716-729 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-739 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-806 
REOP AND REID OF 4068716-730 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-740 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-807 
REOP AND REID OF 4068716-731 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-748 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-808 
REOP AND REID OF 4068716-732 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-733 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-809 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-723 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-809 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-751 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-810 
REOP AND REID OF 4068716-750 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-752 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-811 
REOP AND REID OF 4068716-741 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-753 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-812 
REOP AND REID OF 4068716-742 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-754 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-813 
REOP AND REID OF 4068716-743 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-755 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-814 
REOP AND REID OF 4068716-744 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


Change 5 2-3 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-294 


PART 
NUMBER 


4068716-756 


4068716-757 


4068716-758 


4068716-759 


4068716-795 


4068716-796 


4068716-797 


4068716-798 


4068716-799 


4068716-800 


Change 8 


DESCRIPTION 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-815 
REOP AND REID OF 4068716-745 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-816 
REOP AND REID OF 4068716-746 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-817 
REOP AND REID OF 4068716-747 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-818 
REOP AND REID OF 4068716-705 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 
USE ONLY ON 4080823-835 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-836 
REOP AND REID OF 4068716-735 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-837 
REOP AND REID OF 4068716-736 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-838 
REOP AND REID OF 4068716-737 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-839 
REOP AND REID OF 4068716-738 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT .... 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-840 
REOP AND REID OF 4068716-739 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4068716-801 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-841 
REOP AND REID OF 4068716-740 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-802 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-842 
REOP AND REID OF 4068716-748 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-803 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-843 
REOP AND REID OF 4068716-751 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-804 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-844 
REOP AND REID OF 4068716-752 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-805 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-845 
REOP AND REID OF 4068716-753 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-806 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-846 
REOP AND REID OF 4068716-754 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-807 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-847 
REOP AND REID OF 4068716-755 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-808 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-848 
REOP AND REID OF 4068716-756 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-809 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-849 
REOP AND REID OF 4068716-757 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


Change 8 2-5 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-296 


PART 
NUMBER 


4068716-810 


4068716-811 


4068716-812 


4068716-813 


4068716-814 


4068716-815 


4068716-816 


4068716-817 


4068716-818 


4068716-819 


Change 21 


UNITS 
PER 
DESCRIPTION ASSY 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-850 
REOP AND REID OF 4068716-758 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-851 
REOP AND REID OF 4068716-733 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-852 
REOP AND REID OF 4068716-734 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-853 
REOP AND REID OF 4068716-759 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-854 AND 
4082655-801 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 
USE ONLY ON 4080823-835 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-836 
REOP AND REID OF 4068716-796 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-837 
REOP AND REID OF 4068716-797 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-838 
REOP AND REID OF 4068716-798 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-839 
REOP AND REID OF 4068716-799 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4068716-820 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-840 
REOP AND REID OF 4068716-800 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-821 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-841 
REOP AND REID OF 4068716-801 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-822 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-842 
REOP AND REID OF 4068716-802 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-823 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-843 
REOP AND REID OF 4068716-803 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-824 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-844 
REOP AND REID OF 4068716-804 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-25 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-845 
REOP AND REID OF 4068716-805 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-826 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-846 
REOP AND REID OF 4068716-806 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-827 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-847 
REOP AND REID OF 4068716-807 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-828 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-848 
REOP AND REID OF 4068716-808 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
4068716-829 . ROTOR AND STATOR ASSY-TURBINE, FRONT .... 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-849 
REOP AND REID OF 4068716-809 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETIAL PARTS 


Change 8 2-297 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


4068716-830 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-850 

REOP AND REID OF 4068716-810 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-831 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-851 

REOP AND REID OF 4068716-811 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-832 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-852 

REOP AND REID OF 4068716-812 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-850 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-872 AND 

4082655-800 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-851 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-873 

REOP AND REID OF 4068716-735 OR -816 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-852 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-874 

REOP AND REID OF 4068716-736 OR -817 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-853 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-875 

REOP AND REID OF 4068716-737 OR -818 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-854 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-876 

REOP AND REID OF 4068716-738 OR -819 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-85 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-877 

REOP AND REID OF 4068716-739 OR -820 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-856 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-878 

REOP AND REID OF 4068716-740 OR -821 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-857 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-879 

REOP AND REID OF 4068716-748 OR -822 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


2-8 Change 21 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4068716-858 


4068716-859 


4068716-860 


4068716-861 


4068716-862 


4068716-863 


4068716-864 


4068716-865 


4068716-866 


4068716-867 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-880 
REOP AND REID OF 4068716-751 OR -823 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 

. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-881 
REOP AND REID OF 4068716-752 OR -824 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 

. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-882 
REOP AND REID OF 4068716-753 OR -825 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-883 

REOP AND REID OF 4068716-754 OR -826 
DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-884 

REOP AND REID OF 4068716-755 OR -827 
DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-885 

REOP AND REID OF 4068716-756 OR -828 
DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-886 

REOP AND REID OF 4068716-757 OR -829 
DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-887 

REOP AND REID OF 4068716-758 OR -830 
DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-888 

REOP AND REID OF 4068716-733 OR -831 
DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-889 

REOP AND REID OF 4068716-734 OR -832 
DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


Change 21 2-1 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4068716-868 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-890 

REOP AND REID OF 4068716-795 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-869 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-891 

REOP AND REID OF 4068716-811 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-870 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-892 

REOP AND REID OF 4068716-812 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-871 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-893 

REOP AND REID OF 4068716-796 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-872 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-894 

REOP AND REID OF 4068716-797 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-873 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-895 

REOP AND REID OF 4068716-798 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-874 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-896 

REOP AND REID OF 4068716-799 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-875 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-897 

REOP AND REID OF 4068716-800 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-876 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-898 

REOP AND REID OF 4068716-801 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 
4068716-877 . ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

USE ONLY ON 4080823-899 

REOP AND REID OF 4068716-802 

DO NOT PROCURE FROM P&WA 

SEE FIG. 73 FOR DETAIL PARTS 


2-2 Change 21 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4068716-878 


4068716-879 


4068716-880 


4068716-881 


4068716-882 


4068716-883 


4068716-884 


4068716-885 


4068716-886 


4068716-888 


4073591 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-900 
REOP AND REID OF 4068716-803 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-901 
REOP AND REID OF 4068716-804 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-902 
REOP AND REID OF 4068716-805 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-903 
REOP AND REID OF 4068716-806 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-904 
REOP AND REID OF 4068716-807 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-905 
REOP AND REID OF 4068716-808 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 
. ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
USE ONLY ON 4080823-906 
REOP AND REID OF 4068716-809 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-907 
REOP AND REID OF 4068716-810 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 

USE ONLY ON 4080823-908 
REOP AND REID OF 4068716-813 
DO NOT PROCURE FROM P&WA 
SEE FIG. 73 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, FRONT 


COMPRESSOR DRIVE 
SEE FIG. 73 FOR DETAIL PARTS 


. RING-AIR SEALING, TURBINE, 4TH STAGE, ASSY .. 


OF 

USE ONLY ON 4080823-801 THRU -818, -835 
THRU -853, -872 THRU -899, AND -908 
WHEN EXH USE 4078194 


Change 21 2-3 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4078194 . RING-AIR SEALING, TURBINE, 4TH STAGE, ASSY .. 
OF 
USE ONLY ON 4080823-801 THRU -818, -835 
THRU -853, -872 THRU -899, -908 AND 
4082655-800 
4083113 . RING-AIR SEALING, TURBINE, 4TH STAGE, ASSY .. 
OF 
USE ONLY ON 4080823-854 AND 4082655-801 
PARTIAL BREAKDOWN FOLLOWS 
4072398 .. МОТ OPTION 
SEE OPTION TABLE 
AN123629 .. RIVET (АР) 
4064226 .. SUPPORT-TURBINE AIR SEALING RING, 4ТН 
STAGE 
USE ONLY ON 4073591 
4077092 .. SUPPORT-TURBINE AIR SEALING RING, 4TH 
STAGE 
USE ONLY ON 4078194 
4083114 .. SUPPORT-TURBINE AIR SEALING RING, 4TH 
STAGE 
USE ONLY ON 4083113 
MS9696-05 . 
4072533-01 . DUCT-TURBINE EXHAUST, ASSY OF 
USE ONLY ON 4080823-801 THRU -818, -835 
THRU -853, -872 THRU -899, -908 AND 
4082655-800 
4084485-01 . DUCT-TURBINE EXHAUST, ASSY OF 
USE ONLY ON 4080823-854 AND 4082655-801 
SUPERSEDES 4083112-01 


MS9696-09 . 
4072535-01 . DUCT-TURBINE EXHAUST, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 
ST2737-09 .. МОТ OPTION 
SEE OPTION TABLE 
AN123618 
AN123336 
AN123399 . 
4072535-07 . PATCH-DUCT, TURBINE EXHAUST 
4072535-08 . PATCH-DUCT, TURBINE EXHAUST 
4075518 . PLATE-IDENTIFICATION, FAN DRIVE TURBINE 
MODULE 
NAS1398C4A2 . RIVET (AP) 
SUPERSEDES ST2213-02 
4071463-01 . CASE-TURBINE EXHAUST, ASSY OF 
4080315-01 . CASE-TURBINE EXHAUST, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4072398 .. NUT OPTION 
SEE OPTION TABLE 
AN123620 .. RIVET (АР) 
4082239 . BRUSH SEAL AND SUPPORT ASSY-TURBINE AIR, . 
ATH STAGE 
4082235 .. SUPPORT-TURBINE, AIR SEALING RING, 4TH 
STAGE 
4082236-01 .. SEAL-BRUSH, TURBINE, 4TH STAGE, ASSY OF ... 
4082237 .. RING-RETAINING 
12.470 IN. SHAFT DIA X 0.070 IN. 
AN123629 
4072398 
SEE OPTION TABLE 
4068700 ENGINE ASSY-TURBO FAN 
4068800 ENGINE ASSY-TURBO FAN 
4023116 . NUT OPTION 
SEE OPTION TABLE 
4074021 . BOLT-MACHINE, SLAB 
0.250-28UNJF-3A X 0.885 IN. LONG 
4081281 . BRACKET-LOOP CLAMP 


2-298.4 Change 21 


T.O. 2J-F100-54 


FIGURE 72. NO. 5 BEARING SEAL ASSY 


(2-299 Blank)/2-300 Change 14 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4075044 
4082618 
4021692 
MS9245-03 
4007085 
4018382 
4014756 
4014757 
4014755 
4014767 
4014758 
4001006 
4006262 


4075986 
ST2283-016 


4071849 
4082617 


4075046 
4079331 
4077269 


4079327 


AN123618 
AN123336 
4014754 
4014768 
MS9390-290 
4071212 


4079330 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SEAL ASSY-NO. 5 BEARING LA 
SEE FIG. 71-22 FOR NHA 
SEAL ASSY-NO. 5 BEARING LB 
SEE FIG. 71-22 FOR NHA 
. SEAT-HELICAL COMPRESSION SPRING 
. PIN (AP) 
. SPRING-HELICAL COMPRESSION 
0.431 X 0.031 X 11.5 COILS 
. SEAL OPTION 
PROCUREMENT NO. CONSISTS OF 
.. SEAL-FACE, NO. 5 BEARING, ASSY OF 
OPTIONAL TO 4014757 
.. SEAL-FACE, NO. 5 BEARING, ASSY OF 
OPTIONAL TO 4014756 
... HOUSING-NO. 5 BEARING SEAL 
... SEAT-HELICAL COMPRESSION SPRING 
... PLATE-NO. 5 BEARING SEAL 
. RIVET-TUBULAR, UNIVERSAL 
0.156 DIA X 0.250 IN. GRIP (AP) 
. SEAL RING-METAL 
6.350 OD X 0.180 X 0.150 IN. THK 
. CAP-OIL CHECK VALVE 
. PACKING-PREFORMED 
0.614 ID X 0.070 IN. DIA ROUND 
. VALVE ASSY-OIL CHECK 
USE ONLY ON 4075044 
. VALVE ASSY-OIL CHECK 
USE ONLY ON 4082618 
. SEAL-NO. 5 BEARING, ASSY OF 
. SEAL-NO. 5 BEARING, ASSY OF 
.. SHIELD-HEAT, NO. 5 BEARING 
USE ONLY ON 4075046 
.. SHIELD-HEAT, NO. 5 BEARING 
USE ONLY ON 4079331 
.. RIVET (AP) 
.. RIVET (AP) 
.. PIN-NO. 5 BEARING SEAL 
.. SEAT-HELICAL COMPRESSION SPRING 


.. SUPPORT-NO. 5 BEARING SEAL 
USE ONLY ON 4075046 

.. SUPPORT-NO. 5 BEARING SEAL 
USE ONLY ON 4079331 


Change 14 2-301 


T.O. 2J-F100-54 
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FIGURE 73. FRONT COMPRESSOR DRIVE TURBINE ROTOR AND STATOR ASSY 
(SHEET 1 OF 3) 


2-302 Change 16 


T.O. 2J-F100-54 


i 1754 


ME 


ШТІ >>> 
ni 


22 

14 = 
Ж 
NE 


131619 


110186 


FIGURE 73. FRONT COMPRESSOR DRIVE TURBINE ROTOR AND STATOR ASSY 
(SHEET 2 OF 3) 


Change 26 2-303 


T.O. 2J-F100-54 
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FIGURE 73. FRONT COMPRESSOR DRIVE TURBINE ROTOR AND ЗТАТОВ ASSY 
(SHEET 3 OF 3) 


2-304 Change 16 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4068716-734 


4068716-735 


4068716-736 


4068716-737 


4068716-738 


4068716-739 


4068716-740 


4068716-748 


4068716-733 


4068716-723 


4068716-751 


4068716-752 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-725 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-726 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-727 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-728 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-729 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-730 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-731 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-732 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-750 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-741 
DO NOT PROCURE FROM P&WA 


Change 5 2-5 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-306 


PART 
NUMBER 


4068716-753 


4068716-754 


4068716-755 


4068716-756 


4068716-757 


4068716-758 


4068716-759 


4068716-795 


4068716-796 


4068716-797 


4068716-798 


4068716-799 


Change 8 


UNITS 
PER 
DESCRIPTION ASSY 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-742 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-743 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-744 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-745 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-746 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-747 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-705 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-735 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-736 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-737 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-738 
DO NOT PROCURE FROM P&WA 


USABLE 
ON 
CODE 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4068716-800 


4068716-801 


4068716-802 


4068716-803 


4068716-804 


4068716-805 


4068716-806 


4068716-807 


4068716-808 


4068716-809 


4068716-810 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-739 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-740 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-748 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-751 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-752 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-753 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-754 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-755 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-756 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-757 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-758 
DO NOT PROCURE FROM P&WA 


Change 8 2-307 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-308 


PART 
NUMBER 


4068716-811 


4068716-812 


4068716-813 


4068716-814 
4068716-815 


4068716-816 


4068716-817 


4068716-818 


4068716-819 


4068716-820 


4068716-821 


4068716-822 


Change 21 


UNITS 
PER 
DESCRIPTION ASSY 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-733 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-734 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-759 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-796 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-797 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-798 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-799 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-800 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-801 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-802 
DO NOT PROCURE FROM P&WA 


USABLE 
ON 
CODE 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4068716-823 


4068716-824 


4068716-825 


4068716-826 


4068716-827 


4068716-828 


4068716-829 


4068716-830 


4068716-831 


4068716-832 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-803 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-804 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-805 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-806 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-807 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-808 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-809 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-810 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG.71-25 FOR NHA 
REOP AND REID OF 4068716-811 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-812 
DO NOT PROCURE FROM P&WA 


Change 21 2-309/(2-310 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4068716-850 


4068716-851 


4068716-852 


4068716-853 


4068716-854 


4068716-855 


4068716-856 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 

ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-735 OR -816 
DO NOT PROCURE FROM P&WA 

ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-736 OR -817 
DO NOT PROCURE FROM P&WA 

ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-737 OR -818 
DO NOT PROCURE FROM P&WA 

ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-738 OR -819 
DO NOT PROCURE FROM P&WA 

ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-739 OR -820 
DO NOT PROCURE FROM P&WA 

ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 


REOP AND REID OF 4068716-740 OR -821 
DO NOT PROCURE FROM P&WA 


Change 21 2-1 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4068716-857 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-748 OR -822 

DO NOT PROCURE FROM P&WA 
4068716-858 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-751 OR -823 

DO NOT PROCURE FROM P&WA 
4068716-859 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-752 OR -824 

DO NOT PROCURE FROM P&WA 
4068716-860 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-753 OR -825 

DO NOT PROCURE FROM P&WA 
4068716-861 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-754 OR -826 

DO NOT PROCURE FROM P&WA 
4068716-862 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-755 OR -827 

DO NOT PROCURE FROM P&WA 
4068716-863 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-756 OR -828 

DO NOT PROCURE FROM P&WA 
4068716-864 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-757 OR -829 

DO NOT PROCURE FROM P&WA 
4068716-865 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-758 OR -830 

DO NOT PROURE FROM P&WA 
4068716-866 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-733 OR -831 

DO NOT PROCURE FROM P&WA 
4068716-867 ROTOR AND STATOR ASSY-TURBINE, FRONT 

COMPRESSOR DRIVE 

SEE FIG. 71-25 FOR NHA 

REOP AND REID OF 4068716-734 OR -832 

DO NOT PROCURE FROM P&WA 


2-312 Change 7 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4068716-868 


4068716-869 


4068716-870 


4068716-871 


4068716-872 


4068716-873 


4068716-874 


4068716-875 


4068716-876 


4068716-877 


4068716-878 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-795 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-811 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-812 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-796 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-797 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-798 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-799 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-800 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-801 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-802 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-803 
DO NOT PROCURE FROM P&WA 


Change 7 2-1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-312.2 


PART 
NUMBER 


4068716-879 


4068716-880 


4068716-881 


4068716-882 


4068716-883 


4068716-884 


4068716-885 


4068716-886 


4068716-888 


4026467 


4001681 


4010079 
4010246 
HL599KF-5 


Change 21 


UNITS 
PER 
DESCRIPTION ASSY 


ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-804 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-805 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-806 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-807 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-808 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-809 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-810 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 
REOP AND REID OF 4068716-813 
DO NOT PROCURE FROM P&WA 
ROTOR AND STATOR ASSY-TURBINE, FRONT 
COMPRESSOR DRIVE 
SEE FIG. 71-25 FOR NHA 


. SHIELD-HEAT, FRONT COMPRESSOR DRIVE 


SHAFT, TURBINE 


. NUT-BEARING RETAINING, EXTERNALLY 


THREADED 
5.050-12LH X 0.600 IN. THK 


. PLUG-NO. 5 BEARING 
. SEAT-TURBINE SHAFT LOCK 
. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING .. 


0.164-32UNJC-3B X 0.490 IN. LONG 
P&WA PART NO. 4061774 
SUPERSEDED BY H54475-08 AND 76467-832 


USABLE 
ON 
CODE 


=== 


22220 JU DDD 


DDD 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


H54475-08 


76467-832 


4083241 


HL244-5-3 


HL722-5-3 


4084102 
4064232 
4083239-01 
4064234 


4083239-03 


4064233 


4083239-02 
4026826 
4026464 
4026463 
4060568-01 


MS9556-08 
4044391 


4044390 
4044389 


4044388 
4044393 


4044390 
4044389 


4044392 
4044395 


4044390 
4044389 


4044394 
4060566 
4060565 
503612 


T.O. 2J-F100-54 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. NUT-SELF-LOCKING, HEX 
P&WA PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
. NUT-SELF-LOCKING, HEX 
P&WA PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
. NUT-SELF-LOCKING, HEX 
0.190-32 X 0.280 IN. 
. PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A X 0.500 IN. LONG 
P&WA PART NO. ST2273-03 
REPLACED BY HL722-5-3 
. PIN-RIVET-THREADED, SLAB 
0.164-32UNJC-3A X 0.188 IN. GRIP 
P&WA PART NO. 4077452 
REPLACES HL244-5-3 
. BOLT-MACHINE, HEX 
0.190-32 X 0.505 IN. 
. RING-AIR SEALING, TURBINE, 3RD STAGE, ASSY . 
OF 
. RING-AIR SEALING, TURBINE, 3RD STAGE, ASSY . 
OF 
.. RING-AIR SEALING, TURBINE, 3RD STAGE 
USE ONLY ON 4064232 
.. RING-CELLULAR, STRUCTURAL, TURBINE, 3RD .. 
STAGE 
USE ONLY ON 4083239-01 
.. RING-CELLULAR, STRUCTURAL, TURBINE, 3RD .. 
STAGE 
USE ONLY 4064232 
.. RING-AIR SEALING, TURBINE, 3RD STAGE 
USE ONLY ON 4083239-01 
. RING-RETAINING 
5.7945 SHAFT DIA X 0.0625 IN. DIA WIRE 
. WASHER-KEY 
5.445 ID X 0.0475 IN. THK 
. NUT-FRONT COMPRESSOR DRIVE SHAFT, 
TURBINE 
. SHAFT ASSY-FRONT COMPRESSOR DRIVE, 
TURBINE 


.. COUNTERWEIGHT ASSY-TURBINE 
USE 0-4 AS REQUIRED 
... CLIP-RETAINING, TURBINE COUNTERWEIGHT ... 
. BOLT-TURBINE COUNTERWEIGHT 
0.190-32UNJF-3A X 1.015 IN. LONG 
... COUNTERWEIGHT-TURBINE 
.. COUNTERWEIGHT ASSY-TURBINE 
USE 0-2 AS REQUIRED 
... CLIP-RETAINING, TURBINE COUNTERWEIGHT ... 
. BOLT-TURBINE COUNTERWEIGHT 
0.190-32UNJF-3A X 1.015 IN. LONG 
... COUNTERWEIGHT-TURBINE 
.. COUNTERWEIGHT ASSY-TURBINE 
USE 0-1 AS REQUIRED 
... CLIP-RETAINING, TURBINE COUNTERWEIGHT ... 
. BOLT-TURBINE COUNTERWEIGHT 
0.190-32UNJF-3A X 1.015 IN. LONG 
... COUNTERWEIGHT-TURBINE 
.. STIFFENER-TURBINE SHAFT 
.. STIFFENER-TURBINE SHAFT, ASSY OF 
... NUT-SELF-LOCKING, PLATE, 1 LUG 
0.190-32UNJF-3B X 0.3475 IN. THK 


Change 16 


ON 
CODE 


2-312.3 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


AN123620 ... RIVET (АР) 
4060564 ... STIFFENER-TURBINE SHAFT 
4075102 .. SHAFT-FRONT COMPRESSOR DRIVE, TURBINE .. 
4023115 . NUT OPTION 
SEE OPTION TABLE 
503519 . SCREW-MACHINE, COUNTERSUNK 
0.190-32 X 0.513 IN. LONG 
4069982-01 . RING SEGMENT-AIR SEALING, TURBINE 4TH 
STAGE, ASSY OF 
USE ONLY ON 4068716-735 THRU -737, -740, 
-752 THRU -754, -796 THRU -798, -801, -804 
THRU -806, -871 THRU -873, -876, AND -879 
THRU -881 
4069437-01 - RING SEGMENT-AIR SEALING, TURBINE 4TH 
STAGE, ASSY OF 
USE ONLY ON 4068716-738, -758, -799, 
-802, -807, -810, -874, -877, -882, AND -885 
4079812-01 . RING SEGMENT-AIR SEALING, TURBINE 4TH 
STAGE, ASSY OF 
USE ONLY ON 4068716-723, -733, -734, -739, 
-751, -756, -757, -759, -795, -800, -803, -808, 
-809, -811 THRU -813, -868 THRU -870, -875 
-878, -883, -884, AND -886 
4083666-01 . RING SEGMENT-AIR SEALING, TURBINE 4TH 
STAGE, ASSY OF 
USE ONLY ON 4068716-814 THRU -832, -850 
THRU -867, AND -888 
4071473 . SUPPORT-TURBINE AIR SEALING RING, 4TH 
STAGE 
USE ONLY ON 4068716-723 THRU -759, -795 
THRU -813, AND -886 
4081665 . SUPPORT-TURBINE AIR SEALING RING, 4TH 
STAGE 
USE ONLY ON 4068716-814 THRU -832, -850 
THRU 867, AND 888 
4075404 . BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4068716-759 
FOR SPARES REPLACEMENT USE 4075494 
4080704 . BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4068716-723, -733 THRU -740, 
-748, AND -751 THRU -758 
FOR SPARES REPLACEMENT USE 4080694 
4082204 . BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4068716-795 THRU -813, AND 
-815 THRU -832 
FOR SPARES REPLACEMENT USE 4081734 
4082704 . BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4068716-850 THRU -886 
FOR SPARES REPLACEMENT USE 4082534 
4082504 . BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4068716-814 
FOR SPARES REPLACEMENT USE 4082274 
4075494 . BLADE SET-TURBINE ROTOR, 4TH STAGE 
SPARES REPLACEMENT FOR 4075404 
4080694 . BLADE SET-TURBINE ROTOR, 4TH STAGE 
SPARES REPLACEMENT FOR 4080704 
4081734 . BLADE SET-TURBINE ROTOR, 4TH STAGE 
SPARES REPLACEMENT FOR 4082204 
4082534 . BLADE SET-TURBINE ROTOR, 4TH STAGE 
SPARES REPLACEMENT FOR 4082704 


2-312.4 Change 21 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4075404 .. BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4075494 
4080704 .. BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4080694 
4082204 .. BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4081734 
4082704 .. BLADE-TURBINE ROTOR, 4TH STAGE 
USE ONLY ON 4082534 
4082274 . BLADE SET-TURBINE ROTOR, 4TH STAGE 
SPARES REPLACEMENT FOR 4082504 
4082504 .. BLADE-TURBINE ROTOR, 4TH STAGE 
4073491 . RING-RETAINING, 4TH STAGE 
4069047 . NUT-TIE ROD 
0.375-24UNJF-3B X 0.320 IN. THK 
4064559 . WASHER-KEY, TURBINE ROTOR, 4TH STAGE 
4071798 . NUT-TIE ROD 
0.375-32UNJEF-3B X 0.465 IN. THK 
MS9385-02 
USE ONLY ON 4068716-723, -734 THRU -740, 
-748, -751 THRU -759, -796 THRU -810, -812, 
-813, -816 THRU -830, -832, -851 THRU -865, 
-867, AND -869 THRU -886 
MS9386-010 
USE ONLY ON 4068716-733, -795, -811, -814, 
-815, -831, -850, -866, -868, AND 888 
4071768 
0.375-24UNJF-3A X 0.375-32UNJEF-3A X 1.590 
IN. LONG 
4072484 . DISK-TURBINE, 4TH STAGE, ASSY OF 
USE ONLY ON 4068716-723, -733 THRU -740, 
-748, -751 THRU -759, -795 THRU -813, 
-815 THRU -832, AND -850 THRU -886 
4072485 .. PIN-SHOULDER, HEADLESS 
0.08155 AND 0.170 X 0.219 IN. LONG 
4072404 .. DISK-TURBINE, 4TH STAGE 
4073146 . SEAL-AIR, TURBINE, 4TH STAGE 
USE ONLY ON 4068716-723, -733 THRU -740, 
-748, -751 THRU -759, -795 THRU -813, -815 
THRU -832, AND -850 THRU -886 
4082604 . DISK-TURBINE, 4TH STAGE 
USE ONLY ON 4068716-814 
4082484 . DISK-TURBINE, 4TH STAGE ASSY 
USE ONLY ON 4068716-888 
4082604 .. DISK-TURBINE, 4TH STAGE 
4082478 .. RING-AIR SEALING, TURBINE, 4TH STAGE 
4082297 . SEAL-AIR, TURBINE, 4TH STAGE, ASSY OF 
USE ONLY ON 4068716-814 AND -888 
4082318 .. PIN-SHOULDER, HEADLESS 
0.06105 AND 0.080 DIA X 0.251 IN. LONG 
4081755 .. SEAL-AIR, TURBINE, 4TH STAGE 
4064229 . HUB ASSY-TURBINE REAR 
4080136 . HUB ASSY-TURBINE REAR 


Change 21 2-312.5 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4064238 .. PIN-SHOULDER, HEADLESS 
0.3005 AND 0.3311 X 0.805 IN. LONG 
USE ONLY ON 4064229 
4080134 .. PIN-SHOULDER, HEADLESS 
0.3005 AND 0.3311 X 1.055 IN. LONG 
USE ONLY ON 4080136 
4064230 .. HUB-TURBINE REAR 
USE ONLY ON 4064229 
4080135 .. HUB-TURBINE REAR 
USE ONLY ON 4080136 
4075534 . TURBINE STATOR-4TH STAGE, ASSY OF 
4084134 . TURBINE STATOR-4TH STAGE, ASSY OF 
HL599KF-5 .. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING . . 
0.164-32UNJC-3B X 0.490 IN. LONG 
P&W PART NO. 4061774 
SUPERSEDED BY H54475-08 AND 76467-832 
H54475-08 .. NUT-SELF-LOCKING, HEX 
P&W PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
76467-832 .. NUT-SELF-LOCKING, HEX 
P&W PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
HL522-5-4 .. PIN-RIVET-THREADED, SLAB 
0.164-32UNJC-3A MOD X 0.562 IN. LONG 
P&W PART NO. 4074848 
USE ONLY ON 4075534 
ST2164-020 .. BOLT-MACHINE, DOUBLE HEX, J THREAD 
4068967 .. SPACER-SLEEVE 
0.168 ID X 0.250 OD X 0.097 IN. THK 
4068968 .. RING-AIR SEALING, TURBINE, 4TH STAGE, ASSY . 
OF 
4075254 .. VANE-TURBINE STATOR, 4TH STAGE 
4075403 . BLADE-TURBINE ROTOR, 3RD STAGE 
FOR SPARES REPLACEMENT USE 4075493 
4081603 . BLADE-TURBINE ROTOR, 3RD STAGE 
FOR SPARES REPLACEMENT USE 4081323 
4075493 . BLADE SET-TURBINE ROTOR, 3RD STAGE 
SPARES REPLACEMENT FOR 4075403 
4081323 . BLADE SET-TURBINE ROTOR, 3RD STAGE 
SPARES REPLACEMENT FOR 4081603 
4075403 .. BLADE-TURBINE ROTOR, 3RD STAGE 
USE ONLY ON 4075493 
4081603 .. BLADE-TURBINE ROTOR, 3RD STAGE 
USE ONLY ON 4081323 
4071396 . SEAL-AIR, TURBINE, 3RD STAGE 
4083240 . SEAL-AIR, TURBINE, 3RD STAGE 
4028248 . RIVET-TUBULAR, CSK 
0.094 DIA X 0.320 IN. LONG 
USE 0-6 AS REQUIRED 
4070419 . COUNTERWEIGHT 
USE 0-6 AS REQUIRED 
4070419CL1 . COUNTERWEIGHT 
0.153 - 0.155 OZ 
4070419CL2 . COUNTERWEIGHT 
0.162 - 0.164 OZ 
4070419CL3 . COUNTERWEIGHT 
0.182 - 0.184 OZ 


2-312.6 Change 26 


2222 


Т.О. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4070419CL4 . COUNTERWEIGHT 
0.205 - 0.207 OZ 
4073403 . DISK-TURBINE, 3RD STAGE 
SUPERSEDED BY 4080503 
4084228 . DISK-TURBINE, 3RD STAGE 
4080503 . DISK-TURBINE, 3RD STAGE 
SUPERSEDES 4073403 
SUPERSEDED BY 4080603 
4084231 . DISK-TURBINE 3RD STAGE 
4080603 . DISK-TURBINE, 3RD STAGE 
SUPERSEDES 4080503 
4084103 . DISK-TURBINE, 3RD STAGE 
4069977-01 . RING SEGMENT-AIR SEALING, TURBINE 3RD 
STAGE, ASSY OF 
4082932-01 . RING SEGMENT-AIR SEALING, TURBINE, 3RD 
STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4069975 .. SEAL-TURBINE, 3RD STAGE 
USE ONLY ON 4069977-01 
4082935 .. SEAL-TURBINE, 3RD STAGE 
USE ONLY ON 4082932-01 
AN123619 .. RIVET (AP) 
4069978-01 . RING SEGMENT-AIR SEALING, TURBINE 3RD 
STAGE, ASSY OF 
4082934-01 . RING SEGMENT-AIR SEALING, TURBINE, 3RD 
STAGE, ASSY 
PARTIAL BREAKDOWN FOLLOWS 
4069975 .. SEAL-TURBINE, 3RD STAGE 
USE ONLY ON 4069978-01 
4082935 .. SEAL-TURBINE, 3RD STAGE 
USE ONLY ON 4082934-01 
AN123619 .. RIVET (АР) 
SUPERSEDED BY ST2252-02 
ST2252-02 .. RIVET (АР) 
SUPERSEDES АМ123619 
4073488 . RING-RETAINING, SEGMENT 3RD STAGE 
4073489 . RING-RETAINING, SEGMENT 3RD STAGE 
4077473 . TURBINE STATOR-3RD STAGE, ASSY OF 
USE ONLY ON 4068716-735, -739, -740, -748, 
-751, -752, -756, -758, -796, -800 THRU -804, 
-808, -810, -816, -820 THRU -824, -828, -830, 
-851, -855 THRU -859, -863, -865, -871, -875 
THRU -879, -883, AND -885 
4077533 . TURBINE STATOR-3RD STAGE, ASSY OF TA/TC/TE/ 
USE ONLY ON 4068716-723, -733, -734, -736 TG 
THRU -738, -753 THRU -755, -757, -759, -795, 
-797 THRU -799, -805 THRU -807, -809, -811 
THRU -815, -817 THRU -819, -825 THRU -827, 
-829, -831, -832, -850, -852 THRU -854, -860 
THRU -862, -864, -866 THRU -870, -872 THRU 
-874, -880 THRU -882, -884, 886, AND -888 
4083403 . TURBINE STATOR-3RD STAGE, ASSY OF TB/TD/TF/ 
USE ONLY ON 4068716-723, -733, -734, -736 TH/AAP 
THRU -738, -753 THRU -755, -757, -759, -795, 
-797 THRU -799, -805 THRU -807, -809, -811 
THRU -815, -817 THRU -819, -825 THRU -827, 
-829, -831, -832, -850, -852 THRU -854, -860 
THRU -862, -864, -866 THRU -870, -872 THRU 
-874, -880 THRU -882, -884, 886, AND -888 
4084603 . TURBINE STATOR-3RD STAGE, ASSY ОҒ 
HL599KF-5 .. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING.. 
0.164-32UNJC-3B X 0.490 IN. LONG 
P&WA PART NO. 4061774 
SUPERSEDED BY H54475-08 AND 76467-832 


Change 21 2-312.7 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


H54475-08 .. NUT-SELF-LOCKING, HEX 
P&W PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
76467-832 .. NUT-SELF-LOCKING, HEX 
P&W PART NO. 4082753-01 
SUPERSEDES HL599KF-5 
HL522-5-4 .. PIN-RIVET-THREADED, SLAB 
0.164-32UNJC-3A MOD X 0.562 IN. LONG 
P&W PART NO. 4074848 
USE ONLY ON 4077473, 4077533, AND 4083403 
ST2164-020 .. BOLT-MACHINE, DOUBLE HEX, J THREAD 
4075740 .. SPACER-SHOULDERED 
4075741-01 .. RING-AIR SEALING, TURBINE, 3RD STAGE, ASSY . 
OF 
4077443 .. VANE-TURBINE STATOR, 3RD STAGE 
USE ONLY ON 4077533 
4083033 . VANE-TURBINE STATOR, 3RD STAGE 
USE ONLY ON 4083403 
4076473 .. VANE-TURBINE STATOR, 3RD STAGE 
USE ONLY ON 4077473 
4077423 .. VANE-TURBINE STATOR, ЗАО STAGE 
USE ONLY ON 4077533 
4083023 .. VANE-TURBINE STATOR, 3RD STAGE 
USE ONLY ON 4083403 
4076483 .. VANE-TURBINE STATOR, 3RD STAGE 
USE ONLY ON 4077473 
4077373 .. VANE-TURBINE STATOR, 3RD STAGE 
USE ONLY ON 4077533 
4083213 .. VANE-TURBINE STATOR, 3RD STAGE 
USE ONLY ON 4083403 
4071459 . CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-752, -753, -756, -758, 
-804, -805, -808, -810, -824, -825, -828, -830, 
-859, -860, -863, -865, -879, -880, -883, AND -885 
4079210 . CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-754, -755, -757, -806, 
-807, -809, -826, -827, -829, -861, -862, -864, 
-881, -882, AND -884 
4077683 . CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-733, -734, -811, -812, 
-831, -832, -866, -867, -869, AND -870 
4083255 . CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-733, -734, -811, -812, -831, 
-832, -866,-867, -869, AND -870 
4080043 . CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-737, -738, -740, -751, 
-798, -799, -801, -803, -818, -819, -821, -823, 
-853, -854, -856, -858, -873, -874, -876, AND -878 
4083256 . CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-737, -738, -740, -751, 
-798, -799, -801, -803, -818, -819, -821, -823, 
-853, -854, -856, -858, -873, -874, -876, AND -878 
4080000 . CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-735, -736, -739, -748, 
-759, -796, -797, -800, -802, -813, -816, -817, 
-820, -822, -851, -852, -855, -857, -871, -872, 
-875, -877, AND -886 


2-312.8 Change 26 


تد 2222 


=== 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4083257 


4076725 
4077682 
4077675 
4082982 
4071017 
4079213 
4077676 
4077681 
4071430 
4079211 
4023115 
MS9696-06 
4075923 
4075924 
4073616 
585406 
4052460 
AN123319 
4071429 
4079212 
4F-4071429 
5F-4071429 
4080527 
4082975 
4077682 
4082982 
4080526 
4079211 
4083519 


4023115 


MS9696-06 
4075923 
4075924 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. CASE AND DUCT SET-TURBINE REAR 
USE ONLY ON 4068716-735, -736, -739, -748, 
-759, -796, -797, -800, -802, -813, -816, -817, 
-820, -822, -851, -852, -855, -857, -871, -872, 
-875, -877, AND -886 
.. DUCT SEGMENT-TURBINE, 2ND STAGE 
USE ONLY ON 4071459 AND 4079210 
.. DUCT SEGMENT-TURBINE, 2ND STAGE 
USE ONLY ON 4077683 
.. DUCT SEGMENT-TURBINE, 2ND STAGE 
USE ONLY ON 4080000 AND 4080043 
.. DUCT SEGMENT-TURBINE, 2ND STAGE 
USE ONLY ON 4083255, 4083256, AND 4083257 
.. SUPPORT-TURBINE DUCT, 2ND STAGE 
USE ONLY ON 4071459 
.. SUPPORT-TURBINE DUCT, 2ND STAGE 
USE ONLY ON 4079210 
.. SUPPORT-TURBINE DUCT, 2ND STAGE 
USE ONLY ON 4080043 
.. SUPPORT-TURBINE DUCT, 2ND STAGE 
USE ONLY ON 4077683 AND 4080000 
.. CASE-TURBINE REAR, ASSY OF 
USE ONLY ON 4071459 AND 4080000 
.. CASE-TURBINE REAR, ASSY OF 
USE ONLY ON 4079210, 4077683, AND 4080043 
.. NUT OPTION 
SEE OPTION TABLE 


... BOSS-INSTRUMENTATION 
... BOSS-INSTRUMENTATION 
.. PIN-SHOULDER, HEADLESS 
0.2506 AND 0.2895 DIA X 0.485 IN. LONG 
.. PIN-SHOULDER, HEADLESS 
0.1875 AND 0.255 DIA X 0.385 IN. LONG 
... BRACKET-IDENTIFICATION PLATE 
... RIVET (АР) 
.. CASE-TURBINE 
USE ONLY ON 4071430 
.. CASE-TURBINE 
USE ONLY ON 4079211 
.... CASE-TURBINE 
SERVICE REPAIR PART 
.... CASE-TURBINE 
SERVICE REPAIR PART 
. SUPPORT AND DUCT SET-TURBINE REAR 
. SUPPORT AND DUCT SET-TURBINE REAR 
.. DUCT SEGMENT-TURBINE, 2ND STAGE 
USE ONLY ON 4080527 
.. DUCT SEGMENT-TURBINE, 2ND STAGE 
USE ONLY ON 4082975 
.. SUPPORT-TURBINE DUCT, 2ND STAGE 
. CASE-TURBINE REAR, ASSY OF 
USE ONLY ON 4068716-723, -795, -814, -815, 
-850, -858, AND -868 
. CASE-TURBINE REAR, ASSY OF 
USE ONLY ON 4068716-723, -795, -814, -815, 
-850, -868, AND -888 
.. NUT OPTION 
SEE OPTION TABLE 


USABLE 
ON 
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Change 16 
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FIGURE 
& INDEX 
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2-314 


PART 
NUMBER 


4073616 
585406 
4052460 
AN123319 
4079212 


4083520 


Change 16 


UNITS 
PER 
DESCRIPTION ASSY 


.. PIN-SHOULDER, HEADLESS 


0.2506 AND 0.2895 DIA X 0.485 IN. LONG 


.. PIN-SHOULDER, HEADLESS 


0.1875 AND 0.255 DIA X 0.385 IN. LONG 


.. BRACKET-IDENTIFICATION PLATE 
.. RIVET (AP) 
.. CASE-TURBINE 


USE ONLV ON 4079211 


.. CASE-TURBINE 


USE ONLV ON 4083519 
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FIGURE 74. REAR FAN DUCT ASSY 
(SHEET 1 OF 6) 
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FIGURE 74. REAR FAN DUCT ASSY 
(SHEET 2 OF 6) 
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FIGURE 74. REAR FAN DUCT ASSY 


(SHEET 3 OF 6) 


Change 26 


2-316 


T.O. 2J-F100-54 
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FIGURE 74. REAR FAN DUCT ASSY 
(SHEET 4 OF 6) 


2-317 


T.O. 2J-F100-54 


4756 


FIGURE 74. REAR FAN DUCT ASSY 
(SHEET 5 OF 6) 


2-318 


T.O. 2J-F100-54 


FIGURE 74. REAR FAN DUCT ASSY 
(SHEET 6 OF 6) 
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77777799 


T.O. 2J-F100-54 


FIGURE 
8 INDEX 
NUMBER 


2-320 


PART 
NUMBER 


4069402 
4079768 


4086531 


4086671 


4077360 


MS9318-107 
4071779 


MS9318-105 
4073012-01 
ST1209-03 


4073026 


4073012-02 
4036398 


4069563 
MS9318-112 
MS9318-110 
MS9318-062 
ST2137-05 


4071534 
MS9318-108 
MS9318-060 
MS9318-065 
4071526 
MS9318-108 
MS9318-062 
MS9318-064 
4071528 
MS9318-108 
MS9318-062 
MS9318-064 
4071532 
MS9318-108 
MS9318-060 
MS9318-065 
ST2138-01 


ST2138-02 


4071505 
MS9318-106 
MS9318-105 
MS9318-062 
ST2138-01 


4072142 
MS9318-108 
MS9318-110 
MS9318-064 
ST2137-07 


4077246 


Change 26 


DESCRIPTION 


DUCT-FAN, REAR, ASSY OF 
SEE FIG. 1-14 FOR NHA 
DUCT-FAN, REAR, ASSY OF 
SEE FIG. 1-14 FOR NHA 
DUCT-FAN, REAR, ASSY OF 
REOP AND REID OF 4069402 
DO NOT PROCURE FROM P&W 
SEE FIG. 1-14 FOR NHA 
DUCT-FAN, REAR, ASSY OF 
REOP AND REID OF 4079768 
DO NOT PROCURE FROM P&W 
SEE FIG. 1-14 FOR NHA 


. BRACKET-CONVERGENT EXHAUST NOZZLE 


CONTROL 


CONTROL 


. RIVET (AP) 
. CHANNEL-GANG NUT, ASSY OF 
. RIVET-BLIND, COUNTERSUNK 


0.094 DIA X 0.265 GRIP (AP) 


.. NUT OPTION 


SEE OPTION TABLE 


.. CHANNEL-GANG МОТ 
. BUSHING-SLEEVE, FLANGED 


0.390 ID X 0.7061 OD X 1.398 IN. LONG 


. BOSS-FAN DUCT 
. RIVET (AP) 


` BOLT-ANCHOR 


0.190-32UNJF-3A X 0.950 IN. LONG 


. BOSS-REAR FAN DUCT, PAD 71 
. RIVET (AP) 


. RIVET (AP) 
. BOSS-REAR FAN DUCT, PAD 65 
. RIVET (AP) 
. RIVET (AP) 
. RIVET (AP) 


. BOSS-REAR FAN DUCT, PAD 66 
. RIVET (AP) 

. RIVET (AP) 

. RIVET (AP) 

. BOLT-ANCHOR 


0.250-28UNJF-3A X 0.925 IN. LONG 


. BOLT-ANCHOR 


0.250-28UNJF-3A X 1.030 IN. LONG 


. BOSS-FAN DUCT, REAR 
. RIVET (AP) 

. RIVET (AP) 

. RIVET (AP) 

. BOLT-ANCHOR 


0.250-28UNJF-3A X 0.925 IN. LONG 


. BOSS-FAN DUCT 
. RIVET (AP) 

. RIVET (AP) 

. RIVET (AP) 

. BOLT-ANCHOR 


0.190-32UNJF-3A X 1.310 IN. LONG 


. BOSS-FAN DUCT, REAR BORESCOPE 


UNITS | USABLE 


PER 
ASSY 


a 
+ N ~ м 


со со D D ھ‎ = оо = D N + = D N + — 


OR D D N 


oo © D D = 


го 


ON 
CODE 


KW 
KX 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS9318-062 
MS9318-072 
ST2138-01 


ST2138-03 


4069562 
MS9318-110 
MS9318-108 
MS9318-064 
ST2137-05 


4072144 
MS9318-060 
MS9318-017 
ST2137-04 


4071530 
MS9318-060 
MS9318-016 
ST2138-01 
4077247 
MS9318-064 


MS9318-059 
ST2138-04 


ST2138-01 


4036399 
ST2138-06 


MS9318-054 
ST2137-02 


MS9318-009 
ST2137-04 


MS9318-053 
ST2138-06 


MS9318-054 
TR28009-8 


TR28009-10 


TR28009-10 


. RIVET (AP) 
. BOLT-ANCHOR 


. RIVET (AP) 
. BOLT-ANCHOR 


. RIVET (AP) 
. BOLT-ANCHOR 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. RIVET (AP) 
. RIVET (AP) 
. BOLT-ANCHOR 


0.250-28UNJF-3A X 0.925 IN. LONG 
REPLACES ST2138-05 


. BOLT-ANCHOR 


0.250-28UNJF-3A X 1.200 IN. LONG 
REPLACES ST2138-05 


. BOSS-FAN DUCT, REAR 
. RIVET (AP) 

. RIVET (AP) 

. RIVET (AP) 

. BOLT-ANCHOR 


0.190-32UNJF-3A X 0.950 IN. LONG 


. BOSS-FAN DUCT 
. RIVET (AP) 

. RIVET (AP) 

. BOLT-ANCHOR 


0.190-32UNJF-3A X 0.850 IN. LONG 


. BOSS-REAR FAN DUCT, PAD 53 
. RIVET (AP) 


` BOLT-ANCHOR 


0.250-28UNJF-3A X 0.925 IN. LONG 


. BOSS-FAN DUCT, REAR BORESCOPE 
. RIVET (AP) 


0.250-28UNJF-3A X 1.325 IN. LONG 
REPLACES ST2138-05 


. BOLT-ANCHOR 


0.250-28UNJF-3A X 0.925 IN. LONG 
REPLACES ST2138-03 


. BUSHING-SLEEVE, FLANGED 


0.390 ID X 0.79805 OD X 0.505 IN. LONG 


. BOLT-ANCHOR 


0.250-28UNJF-3A X 0.688 IN. LONG 


0.190-32UNJF-3A X 0.600 IN. LONG 


0.190-32UNJF-3A X 0.850 IN. LONG 


0.250-28UNJF-3A X 0.688 IN. LONG 


. RIVET (AP) 
. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.500 IN. LONG 
P&WA PART NO. ST2665-08 


. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
REPLACES ST2665-08 


. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 

REPLACES ST2665-08 

USE ONLY ON 4069402 


2-321 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TR28009-12 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.000 IN. LONG 
P&WA PART NO. ST2665-12 
TR28009-12 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.000 IN. LONG 
P&WA PART NO. ST2665-10 
USE ONLY ON 4069402 
TR28009-18 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.375 IN. LONG 
P&WA PART NO. ST2665-18 
TR28009-20 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.500 IN. LONG 
P&WA PART NO. ST2665-20 
4030789 . PIN-SHOULDER, HEADLESS 
0.12475 AND 0.186 X 0.325 IN. LONG 
4069403-01 . DUCT-FAN, REAR, SUBASSY OF 
USE ONLY ON 4069402 
4079769-01 . DUCT-FAN, REAR, SUBASSY OF 
USE ONLY ON 4079768 
4068700 ENGINE ASSY-TURBO FAN 
4068800 ENGINE ASSY-TURBO FAN 
4023116 . NUT OPTION 
SEE OPTION TABLE 
ST2018-022 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.688 IN. LONG 
ST2018-024 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 
ST2018-032 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 1.000 IN. LONG 
4032948 . PIN-SHOULDER, HEADLESS 
0.2505 DIA X 0.250-28UNJF-3A X 1.625 IN. LONG 


4062651 . BRACKET ASSY-ENGINE ELECTRONIC CONTROL . 
SUPPORT LINK 


DELETED 

DELETED 

ST2018-022 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.688 IN. LONG 

ST2018-024 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 

4081141 . BRACKET-LOOP CLAMP 

ST2018-024 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 

4080395 . BRACKET-LOOP CLAMP 

4080927-01 . BRACKET-LOOP CLAMP, ASSY OF 

ST2018-024 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 

4081295 . BRACKET-LOOP CLAMP 

4034224 . RING-EXTERNALLY THREADED 
2.500-16UNJF-3A X 0.580 IN. THK 

4053840 . BEARING OPTION 
SEE OPTION TABLE 

4081346-01 . BEARING SET-PLAIN SELF-ALIGNING 
1.74975 X 2.43725 IN. OD 

4031095 . HOUSING-REAR MOUNT BEARING 

MS9742-12 . BOLT (AP) 

4072164 . BRACKET-ANGLE, ASSY OF 

4023115 . NUT OPTION (AP) 
SEE OPTION TABLE 

ST2015-016 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


2-322 Change 8 


D D D لد‎ 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4037194 
4023115 


ST2015-020 


4074138 
4023115 


ST2015-020 
4080751 


4080752 


MS9318-065 
MS9319-052 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BRACKET-ASSY OF, IDENTIFICATION PLATE 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. BRACKET-BLOCK CLAMP 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. BUSHING-BLANK 


0.900 OD X 1.400 IN. LONG 
SERVICE REPAIR FOR 4036398 


. BUSHING-BLANK 


0.995 OD X 0.510 IN. LONG 
SERVICE REPAIR FOR 4036399 


SERVICE REPAIR FOR 4086531 AND 4086671 


Change 26 2-323 


T.O. 2J-F100-54 
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FIGURE 75. FRONT FAN DUCT ASSY 
(SHEET 1 OF 6) 


2-324 Change 24 
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FIGURE 75. FRONT ҒАМ DUCT ASSY 
(SHEET 2 OF 6) 
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FIGURE 75. FRONT FAN DUCT ASSY 
(SHEET 3 OF 6) 


2-326 Change 10 


T.O. 2J-F100-54 


4761 


FIGURE 75. FRONT FAN DUCT ASSY 
(SHEET 4 OF 6) 


2-327 


T.O. 2J-F100-54 


FIGURE 75. FRONT FAN DUCT ASSY 
(SHEET 5 OF 6) 


2-328 


T.O. 2J-F100-54 


50 ON M 
51 ON N 
52 ON P 
55 ON A 
57 ON R 
58 ON S 
59 ON T 
60 ON U 
61 ON V 
62 ON W 
63 ON Y 
54 ON Z 
64 ON AA 
65 ON AB 
53 ON AC 
56 ON AD 
50A ON AF 
52A ON AG 
57A ON AH 
58A ON AJ 


М, N, P, О, R, $, T, U, V, W, Y, Z, AA, АВ, АС, AD, AF, AG, AH, AJ 


FIGURE 75. FRONT FAN DUCT ASSY 
(SHEET 6 OF 6) 


Change 10 2-329 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4075426 DUCT-FAN, FRONT, ASSY OF KU 
SEE FIG. 1-15 FOR NHA 

4079771 DUCT-FAN, FRONT, ASSY OF 
SEE FIG. 1-15 FOR NHA 

4081642 DUCT-FAN, FRONT, ASSY OF 
SEE FIG. 1-15 FOR NHA 

4072789 . BOSS-FAN DUCT 

MS9318-108 . RIVET (AP) 

MS9318-066 . RIVET (AP) 

ST2138-02 . BOLT-ANCHOR 
0.250-28UNJF-3A X 1.030 IN. LONG 
REPLACES ST2138-01 

4072788 . BOSS-FAN DUCT 

MS9318-106 . RIVET (AP) 

MS9318-060 

ST2138-01 
0.250-28UNJF-3A X 0.925 IN. LONG 

4071730 . LINER-FAN DUCT 

4069452 . BOSS-FAN DUCT 

HL97DU-5 . COLLAR-PIN-RIVET, THREADED 
0.164-32UNJC-3B X 0.437 IN. THK (AP) 

P&WA PART NO. ST2185-05 

HL12V-5-6 . PIN-RIVET-THREADED, FLAT 

0.164-32UNJC-3A MOD X 0.688 IN. LONG (AP) 
P&WA PART NO. ST2141-06 


4071729 . LINER-FAN DUCT 
4072793 . BOSS-FAN DUCT 
HL97DU-5 . COLLAR-PIN-RIVET, THREADED 
0.164-32UNJC-3B X 0.437 IN. THK (AP) 
P&WA PART NO. ST2185-05 


HL12V-5-6 . PIN-RIVET-THREADED, FLAT 
0.164-32UNJC-3A MOD X 0.688 IN. LONG (AP) 
P&WA PART NO. ST2141-06 


4072791 
MS9318-108 
MS9318-114 
MS9318-068 
ST2138-02 
0.250-28UNJF-3A X 1.030 IN. LONG 
REPLACES ST2138-03 
4072794 . BOSS-FAN DUCT 
MS9318-108 . RIVET (AP) 
MS9318-110 . RIVET (AP) 
MS9318-068 
ST2138-02 
0.250-28UNJF-3A X 1.030 IN. LONG 
4072790 . BOSS-FAN DUCT 
MS9318-108 . RIVET (AP) 
MS9318-066 . RIVET (AP) 
ST2138-02 . BOLT-ANCHOR 
0.250-28UNJF-3A X 1.030 IN. LONG 
REPLACES ST2138-03 
4072792 . BOSS-FAN DUCT 
MS9319-154 . RIVET (AP) 
MS9318-072 . RIVET (AP) 


2-330 Change 16 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ST2138-03 . BOLT-ANCHOR 
0.250-28UNJF-3A X 1.200 IN. LONG 
ST2138-04 . BOLT-ANCHOR 
0.250-28UNJF-3A X 1.325 IN. 
REPLACES ST2138-03 
4069441 . BOSS-FAN DUCT 
MS9318-118 . RIVET (AP) 
MS9318-076 . RIVET (AP) 
ST2138-03 . BOLT-ANCHOR 
0.250-28UNJF-3A X 1.200 IN. 
ST2137-02 . BOLT-ANCHOR 
0.190-32UNJF-3A X 0.600 IN. 
REPLACES ST2137-04 
MS9318-056 . RIVET (AP) 
ST2138-01 . BOLT-ANCHOR 
0.250-28UNJF-3A X 0.925 IN. 
MS9318-056 . RIVET (AP) 
ST2138-06 . BOLT-ANCHOR 
0.250-28UNJF-3A X 0.688 IN. 
MS9318-056 . RIVET (AP) 
ST2137-03 . BOLT-ANCHOR 
0.190-32UNJF-3A X 0.730 IN. 
REPLACES ST2137-02 


MS9318-056 
ST2138-06 
0.250-28UNJF-3A X 0.688 IN. 
REPLACES ST2138-01 
MS9318-056 . RIVET (AP) 
TR28009-10 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
REPLACES ST2665-08 
USE ONLY ON 4075426 AND 4079771 
TR28009-8 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.500 IN. LONG 
P&WA PART NO. ST2665-08 
USE ONLY ON 4081642 
TR28009-8 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.500 IN. LONG 
P&WA PART NO. ST2665-08 
USE ONLY ON 4075426 AND 4079771 
TR28009-10 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
REPLACES ST2665-12 
USE ONLY ON 4075426 AND 4079771 
TR28009-10 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
USE ONLY ON 4081642 
TR28009-10 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
REPLACES ST2665-12 
USE ONLY ON 4075426 


Change 10 2-331 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
DESCRIPTION ASSY CODE 


NUMBER NUMBER 


TR28009-10 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
REPLACES ST2665-12 
USE ONLY ON 4075426 AND 4079771 
. STUD-LOCKED IN 


0.190-32 X 0.250-28 X 1.000 IN. LONG 


TR28009-12 


TR28009-12 


TR28009-18 


TR28009-18 


P&WA PART 
USE ONLY ON 
. STUD-LOCKED | 


NO. ST2665-12 
4075426 AND 4081642 
N 


0.190-32 X 0.250-28 X 1.000 IN. LONG 


P&WA PART 
USE ONLY ON 
. STUD-LOCKED | 


NO. ST2665-12 
4075426 
N 


0.190-32 X 0.250-28 X 1.375 IN. LONG 


P&WA PART 
USE ONLY ON 
. STUD-LOCKED | 


NO. ST2665-18 
4075426 AND 4079771 
N 


0.190-32 X 0.250-28 X 1.375 IN. LONG 


P&WA PART 
USE ONLY ON 


NO. ST2665-18 
4081642 


TR28009-20 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.500 IN. LONG 
P&WA PART NO. ST2665-20 
USE ONLY ON 4075426 AND 4079771 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.500 IN. LONG 
P&WA PART NO. ST2665-20 
USE ONLY ON 4081642 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.375 IN. LONG 
P&WA PART NO. ST2665-18 
USE ONLY ON 4075426 AND 4079771 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.750 IN. LONG 
P&WA PART NO. ST2665-24 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.875 IN. LONG 
P&WA PART NO. ST2665-26 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.750 IN. LONG 
P&WA PART NO. ST2665-24 
REPLACES ST2665-26 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.000 IN. LONG 
P&WA PART NO. ST2665-16 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.375 IN. LONG 
P&WA PART NO. ST2665-18 
REPLACES ST2665-20 
USE ONLY ON 4075426 AND 4079771 
. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.875 IN. LONG 
P&WA PART NO. ST2665-10 
REPLACES ST2665-08 
USE ONLY ON 4075426 AND 4079771 


TR28009-20 


TR28009-18 


TR28009-24 


TR28009-26 


TR28009-24 


TR28009-16 


TR28009-18 


TR28009-10 


2-332 Change 10 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4030789 
4075427-01 
4079772-01 
4081643-01 
4068700 
4068800 
4023116 
ST2018-022 
ST2018-022 
ST2018-024 


4081433 
ST2018-022 


DELETED 
ST2018-024 


4080994 
ST2018-022 


ST2018-024 


4081576 
ST2018-024 


4078547 
4070989 
ST2178-08 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. PIN-SHOULDER, HEADLESS 
0.12475 AND 0.186 X 0.325 IN. LONG 

. DUCT-FAN, OUTER FRONT, SUBASSY OF 
USE ONLY ON 4075426 

. DUCT-FAN, OUTER FRONT, SUBASSY OF 
USE ONLY ON 4079771 

. DUCT-FAN, OUTER FRONT, SUBASSY OF 
USE ONLY ON 4081642 

ENGINE ASSY-TURBO FAN 

ENGINE ASSY-TURBO FAN 

. NUT OPTION 
SEE OPTION TABLE 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.688 IN. LONG 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.688 IN. LONG 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 

. BRACKET-LOOP CLAMP 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.688 IN. LONG 


. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 

. BRACKET-LOOP CLAMP 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.688 IN. LONG 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 

. BRACKET-LOOP CLAMP 

. BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.750 IN. LONG 

. BRACKET-LOOP CLAMP 

. BRACKET ASSY-GEARBOX SUPPORT 

. SCREW-MACHINE, COUNTERSUNK 
0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


USABLE 
ON 
CODE 


Change 24 


2-333 


T.O. 2J-F100-54 


2-334 


Change 10 


39 


< 


< ll 


7500000 


10000! 


— — 46 


FIGURE 76. ENGINE CORE MODULE 
(SHEET 1 OF 2) 
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FIGURE 76. ENGINE CORE MODULE 
(SHEET 2 OF 2) 


Change 18 2-335 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-336 


PART 
NUMBER 


4068722-801 


4082657-801 


4068722-806 


4082657-806 


4068722-803 


4082657-803 


4068722-807 


4082657-807 


4068722-810 


4082654-800 


4082654-801 


4068722-811 


4082654-802 


4068722-812 


4084522-802 


4084522-801 


Change 19 


UNITS 
PER 
DESCRIPTION ASSY 


ENGINE CORE MODULE (VARIABLE 6TH STAGE .... 
VANES) 
SEE FIG. 1-16 FOR NHA 

ENGINE CORE MODULE (VARIABLE 6TH STAGE .... 
VANES) 
SEE FIG. 1-16 FOR NHA 
REOP AND REID OF 4068722-801 
DO NOT PROCURE FROM P8WA 

ENGINE CORE MODULE (VARIABLE 6TH STAGE .... 
VANES) 
SEE FIG. 1-16 FOR NHA 

ENGINE CORE MODULE (VARIABLE 6TH STAGE .... 
VANES) 
SEE FIG. 1-16 FOR NHA 
REOP AND REID OF 4068722-806 
DO NOT PROCURE FROM P&WA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
REOP AND REID OF 4068722-800 OR -801 
DO NOT PROCURE FROM P8WA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
REOP AND REID OF 4068722-803 
DO NOT PROCURE FROM P8WA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
REOP AND REID OF 4068722-807 
DO NOT PROCURE FROM P8WA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
REOP AND REID OF 4068722-807 OR 810 
DO NOT PROCURE FROM P&WA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
REOP AND REID OF 4082654-800 
DO NOT PROCURE FROM P&WA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4068722-810 
SEE FIG. 1-16 FOR NHA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
REOP AND REID OF 4082654-800 
SEE FIG. 1-16 FOR NHA 
DO NOT PROCURE FROM P8WA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 

ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 


USABLE 
ON 
CODE 


AP/DB/XH/ 
XK/AAH 


AP/DB/ 
AAM 


AP/DB/XJ/ 
XK/XR 


AP/DB/SE/ 
XL/XT 


AP/DB/SF/ 
XL 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4082657-808 ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
4084522-800 ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
4082654-803 ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
SEE FIG. 1-16 FOR NHA 
4021812 . NUT OPTION 
SEE OPTION TABLE 
4059356 . BOLT-SHOULDER, HEX, DRILLED 
0.190-32UNJF-3A X 2.020 IN. LONG 
4069284 . BOLT-SHOULDER, SQUARE 
0.190-32UNJF-3A X 1.712 IN. LONG 
4069279 . CONNECTING LINK-RIGID, BLEED VALVE STRAP .. 
4059355 . ROLLER-PLAIN 
0.25325 ID X 0.4998 OD X 0.350 IN. LONG 
4069280 . STRAP-BLEED VALVE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
4069858 .. LOOP-BLEED VALVE STRAP 
4069859 .. LOOP-BLEED VALVE STRAP 
4077912 . CONNECTING LINK-RIGID, BLEED VALVE STRAP .. 
4076799 . GUIDE ASSY-BLEED VALVE STRAP CARTRIDGE ... 
4071766 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
4066841 .. PIN-SHOULDER, HEADLESS 
0.18775 X 0.2465 X 0.280 IN. LONG 
MS124696 
REPLACES AS3080-04 
4076798 .. GUIDE-BLEED VALVE STRAP CARTRIDGE 
4074020 . BRACKET-ANGLE 
ST2601-05 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.438 IN. LONG (AP) 
4042344 . NUT OPTION (AP) 
SEE OPTION TABLE 
ST1508-09 . BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 0.688 IN. LONG (AP) 
ST2606-05 . BOLT-MACHINE, HEX 
0.190-32UNJF-3A X 0.438 IN. LONG 
ST2605-06 . BOLT-MACHINE DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
4075573 . SEAT-BLEED VALVE STRAP, LOCKING 
4074494 . TUBE ASSY-COMPRESSOR BLEED 
4074493 .. TUBE-COMPRESSOR BLEED 
4069349 .. SLEEVE-SEALING, COMPRESSOR CASE ELBOW.. 
NO NUMBER . COMPRESSOR STATOR SYNCHRONIZING 
LINKAGE (VARIABLE 6TH STAGE VANES) 
SEE FIG. 77 FOR DETAIL PARTS 
NO NUMBER . COMPRESSOR STATOR SYNCHRONIZING 
LINKAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 78 FOR DETAIL PARTS 
4066849 . BRACKET-COMPRESSOR STATOR LINKAGE 
ARM, ASSY OF 
4078415 . BRACKET-COMPRESSOR STATOR LINKAGE 
ARM, ASSY OF 
ST2605-07 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
ST2605-07 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.562 IN. LONG (AP) 


Change 19 2-337 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


ST2605-09 . BOLT-MACHINE, DRILLED DOUBLE HEX AP 
0.190-32UNJF-3A X 0.688 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 
2146277 .. PIN-SHOULDER, HEADLESS 
0.12605 AND 0.186 DIA Х 0.275 IN. LONG 
USE ONLY ON 4066849 
4060555 .. PIN-SHOULDER, HEADLESS 
0.12605 AND 0.186 DIA X 0.250 IN. LONG 
USE ONLV ON 4078415 
4066838 . SEAT-BLEED VALVE STRAP 
ST2605-09 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.688 IN. LONG 
4079745 . BRACKET OPTION 
PROCUREMENT NO. CONSISTS OF 
4078407 .. BRACKET ASSY-REAR COMPRESSOR STATOR ... 
LINKAGE ARM 
OPTIONAL TO 4078474 
4078474 .. BRACKET ASSY-REAR COMPRESSOR STATOR ... 
LINKAGE ARM 
OPTIONAL TO 4078407 
PARTIAL BREAKDOWN FOLLOWS 
4078408 ... PIN-SHOULDER, HEADLESS 
0.094 AND 0.125 DIA X 0.235 IN. LONG 
4069355 . SEAT-BLEED VALVE STRAP 
4069773 . SLEEVE-SEALING, COMPRESSOR CASE ELBOW .. 
4070962 . ELBOW-AIR SUPPLV MANIFOLD 
4070963 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
4071766 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
4075514 . PLATE-IDENTIFICATION, CORE ENGINE MODULE .. 
593720 . SCREW-MACHINE, DRILLED FILLISTER 
0.138-32 X 0.250 (AP) 
NO NUMBER . FUEL NOZZLES, MANIFOLDS, AND TUBING 
SEE FIG. 79 FOR DETAIL PARTS 
NO NUMBER . NO. 2 AND 3 BEARING PRESSURE TUBES, 
GEARBOX DRIVESHAFT COUPLING, AND 
COMPRESSOR INTERMEDIATE CASE 
BORESCOPE PLUG 
SEE FIG. 80 FOR DETAIL PARTS 
NO NUMBER . 3RD STAGE COMPRESSOR STATOR, SHROUD, .... 
AND NO. 2 BEARING SEAL AND SUPPORT ASSY 
SEE FIG. 81 FOR DETAIL PARTS 
NO NUMBER . NO. 2 BEARING AND COUPLING ASSY, NO. 2 
BEARING HOUSING ASSY, GEARBOX DRIVE 
BEARING HOUSING AND GEARSHAFT, AND NO. 
2 AND 3 BEARING SEAL ASSY 
SEE FIG. 82 FOR DETAIL PARTS 
NO NUMBER . NO. 3 BEARING, SUPPORT ASSY, AND GEARBOX . 
DRIVE BEVEL GEARSHAFT 
SEE FIG. 83 FOR DETAIL PARTS 
NO NUMBER . NO. 3 BEARING REAR SEAL ASSY, REAR 
COMPRESSOR STATOR VARIABLE INLET 
VANES, EXIT FAN STATOR, AND COMPRESSOR 
INTERMEDIATE CASE ASSY 
SEE FIG. 84 FOR DETAIL PARTS 
NO NUMBER . SPLIT CASE BOLTS, 4TH-9TH STAGE 
COMPRESSOR CASE AND STATOR ASSY, AND 
COMPRESSOR STATOR HEAT SHIELDS 
SEE FIG. 85 FOR DETAIL PARTS 


2-338 Change 19 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART ON 
NUMBER NUMBER 1234567 DESCRIPTION CODE 


NO NUMBER . REAR COMPRESSOR DRIVE TURBINE ROTOR .... 
AND STATOR ASSY, 1ST STAGE TURBINE 
STATOR SUPPORT, VANES, INNER AIR 
SEALING RING, AND COMBUSTION CHAMBER 
SEE FIG. 86 FOR DETAIL PARTS 

NO NUMBER . NO. 4 BEARING, NO. 4 BEARING AIR SEALING .... 
RING, REAR SEAL ASSY AND HOUSING 
SEE FIG. 87 FOR DETAIL PARTS 

NO NUMBER . COMPRESSOR DISCHARGE MANIFOLDS, 
10TH-12TH STAGE COMPRESSOR STATOR 
SEGMENTS AND CASE ASSY, AND 
COMPRESSOR ROTOR ASSY 
SEE FIG. 88 FOR DETAIL PARTS 

NO NUMBER . NO. 4 BEARING FRONT AIR SEALING RING, 
FRONT SEAL ASSY, COMPRESSOR EXIT 
STATOR, AND DIFFUSER CASE 
SEE FIG. 89 FOR DETAIL PARTS 


Change 11 2-339 


T.O. 2J-F100-54 


FIGURE 77. COMPRESSOR STATOR SYNCHRONIZING LINKAGE (VARIABLE 6TH STAGE 
VANES) 
(SHEET 1 OF 2) 


2-340 Change 11 


T.O. 2J-F100-54 


37331 


FIGURE 77. COMPRESSOR STATOR SYNCHRONIZING LINKAGE (VARIABLE 6TH STAGE 
VANES) 
(SHEET 2 OF 2) 


Change 2 2-341 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER COMPRESSOR STATOR SYNCHRONIZING AN 
LINKAGE (VARIABLE 6TH STAGE VANES) 
SEE FIG. 76-22 FOR NHA 

MS9245-27 

4062289 


SEE OPTION TABLE 
4071474 . BOLT-MACHINE, SLAB, DRILLED 
0.250-28UNJF-3A MOD X 1.320 IN. LONG 
4062286 . BOLT-MACHINE, SLAB, DRILLED 
0.250-28UNJF-3A X 1.060 IN. LONG 
4066827 . CONNECTING LINK-RIGID, COMPRESSOR 


MS9245-24 . 
4062489 . МОТ OPTION 
SEE OPTION TABLE 
4062463 . BOLT-MACHINE, SLAB, DRILLED 
0.190-32UNJF-3A MOD X 1.000 IN. LONG 
4062514 . BOLT-MACHINE, HEX, DRILLED 
0.190-32UNJF-3A MOD X 1.100 IN. LONG 
4075473 . ARM OPTION 
PROCUREMENT NO. CONSISTS OF 
4066857 .. ARM-REAR COMPRESSOR STATOR 
SYNCHRONIZING, ASSY OF 
OPTIONAL TO 4066899 
4066899 .. ARM-REAR COMPRESSOR STATOR 
SYNCHRONIZING, ASSY OF 
OPTIONAL TO 4066857 
PARTIAL BREAKDOWN FOLLOWS 
4062497 ... BEARING OPTION 
SEE OPTION TABLE 
4062498 ... BEARING OPTION 
SEE OPTION TABLE 
ST2155-016 . BOLT-MACHINE, DRILLED, HEX 
0.250-28UNJF-3A X 0.500 IN. LONG 
4062497 .. BEARING OPTION 
SEE OPTION TABLE 
4066824 .. PIN HALF-COMPRESSOR STATOR LINKAGE 
USE ONLY ON 4066823 AND 4079692 
4079906 .. PIN HALF-COMPRESSOR STATOR LINKAGE 
USE ONLY ON 4079911 
4066808 .. BEARING OPTION 
SEE OPTION TABLE 
4066817 .. ARM-COMPRESSOR STATOR LINKAGE 
4066809 .. COLLAR-ARM, COMPRESSOR STATOR LINKAGE .. 
4079921 . ARM-COMPRESSOR STATOR LINKAGE, ASSY OF.. 
4062497 .. BEARING OPTION 
SEE OPTION TABLE 
4079906 . PIN HALF-COMPRESSOR STATOR LINKAGE 
4066808 .. BEARING OPTION 
SEE OPTION TABLE 
4079920 .. ARM-COMPRESSOR STATOR LINKAGE 
ST2604-08 . BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG 


2-342 Change 8 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


406436 


4075324 
4074492 
4066841 
4074491 


MS9245-24 
4062489 


4074030 
4075657 
4063750 
4073157 
4062498 
4073161 
ST1508-12 
ST1508-12 


MS9276-10 
4075695 


4080007 
4075460 


4075694 


4080006 


4023115 
4063729 
4075761 
4075684 


4075460 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. NUT-PLAIN, HEX, DRILLED 
0.250-UNJF-3B X 0.125 IN. THK 
REPLACES ST2163-10 

. ADJUSTER-REAR COMPRESSOR STATOR 
LINKAGE 

. BRACKET ASSY-REAR COMPRESSOR STATOR ... 
LINKAGE ARM 

.. PIN-SHOULDER, HEADLESS 
0.18775 X 0.2465 X 0.280 IN. LONG 

.. BRACKET-REAR COMPRESSOR STATOR 
LINKAGE ARM 


. NUT OPTION 
SEE OPTION TABLE 
. BOLT-MACHINE, SQUARE, DRILLED 
0.190-32UNJF-3A MOD X 1.250 IN. LONG 
. BOLT-MACHINE, SQUARE, DRILLED 
0.190-32UNJF-3A MOD X 1.500 IN. LONG 
. BOLT-MACHINE, SLAB, DRILLED 
0.190-32UNJF-3A MOD X 1.050 IN. LONG 
. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, ASSY OF 
.. BEARING OPTION 
SEE OPTION TABLE 
.. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, INLET 
. BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 
. BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 


. BRACKET-COMPRESSOR STATOR 
SYNCHRONIZING RING, INLET 

. BRACKET ASSY-COMPRESSOR STATOR 
SYNCHRONIZING RING, 4TH STAGE 

.. BEARING OPTION 
SEE OPTION TABLE 

.. BRACKET-COMPRESSOR STATOR 
SYNCHRONIZING RING, 4TH STAGE 
USE ONLY ON 4074438 

.. BRACKET-COMPRESSOR STATOR 
SYNCHRONIZING RING, 4TH STAGE 
USE ONLY ON 4080007 

. NUT OPTION 
SEE OPTION TABLE 

. BOLT-MACHINE, SLAB 
0.190-32UNJF-3A X 0.937 IN. LONG 

. BRACKET-COMPRESSOR STATOR 
SYNCHRONIZING RING, 6TH STAGE 

. BRACKET ASSY-COMPRESSOR STATOR 
SYNCHRONIZING RING, 6TH STAGE 
PARTIAL BREAKDOWN FOLLOWS 

.. BEARING OPTION 
SEE OPTION TABLE 


Change 8 2-343 


7797799 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-344 


PART 
NUMBER 


4066885 
4066871 


4075460 


HL97DU-6 


4075672 
4075680 


DELETED 
111167-018 


4075665 
4066848 
4075757 
4075696 


MS124656 
4075677 
655443 
4075460 
4075697 
MS124656 
4075677 
655443 


4075460 


Change 24 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. BRACKET-COMPRESSOR STATOR 
SYNCHRONIZING RING, 5TH STAGE 

. BRACKET-COMPRESSOR STATOR 
SYNCHRONIZING RING, 5TH STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 

.. BEARING OPTION 
SEE OPTION TABLE 

. COLLAR-PIN-RIVET, THREADED 
0.164-32UNJC-3B X 0.447 IN. LONG 

P&W PART NO. ST2185-06 

. BUSHING OPTION 
SEE OPTION TABLE 

. BUMPER OPTION 
SEE OPTION TABLE 


. BOLT-SELF-LOCKING, HEX 
0.190-32UNJF-3A X 0.562 IN. LONG 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 
. ARM-COMPRESSOR STATOR, ASSY OF 
. ARM-COMPRESSOR STATOR, ASSY OF 
. ARM-COMPRESSOR STATOR, ASSY OF 
. RING HALF-SYNCHRONIZING, REAR 
COMPRESSOR STATOR, INLET, ASSY OF, RH 
PARTIAL BREAKDOWN FOLLOWS 


0.375-24UNJF-3B X 0.430 IN. LONG 

.. PIN-STRAIGHT, HEADLESS 
0.187 DIA X 0.500 IN. LONG 

.. BEARING OPTION 
SEE OPTION TABLE 

. RING HALF-SYNCHRONIZING, REAR 
COMPRESSOR STATOR, INLET, ASSY OF, LH 
PARTIAL BREAKDOWN FOLLOWS 


.. INSERT-SCREW THREAD 
0.375-24UNJF-3B X 0.430 IN. LONG 
.. PIN-STRAIGHT, HEADLESS 
0.187 DIA X 0.500 IN. LONG 
.. BEARING OPTION 
SEE OPTION TABLE 


ON 
CODE 


T.O. 2J-F100-54 


FIGURE 78. COMPRESSOR STATOR SYNCHRONIZING LINKAGE (FIXED 6TH STAGE VANES) 
(SHEET 1 OF 2) 


(2-345 Blank)/2-346 


T.O. 2J-F100-54 


37332 


FIGURE 78. COMPRESSOR STATOR SYNCHRONIZING LINKAGE (FIXED 6TH STAGE VANES) 
(SHEET 2 OF 2) 
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FIGURE 
& INDEX 
NUMBER 


2-348 


PART 
NUMBER 


NO NUMBER 


406436 


4075324 


4073157 


4086412 


MS9245-24 
4062489 
4062463 
4074030 
4062498 


4073161 


4086411 


4066827 


MS9245-27 
4062289 


4062286 
4071474 


4079921 
ST2155-016 


4062497 


4079906 
4066808 


4079920 
4073157 
4086412 
MS9245-24 
4062489 
4062463 
4075657 
4062498 


Change 24 


DESCRIPTION 


COMPRESSOR STATOR SYNCHRONIZING 
LINKAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 76-22 FOR NHA 

. NUT-PLAIN, HEX, DRILLED 

0.250-UNJF-3B X 0.125 IN. THK 
REPLACES ST2163-10 
. ADJUSTER-REAR COMPRESSOR STATOR 
LINKAGE 
. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, ASSY OF 
SUPERSEDED BY 4086412 
. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, ASSY OF 
SUPERSEDES 4073157 
. PIN (AP) 
. NUT OPTION (AP) 
SEE OPTION TABLE 

. BOLT-MACHINE, SLAB, DRILLED 

0.190-32UNJF-3A MOD X 1.000 IN. LONG (AP) 

. BOLT-MACHINE, SQUARE, DRILLED 

0.190-32UNJF-3A MOD X 1.250 IN. LONG (AP) 
.. BEARING OPTION 
SEE OPTION TABLE 

.. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, INLET 
USE ONLY ON 4073157 

.. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, INLET 
USE ONLY ON 4086412 

. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR 

. PIN (AP) 

. NUT OPTION (AP) 
SEE OPTION TABLE 

. BOLT-MACHINE, SLAB, DRILLED 

0.250-28UNJF-3A X 1.060 IN. LONG (AP) 

. BOLT-MACHINE, SLAB, DRILLED 

0.250-28UNJF-3A MOD X 1.320 IN. LONG (AP) 


. ARM-COMPRESSOR STATOR LINKAGE, ASSY OF.. 


. BOLT-MACHINE, DRILLED, HEX 
0.250-28UNJF-3A X 0.500 IN. LONG (AP) 
.. BEARING OPTION 
SEE OPTION TABLE 
.. PIN HALF-COMPRESSOR STATOR LINKAGE 
.. BEARING OPTION 
SEE OPTION TABLE 
.. ARM-COMPRESSOR STATOR LINKAGE 
. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, ASSY OF 
SUPERSEDED BY 4086412 
. CONNECTING LINK-RIGID, COMPRESSOR 
STATOR, ASSY OF 
SUPERSEDES 4073157 
. PIN (AP) 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT-MACHINE, SLAB, DRILLED 
0.190-32UNJF-3A MOD X 1.000 IN. LONG (AP) 
. BOLT-MACHINE, SQUARE, DRILLED 
0.190-32UNJF-3A MOD X 1.500 IN. LONG (AP) 
.. BEARING OPTION 
SEE OPTION TABLE 


UNITS| USABLE 


PER 
ASSY 


ON 
CODE 


AP 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4073161 


4086411 


4078355 


MS9245-24 
4062489 


4063750 
4079041 


MS9245-27 
4062289 


4062286 


4079017 
ST2605-06 


4079019 
4080111 
4079028 


4062497 
4062498 
4079528 


MS9245-24 
4062489 


4062514 
4078345 
4079616 
ST2604-08 
4066841 
4078346 
4075695 
ST1508-12 


MS9276-10 
4081055 


111167-018 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. CONNECTING LINK-RIGID, COMPRESSOR 


STATOR, INLET 
USE ONLY ON 4073157 


.. CONNECTING LINK-RIGID, COMPRESSOR 


STATOR, INLET 
USE ONLY ON 4086412 


. CONNECTING LINK-RIGID, COMPRESSOR 


STATOR, ASSY OF 


. PIN (AP) 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, SLAB, DRILLED 


0.190-32UNJF-3A MOD X 1.050 IN. LONG (AP) 


. CONNECTING LINK-RIGID, COMPRESSOR 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, SLAB, DRILLED 


0.250-28UNJF-3A X 1.060 IN. LONG (AP) 


. LOCK-COMPRESSOR STATOR BELLCRANK 
. BOLT-MACHINE DRILLED DOUBLE HEX 


0.190-32UNJF-3A X 0.500 IN. LONG (AP) 


. PIN-GROOVED, HEADLESS 


0.3965 X 1.670 IN. LONG 


. BUSHING OPTION 


SEE OPTION TABLE 


. BELLCRANK ASSY-COMPRESSOR STATOR 


LINKAGE 
PARTIAL BREAKDOWN FOLLOWS 


.. BEARING OPTION 


SEE OPTION TABLE 


.. BEARING OPTION 


SEE OPTION TABLE 


. ARM OPTION 


SEE OPTION TABLE 


. PIN (AP) 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, HEX, DRILLED 


0.190-32UNJF-3A MOD X 1.100 IN. LONG (AP) 


. BRACKET ASSY-REAR COMPRESSOR STATOR . 


LINKAGE ARM 


. BRACKET ASSY-REAR COMPRESSOR STATOR .... 


LINKAGE ARM 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


.. PIN-SHOULDER, HEADLESS 


0.18775 X 0.2465 X 0.280 IN. LONG 


.. BRACKET-REAR COMPRESSOR STATOR 


LINKAGE ARM 


. BRACKET-COMPRESSOR STATOR 


SYNCHRONIZING RING, INLET 


. BOLT-MACHINE, HEX 


0.250-28UNJF-3A X 0.875 IN. LONG (AP) 


. WASHER (AP) 
. ARM-COMPRESSOR STATOR, ASSY OF 


REPLACES 4075665 


. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


Change 24 2-349 
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T.O. 2J-F100-54 


FIGURE 
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2-350 


PART 
NUMBER 


HL97DU-6 


4075672 
4075680 


DELETED 
4075697 


4075696 
MS124656 
4075677 
655443 
4075460 
4080007 
ST2654-12 


MS9276-10 
4075460 


4080006 
4081057 


111167-018 


HL97DU-6 


4023115 
4063729 
4078409 


4078411 


4075460 
4081057 


111167-018 


HL97DU-6 


Change 24 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


. COLLAR-PIN-RIVET, THREADED 


0.164-32UNJC-3B X 0.447 IN. LONG 
P&W PART NO. ST2185-06 


. BUSHING OPTION 


SEE OPTION TABLE 


. BUMPER OPTION 


SEE OPTION TABLE 


. RING HALF-SYNCHRONIZING, REAR 


COMPRESSOR STATOR, INLET, ASSY OF, LH 


. RING HALF-SYNCHRONIZING, REAR 


COMPRESSOR STATOR, INLET, ASSY OF, RH 
PARTIAL BREAKDOWN FOLLOWS 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.430 IN. LONG 


.. PIN-STRAIGHT, HEADLESS 


0.187 DIA X 0.500 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


. BRACKET ASSY-COMPRESSOR STATOR 


SYNCHRONIZING RING, 4TH STAGE 


. BOLT-MACHINE, HEX 


0.250-28UNJF-3A X 0.875 IN. LONG (AP) 


. WASHER (AP) 
.. BEARING OPTION 


SEE OPTION TABLE 


.. BRACKET-COMPRESSOR STATOR 


SYNCHRONIZING RING, 4TH STAGE 


. ARM-COMPRESSOR STATOR, ASSY OF 


REPLACES 4066848 


. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


. COLLAR-PIN-RIVET, THREADED 


0.164-32UNJC-3B X 0.447 IN. LONG 
P&W PART NO. ST2185-06 


. NUT OPTION 


SEE OPTION TABLE 


. BOLT-MACHINE, SLAB 


0.190-32UNJF-3A X 0.937 IN. LONG 


. BRACKET-COMPRESSOR STATOR 


SYNCHRONIZING RING, 5TH STAGE 


. BRACKET-COMPRESSOR STATOR 


SYNCHRONIZING RING, 5TH STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. BEARING OPTION 


SEE OPTION TABLE 


. ARM-COMPRESSOR STATOR, ASSY OF 


REPLACES 4066848 


. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


. COLLAR-PIN-RIVET, THREADED 


0.164-32UNJC-3B X 0.447 IN. LONG 
P&W PART NO. ST2185-06 


ON 
CODE 


T.O. 2J-F100-54 
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FIGURE 79. FUEL NOZZLES, MANIFOLDS, AND TUBING 
(SHEET 1 OF 2) 


(2-351 Blank)/2-352 Change 20 


T.O. 2J-F100-54 


FIGURE 79. FUEL NOZZLES, MANIFOLDS, AND TUBING 
(SHEET 2 OF 2) 


Change 20 2-353 


DD DD пп: 777770 mmmmIummmmxum 


22222222502 


Т.О. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-354 


PART 
NUMBER 


NO NUMBER 


4074248-01 
4084787-01 
4074414-01 
4084789-01 
4076317-01 
4084788-01 
4074247-01 
4084786-01 
4074412-01 
4084785-01 
4076316-01 
4084784-01 
4079640-01 
4023115 


MS9556-07 
4084798 
ST2785-10 


MS9557-08 
4023115 


MS9556-07 
4079257 
ST1455-08 
4077391 
ST2586-08 


4079640-01 
4023115 


MS9556-07 
4084799 
4081575 


4081574 


4075823 


4077964 
ST2601-14 
ST1352-10 


4060165 
4084795 
4060166 
4084792 
4060168 
4084825-01 
4084825-02 
MS9490-08 
4084815 


Change 20 


. BRACKET-FUEL MANIFOLD 

. BRACKET-FUEL MANIFOLD 

. BRACKET-FUEL MANIFOLD 

. BRACKET-FUEL MANIFOLD 

. BRACKET-FUEL MANIFOLD 

. BRACKET ASSY OF-FUEL MANIFOLD 
.. BRACKET 


UNITS 
PER 
DESCRIPTION ASSY 


FUEL NOZZLES, MANIFOLDS, AND TUBING 
SEE FIG. 76-36 FOR NHA 


. TUBE-FUEL SUPPLY, LEFT, ASSY OF 

. TUBE-FUEL SUPPLY, LEFT, ASSY OF 

. TUBE-FUEL SUPPLY, LEFT, ASSY OF 

. TUBE-FUEL SUPPLY, LEFT, ASSY OF 

. TUBE-FUEL SUPPLY, LEFT, ASSY OF 

. TUBE-FUEL SUPPLY, LEFT, ASSY OF 

. TUBE-FUEL SUPPLY, RIGHT, ASSY OF 
. TUBE-FUEL SUPPLY, LEFT, ASSY OF 

. TUBE-FUEL SUPPLY, RIGHT, ASSY OF 
. TUBE-FUEL SUPPLY, RIGHT, ASSY OF 
. TUBE-FUEL SUPPLY, RIGHT, ASSY OF 
. TUBE-FUEL SUPPLY, RIGHT, ASSY OF 
. CLAMP-LOOP, ASSY OF 

. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT (AP) 
. BRACKET-FUEL MANIFOLD 
. NUT OPTION 


SEE OPTION TABLE 


` NUT OPTION 


SEE OPTION TABLE 


. PLATE-REINFORCING, LOOP CLAMP 
. CLAMP-LOOP, CUSHION 

. CLAMP-LOOP, CUSHION, ASSY OF 

. CLAMP OPTION 


SEE OPTION TABLE 


. CLAMP-LOOP, ASSY OF 
. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT (AP) 
. BRACKET-FUEL MANIFOLD 
. MANIFOLD OPTION 


SEE OPTION TABLE 


. MANIFOLD OPTION 


SEE OPTION TABLE 


. CONNECTOR-TUBE, FUEL SUPPLY MANIFOLD, .... 


ASSY OF 
WHEN EXH USE 4077964 


. CONNECTOR-TUBE, FUEL SUPPLY MANIFOLD, .... 


ASSY OF 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 1.000 IN. LONG (AP) 


. BOLT-MACHINE, DRILLED DOUBLE HEX 


0.250-28UNJF-3A X 0.750 IN. LONG 


Аааа — کہ‎ NN 


USABLE 
ON 


DD JU DI > 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4060167 
4084796-01 
4084796-02 
MS9490-08 
4084815 
4077051 
4084822 
ТА025217 


4084830 
4084828 
4077052 
4084821 
ТА025217 


4084831 
ТА0950022 


4084829 
4060165 
4084795 
4078225 
4084794 
4060166 
4084792 
4078226 
4084797 
4084837 
4084840-01 
515Р947-01 


4076778 


519Р292-01 


6870012Е6 


ST2311-36 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. BRACKET-FUEL MANIFOLD 
. BRACKET ASSY OF-FUEL MANIFOLD 
.. BRACKET 


. BRACKET-MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. CLAMP-LOOP CUSHION 
P&W PART NO. 4086349 
SUPERSEDES ТА025209 
P&W PART NO. 4084846 
. BRACKET-FUEL MANIFOLD 
. BRACKET-MANIFOLD 
. BRACKET-MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. CLAMP-LOOP CUSHION 
P&W PART NO. 4086349 
SUPERSEDES ТА025209 
P&W PART NO. 4084846 
. BRACKET-FUEL MANIFOLD 
. CLAMP-LOOP, SADDLE 
P&W PART NO. 4084847 
. BRACKET-MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET-FUEL MANIFOLD 
. BRACKET ASSY OF 
. NOZZLE-FUEL, UNSTAGED 
P&W PART NO. 4081276 
REPLACED BY 519P292-01 
. NOZZLE-FUEL, UNSTAGED 
REPLACED BY 515P947-01 OR 519P292-01 
. NOZZLE-FUEL, UNSTAGED 
P&W PART NO. 4083569 
REPLACES 4076778 
REPLACES 515P947-01 
. NOZZLE-FUEL, STAGED 
P&W PART NO. 4075220 
. GASKET OPTION 
SEE OPTION TABLE 


USABLE 
ON 
CODE 


Change 26 


2-355 


T.O. 2J-F100-54 


109964 


FIGURE 80. NO. 2 AND 3 BEARING PRESSURE TUBES, GEARBOX DRIVESHAFT COUPLING, 
AND COMPRESSOR INTERMEDIATE CASE BORESCOPE PLUG 


2-356 Change 26 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER NO. 2 AND 3 BEARING PRESSURE TUBES, 
GEARBOX DRIVESHAFT COUPLING, AND 
COMPRESSOR INTERMEDIATE CASE 
BORESCOPE PLUG 
SEE FIG. 76-37 FOR NHA 
4070030 . TUBE-PRESSURE NO. 2 AND 3 BEARING, 
INTERNAL, ASSY OF 
4077027 . BOLT OPTION (AP) 
SEE OPTION TABLE 
4077235 . GASKET-NO. 2 AND 3 BEARING ELBOW 
M00645070 . PACKING-PREFORMED, O-RING 
0.645 X 0.222 X 0.065 
P&W PART NO. 4084174 
4070040 . ADAPTER-SWIVEL FLANGE, TUBE 
AS3209-012 
ST2601-08 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG 
4070037 . TUBE-PRESSURE, NO. 2 AND 3 BEARING 
4070039 . TUBE-PRESSURE, NO. 2 AND 3 BEARING 
4070093 . GASKET-NO. 2 AND 3 BEARING TUBE 
4075049 . TUBE-PRESSURE, NO. 2 AND 3 BEARING, 
INTERNAL, ASSY OF 
4077027 . BOLT OPTION (AP) 
SEE OPTION TABLE 
4077235 . GASKET-NO. 2 AND 3 BEARING ELBOW 
4070033 . ELBOW-NO. 2 AND 3 BEARING 
ST2601-08 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.625 IN. LONG (AP) 
AS3209-011 . PACKING-PREFORMED 
4070093 . GASKET-NO. 2 AND 3 BEARING TUBE 
4070149 . PLUG-BORESCOPE, COMPRESSOR 
INTERMEDIATE CASE 
4077027 . BOLT OPTION (AP) 
SEE OPTION TABLE 
MS9386-013 . 
4076965-01 . BAFFLE-GEARBOX, ASSY OF 
4086314-01 . BAFFLE-GEARBOX, ASSY OF 
ST2151-010 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.312 IN. LONG (AP) 


Change 26 2-357 


T.O. 2J-F100-54 


29226 


3RD STAGE COMPRESSOR STATOR, SHROUD, AND NO. 2 BEARING SEAL AND 


FIGURE 81. 


SUPPORT ASSY 


2-358 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


MS9741-07 
4071453 
MS9895-10 
4073689 
MS9676-04 
MS9880-09 
MS9388-015 
4072842 


ST1000-014 
4002824 
4077688 
4077687 


4075983 
4075983 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SRD STAGE COMPRESSOR STATOR, SHROUD, .... 
AND NO. 2 BEARING SEAL AND SUPPORT ASSY 
SEE FIG. 76-38 FOR NHA 


. NOZZLE-NO. 2 BEARING 
. BOLT (AP) 


SEE FIG. 90 FOR DETAIL PARTS 


. PACKING-PREFORMED 


0.489 ID X 0.070 IN. DIA ROUND 


. GASKET-SPIRAL WOUND, ASSY OF 


16.358 ID X 16.688 IN. OD 


. STATOR ASSY-COMPRESSOR, 3RD STAGE 

.. DAMPER-COMPRESSOR STATOR, 3RD STAGE.... 
.. COMPRESSOR STATOR-3RD STAGE 

. COMPRESSOR STATOR-3RD STAGE 


2-359 


T.O. 2J-F100-54 


110174 


FIGURE 82. NO. 2 BEARING AND COUPLING ASSY, NO. 2 BEARING HOUSING ASSY, 
GEARBOX DRIVE BEARING HOUSING AND GEARSHAFT, AND NO. 2 AND 3 
BEARING SEAL ASSY 


2-360 Change 26 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER NO. 2 BEARING AND COUPLING ASSY, NO. 2 
BEARING HOUSING ASSY, GEARBOX DRIVE 
BEARING HOUSING AND GEARSHAFT, AND NO. 
2 AND 3 BEARING SEAL ASSY 
SEE FIG. 76-39 FOR NHA 
4072536 . BEARING AND COUPLING ASSY-NO. 2 
SEE FIG. 91 FOR DETAIL PARTS 
4039917 . NOZZLE-NO. 2 AND 3 BEARING, ASSY OF 
2146287 . BOLT-MACHINE, HEX 
0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
4039918 . WASHER-KEY 
0.195 ID X 0.022 IN. THK (AP) 
4069241-01 . TUBE-PRESSURE, NO. 3 BEARING SEAL 
SUPPORT DAMPER, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
MS9483-04 .. FERRULE 
MS9198-04 .. 
4067086 . VALVE ASSY-OIL CHECK, МО. 3 BEARING 
ST5001-12 . BOLT-MACHINE, DRILLED, SPLINE 
0.190-32UNJF-3A X 0.875 IN. LONG (AP) 
REPLACES MS9894-12 
AS3209-010 . PACKING-PREFORMED 
494624 . RING-RETAINING 
1.875 HOUSING DIA X 0.157 X 0.062 IN. THK 
4025445 . COUPLING-GEARBOX DRIVE SHAFT 
4001878 . NUT-INVERTED, SPANNER 
4.250-16UNJS-3A-LH X 0.255 IN. THK 
4001879 . WASHER-KEY 
3.870 ID X 0.031 IN. THK 
4001874 . NUT-BEARING RETAINING, INTERNALLY 
THREADED 
2.250-16UNJ-3B X 0.300 IN. THK 
4010797 . WASHER-KEY 
2.420 ID X 0.031 IN. THK 
4025446 . SLEEVE-GEARBOX DRIVE GEARSHAFT 
4030964 . BEARING OPTION 
SEE OPTION TABLE 
4023115 . NUT OPTION 
SEE OPTION TABLE 
MS9732-08 : 
ST2016-016 . BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.500 IN. LONG 
4028827 . HOUSING-GEARBOX DRIVE BEARING 
4001883 . NUT-PLAIN, ROUND 
0.9375-16UNJ-3B X 0.310 IN. THK 
4001884 . WASHER-KEY 
0.835 DIA X 1.280 OD X 0.030 IN. THK 
4001882 . BOLT-INTERNALLY RELIEVED BODY 
0.9375-16UNJ-3A X 1.370 IN. LONG 
4030963 . BEARING OPTION 
SEE OPTION TABLE 
4001885 . NUT-BEARING RETAINING, EXTERNALLY 
THREADED 
2.9375-16UNJS-3A-LH X 0.285 IN. THK 
4001886 . WASHER-KEY 
2.565 ID X 0.02825 IN. THK 
4068118 . RING-RETAINING, SPIRAL 
3.450 IN. HOUSING DIA X 0.060 X 0.030 DIA 
4068119 . GEARSHAFT-BEVEL, GEARBOX DRIVE 


Change 26 2-361 
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Т.О. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-362 


PART 
NUMBER 


4060816 
MS9885-08 
ST5001-12 


4038606 
4046362 
AN123621 
MS124696 
MS124735 


MS124655 


4067146 


4067144 


4067145 


Change 26 


UNITS, USABLE 


PER 
DESCRIPTION ASSY 


. SEAL ASSY-NO. 2 AND NO. 3 BEARING 


SEE FIG. 92 FOR DETAIL PARTS 


. BOLT (AP) 
. BOLT-MACHINE, DRILLED, SPLINE 


0.190-32UNJF-3A X 0.875 IN. LONG 
REPLACES MS9894-11 


. HOUSING-NO. 2 BEARING, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. NUT OPTION 


SEE OPTION TABLE 


.. RIVET (AP) 


SERVICE REPAIR PART 
USE 0-16 AS REGUIRED 


SERVICE REPAIR PART 
USE 0-3 AS REGUIRED 


SERVICE REPAIR PART 
USE 0-2 AS REQUIRED 


.. PIN-STRAIGHT HEADLESS 


0.125 X 0.300 IN. LONG 
SERVICE REPAIR PART 
USE 0-5 AS REQUIRED 


.. BUSHING-SLEEVE 


0.700 X 0.78215 X 2.190 IN. LONG 
SERVICE REPAIR PART 
USE 0-3 AS REGUIRED 


.. BUSHING-SLEEVE 


0.440 X 0.56375 X 0.645 IN. LONG 
SERVICE REPAIR PART 
USE 0-2 AS REQUIRED 


ON 
CODE 


T.O. 2J-F100-54 


909 


00000: 
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Z 
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FIGURE 83. NO. 3 BEARING, SUPPORT ASSY, AND GEARBOX DRIVE BEVEL GEARSHAFT 


(2-363 Blank)/2-364 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


4001862 
4016982 
4001860 


4022669 
4022667 


4059198 


4001865 
4022400 
4001863 
4037897 
4069346 
4075314 


MS9895-08 
4022668 


4022667 


4059198 


4001891 


4075136 
AS3209-177 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


NO. 3 BEARING, SUPPORT ASSY, AND GEARBOX 
DRIVE BEVEL GEARSHAFT 
SEE FIG. 76-40 FOR NHA 


. RING-RETAINING 


4.330 IN. HOUSING DIA X 0.062 IN. DIA WIRE 


. WASHER-KEY 


3.920 ID X 0.060 IN. THK 


. NUT-BEARING RETAINING, INTERNALLY 


THREADED 
4.250-16UNJS-3B X 0.600 IN. THK 


. SEAT ASSY-NO. 3 BEARING SEAL, FRONT 


PARTIAL BREAKDOWN FOLLOWS 


.. PIN-STRAIGHT, HEADLESS 


0.12455 X 0.210 IN. LONG 


.. PIN-STRAIGHT, HEADLESS 


0.13855 DIA X 0.210 IN. LONG 
SERVICE REPAIR PART 


. RING-RETAINING 


6.135 IN. HOUSING DIA X 0.0625 IN. DIA WIRE 


. WASHER-KEY 


5.750 ID X 0.043 IN. THK 


. NUT-BEARING RETAINING, INTERNALLY 


THREADED 
5.0625-16UNJS-3B X 1.040 ІМ. ТНК 


. LOCK-NO. 3 BEARING 
. GEARSHAFT-BEVEL, GEARBOX DRIVE, 73 
. BEARING OPTION-NO. 3 


SEE OPTION TABLE 


. BOLT (AP) 
. SEAT ASSY-NO. 3 BEARING SEAL, REAR 


PARTIAL BREAKDOWN FOLLOWS 


.. PIN-STRAIGHT, HEADLESS 


0.12455 X 0.210 IN. LONG 


.. PIN-STRAIGHT, HEADLESS 


0.13855 DIA X 0.210 IN. LONG 
SERVICE REPAIR PART 


. SCREW-MACHINE, COUNTERSUNK 


0.190-32UNJF-3A X 0.688 IN. LONG 


. SUPPORT-NO. 3 BEARING, ASSY OF 
. PACKING-PREFORMED 


USABLE 
ON 
CODE 


Change 14 


2-365 


T.O. 2J-F100-54 


2-366 


4277 XI 
444777 AA COH 
CITE 


FIGURE 84. NO. 3 BEARING REAR SEAL ASSY, REAR COMPRESSOR STATOR VARIABLE 
INLET VANES, EXIT FAN STATOR, AND COMPRESSOR INTERMEDIATE 
CASE ASSY 


29227 


=== 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER NO. 3 BEARING REAR SEAL ASSY, REAR 
COMPRESSOR STATOR VARIABLE INLET 
VANES, EXIT FAN STATOR, AND COMPRESSOR 
INTERMEDIATE CASE ASSY 
SEE FIG. 76-41 FOR NHA 
4075036-01 . SEAL ASSY-NO. 3 BEARING REAR LX/LZ/MB/ 
SEE FIG. 93 FOR DETAIL PARTS 


4068215 . SEAL ASSY-NO. 3 BEARING REAR LY/MA/MC/ 
SEE FIG. 93 FOR DETAIL PARTS ME/MG/ 
MJ 
4080875-01 . SEAL ASSY-NO. 3 BEARING REAR LY/MA/MC/ 
SEE FIG. 93 FOR DETAIL PARTS ME/MG/ 
MJ 
MS9741-07 . BOLT (AP) LX/LZ/MB/ 
FOR 4075036-1 MD/MF/ 
MH 
MS9741-07 . BOLT (AP) LY/MA/MC/ 
FOR 4068215 AND 4080875-01 ME/MG/ 
MJ 
4080809 . BOLT-MACHINE, COUNTERSUNK HEX LY/MA/MC/ 
0.190-32UNJF-3A X 0.675 IN. LONG (AP) ME/MG/ 
FOR 4068215 AND 4080875-01 MJ 
4038728 . GASKET-SPIRAL WOUND, ASSY OF 
15.045 ID X 15.375 OD 
ST2605-05 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.438 IN. LONG 
ST2601-12 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 
4078245 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-801, -803, 4082657-801, 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 
4078248 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... BL/DA/MB/ 
USE ONLY ON 4068722-801, -803, 4082657-801, ZP 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 
4079419 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... BM/DB/LV/ 
USE ONLY ON 4068722-806, -807, 4082657-806, MD/ZR 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 
4080483 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... LW/LX/MF/ 
USE ONLY ON 4068722-806, -807, 4082657-806, MH/ZT 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 
4080829 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... LY/MG/MJ/ 
USE ONLY ON 4068722-806, -807, 4082657-806, AAB 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 
4080877 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... MA/ZV 
USE ONLY ON 4068722-801, -803, 4082657-801, 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 
4080879 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-801, -803, 4082657-801, 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 
4080882 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-806, -807, 4082657-806, 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 
4084430 . CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-801, -803, 4082657-801, 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 


Change 16 2-367 


эээ 


Т.О. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-368 


PART 
NUMBER 


4084431 


4084432 


4084433 


4084434 


4084435 


4084436 


4084443 


4070947 
4076790-01 
647178 
4076924 
4077250 
4066816 
4074448 
4076124-01 
4078484-01 
4081672-01 
4082871-01 
4076124-02 
4078484-02 
4081672-02 
4082871-02 
4075420 
4079279 
4075421 
4079278 


MS9318-052 
2181046 


Change 16 


. CASE-COMPRESSOR, 4TH STAGE, ASSY OF 


.. BUMPER-REAR COMPRESSOR CASE 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-801, -803, 4082657-801, 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 

. CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-806, -807, 4082657-806, 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 

. CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-806, -807, 4082657-806, 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 

. CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-801, -803, 4082657-801, 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 

. CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-801, -803, 4082657-801, 
AND -803 
SEE FIG. 94 FOR DETAIL PARTS 

. CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-806, -807, 4082657-806, 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 

. CASE-COMPRESSOR INTERMEDIATE, ASSY OF ... 
USE ONLY ON 4068722-806, -807, 4082657-806, 
AND -807 
SEE FIG. 94 FOR DETAIL PARTS 

. FAN STATOR-EXIT 

. SHROUD SET-REAR COMPRESSOR STATOR, 
INLET 
PARTIAL BREAKDOWN FOLLOWS 

.. PIN-STRAIGHT, HEADLESS 
0.1246 X 0.500 IN. LONG 

. BEARING OPTION 
SEE OPTION TABLE 

. VANE-REAR COMPRESSOR STATOR, VARIABLE 
INLET 

. WASHER-BEARING, THRUST 
0.500 ID X 0.650 OD X 0.040 IN. THK 

. BEARING OPTION 
SEE OPTION TABLE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. DUCT SEGMENT-COMPRESSOR, 4TH STAGE 

. CASE-COMPRESSOR, 4TH STAGE, ASSY OF 
WHEN EXH USE 4079279 


EW/MM/MQ 
MN 


— ©з Оз Оз 02 Оз Оз CO CO 


a 


PARTIAL BREAKDOWN FOLLOWS 


со 


USE ONLY ON 4075420 


.. BUMPER-REAR COMPRESSOR CASE 


USE ONLY ON 4079279 


.. RIVET (AP) 
.. PIN-SHOULDER, HEADLESS 


0.18705 AND 0.245 X 0.395 IN. LONG 


T.O. 2J-F100-54 
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FIGURE 85. SPLIT CASE BOLTS, 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY, 
AND COMPRESSOR STATOR HEAT SHIELDS 


(2-369 Blank)/2-370 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER SPLIT CASE BOLTS, 4TH-9TH STAGE 
COMPRESSOR CASE AND STATOR ASSY, AND 
COMPRESSOR STATOR HEAT SHIELDS 
SEE FIG. 76-42 FOR NHA 
ST2601-14 . BOLT-MACHINE, DOUBLE HEX 
0.250-28UNJF-3A X 1.000 IN. LONG 
MS9697-14 
MS9724-08 
MS9697-14 
MS9724-08 
MS9697-16 
REPLACES MS9697-14 
ST2745-10 . NUT OPTION 
SEE OPTION TABLE 
4023466 . NUT OPTION 
SEE OPTION TABLE 
4060449 . BRACKET-ANGLE 
4084824 . BRACKET-ANGLE 
4077646-01 . SHIELD-HEAT, COMPRESSOR STATOR, ASSY OF .. 
PARTIAL BREAKDOWN FOLLOWS 
AN123334 
AN123318 E 
4077646-02 . SHIELD-HEAT, COMPRESSOR STATOR, ASSY OF .. 
PARTIAL BREAKDOWN FOLLOWS 
AN123334 £ 
4077647 . SHIELD SEGMENT-COMPRESSOR STATOR 
83533-720 . NUT-SELF-LOCKING, DOUBLE HEX 
0.4375-20UNJF-3B X 0.7375 IN. THK 
P&WA PART NO. ST2343-13 
4070922 . BOLT-EXTERNALLY RELIEVED BODY, DOUBLE .... 
HEX 
0.4375-20UNJF-3A X 1.745 IN. LONG 
83533-624 . NUT-SELF-LOCKING, DOUBLE HEX 
0.3750-24UNJF-3B X 0.6375 IN. THK 
P&WA PART NO. ST2343-12 
4069321 . BOLT-EXTERNALLY RELIEVED BODY, DOUBLE .... 
HEX 
0.375-24UNJF-3A X 1.645 IN. LONG 
83533-820 . NUT-SELF-LOCKING, DOUBLE HEX 
0.500-20UNJF-3B X 0.8225 IN. THK 
P&WA PART NO. ST2343-14 
4069371 . BOLT-EXTERNALLY RELIEVED BODY, DOUBLE .... 
HEX 
0.500-20UNJF-3A X 1.810 IN. LONG 
4077081-01 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (VARIABLE 6TH STAGE 
VANES) 
USE ONLY ON 4068722-801, -806, 4082657-801, 
AND -806 
WHEN EXH USE 4077081-03 
SEE FIG. 95 FOR DETAIL PARTS 
4077081-03 . CASE AND STATOR ASSY-COMPRESSOR, AN/CX/PH 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) 
USE ONLY ON 4068722-801, -806, 4082657-801, 
AND -806 
SEE FIG. 95 FOR DETAIL PARTS 
4079595-08 . CASE AND STATOR ASSY-COMPRESSOR, AN/CX/PJ/ 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) PK 
USE ONLY ON 4068722-801, -806, 4082657-801, 
AND -806 
SEE FIG. 95 FOR DETAIL PARTS 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4079595-09 . CASE AND STATOR ASSY-COMPRESSOR, AN/CX/PL/ 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) PM/PP 
USE ONLY ON 4068722-801, -806, 4082657-801, 
AND -806 
SEE FIG. 95 FOR DETAIL PARTS 
4079595-10 . CASE AND STATOR ASSY-COMPRESSOR, AN/EX/PN 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) 
USE ONLY ON 4068722-801, -806, 4082657-801, 
AND -806 
SEE FIG. 95 FOR DETAIL PARTS 
4079595-07 . CASE AND STATOR ASSY-COMPRESSOR, AN/EX/PQ 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) 
USE ONLY ON 4068722-801, -806, 4082657-801, 
AND -806 
SEE FIG. 95 FOR DETAIL PARTS 
4080084-03 . CASE AND STATOR ASSY-COMPRESSOR, AP/CX/YT 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
REOP AND REID OF 4077081-03 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080084-04 . CASE AND STATOR ASSY-COMPRESSOR, AP/AG/CX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) ZB 
REOP AND REID OF 4077081-01 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080084-08 . CASE AND STATOR ASSY-COMPRESSOR, AP/AR/CX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YZ 
REOP AND REID OF 4080084-04 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080084-02 . CASE AND STATOR ASSY-COMPRESSOR, AP/CX/EY/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YR 
REOP AND REID OF 4079595-08 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080084-06 . CASE AND STATOR ASSY-COMPRESSOR, AP/CX/EZ/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YX 
REOP AND REID OF 4080084-02 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080084-01 . CASE AND STATOR ASSY-COMPRESSOR, AP/CX/KA/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YP 
REOP AND REID OF 4079595-09 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080084-05 . CASE AND STATOR ASSY-COMPRESSOR, AP/CX/KB/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YV 
REOP AND REID OF 4080084-01 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
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4080302-01 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080302-02 . CASE AND STATOR ASSY-COMPRESSOR, AP/BQ/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) LG/LJ 
USE ONLY ON 4068722-803 AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4080302-04 . CASE AND STATOR ASSY-COMPRESSOR, AP/BQ/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) LH 
USE ONLY ON 4068722-803 AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4079598-06 . CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) LK/NL 
USE ONLY ON 4068722-803 AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4079598-07 . CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) NM 
USE ONLY ON 4068722-803 AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4079598-09 . CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) MM/NM 
USE ONLY ON 4068722-803 AND -807 
SUPERSEDED BY 4084254-01 
SEE FIG. 96 FOR DETAIL PARTS 
4084254-01 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SUPERSEDES 4079598-09 
SEE FIG. 96 FOR DETAIL PARTS 
4079598-11 . CASE AND STATOR ASSY-COMPRESSOR, MN 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 96 FOR DETAIL PARTS 
4077081-17 . CASE AND STATOR ASSY-COMPRESSOR, AP/CX/YO 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4077081-18 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4077081-19 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4077081-20 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
4077081-23 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
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4077081-24 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 

4077081-26 . CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
USE ONLY ON 4068722-803, -807, 4082657-803, 
AND -807 
SEE FIG. 96 FOR DETAIL PARTS 
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FIGURE 86. REAR COMPRESSOR DRIVE TURBINE ROTOR AND STATOR ASSY, 1ST STAGE 
TURBINE STATOR SUPPORT, VANES, INNER AIR SEALING RING, AND 
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(2-374.1 Blank)/2-374.2 
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FIGURE 
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NUMBER 


PART 
NUMBER 
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4068717-700 


4068717-701 


4068717-702 


4084517-700 


4083015-700 


4083015-701 


4068717-703 


HL599KF-5 


H54475-08 


76467-832 


4083241 


4069895 


HL722-5-3 


4084102 


4070004-01 


4080430-01 
4083559-01 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


REAR COMPRESSOR DRIVE TURBINE ROTOR 
AND STATOR ASSY, 1ST STAGE TURBINE 
STATOR SUPPORT, VANES, INNER AIR SEALING 
RING, AND COMBUSTION CHAMBER 
SEE FIG. 76-43 FOR NHA 


. ROTOR AND STATOR ASSY-TURBINE, REAR 


COMPRESSOR DRIVE 
SEE FIG. 99 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, REAR 


COMPRESSOR DRIVE 
SEE FIG. 99 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, REAR 


COMPRESSOR DRIVE 
USE ONLY ON 4068722-811 
SEE FIG. 99 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, REAR 


COMPRESSOR DRIVE 

USE ONLY ON 4084522-800, -801, -802, 
AND 4082657-808 

SEE FIG. 99 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, REAR 


COMPRESSOR DRIVE 
USE ONLY ON 4082654-802 
SEE FIG. 99 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, REAR 


COMPRESSOR DRIVE 
USE ONLY ON 4082654-803 
SEE FIG. 99 FOR DETAIL PARTS 


. ROTOR AND STATOR ASSY-TURBINE, REAR 


COMPRESSOR DRIVE 
USE ONLY ON 4068722-812 
SEE FIG. 99 FOR DETAIL PARTS 


. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING .. 


0.164-32UNJC-3B X 0.490 IN. LONG 
P&WA PART NO. 4061774 
SUPERSEDED BY H54475-08 AND 76467-832 


. NUT-SELF-LOCKING, HEX 


P&WA PART NO. 4082753-01 
SUPERSEDES HL599KF-5 


. NUT-SELF-LOCKING, HEX 


P&WA PART NO. 4082753-01 
SUPERSEDES HL599KF-5 


. NUT-SELF-LOCKING, HEX 


0.190-32 X 0.280 IN. 
USE ONLY ON 4068722-812, 4084522-800, -801, 
-802, 4082654-803, AND 4082657-808 


. PIN-THREADED, FLAT 


0.164-32UNJC-3A X 0.188 IN. GRIP 


. PIN-RIVET-THREADED, SLAB 


0.164-32UNJC-3A X 0.188 IN. GRIP 
P&WA PART NO. 4077452 


. BOLT-MACHINE, HEX 


0.190-32 X 0.505 IN. 
USE ONLY ON 4068722-812, 4084522-800, -801, 
-802, 4082654-803, AND 4082657-808 


. RING-AIR SEALING, TURBINE, 1ST STAGE, ASSY .. 


OF 


. RING-AIR SEALING, TURBINE, 1ST STAGE, ASSY .. 


OF 


. RING-AIR SEALING, TURBINE, 1ST STAGE, ASSY .. 


OF 
USE ONLY ON 4084522-801 AND -802 
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FIGURE 
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NUMBER 


2-376 


PART 
NUMBER 


4083237-01 


4070004-02 
4080430-02 
4083559-02 
4083237-02 
4084073 


4070702 
4069338 


4301682 


ST2178-10 
ST2563-10 


4070980-01 


4070980-04 
4084072 


4080005 
4080012-01 


4082788-01 


4085123-01 


ST2596-04 


AN123319 
4078357 


4080080 
4077398 
4083563 
4083556 


4083970 


Change 25 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


. RING-AIR SEALING, TURBINE, 1ST STAGE, ASSY .. 
OF 
USE ONLY ON 4068722-812, 4084522-800, 
4082654-803, AND 4082657-808 
PARTIAL BREAKDOWN FOLLOWS 
.. RING-AIR SEALING, TURBINE, 1ST STAGE 
USE ONLY ON 4070004-01 
.. RING-AIR SEALING, TURBINE, 1ST STAGE 
USE ONLY ON 4080430-01 
.. RING-AIR SEALING, TURBINE, 1ST STAGE 
USE ONLY ON 4083559-01 
.. RING-AIR SEALING, TURBINE, 1ST STAGE 
USE ONLY ON 4083237-01 
.. RING-CELLULAR, STRUCTURAL, TURBINE, 1ST... 
STAGE 
SERVICE REPAIR PART FOR 4080430-01 
. SUPPORT-AIR SEALING RING, 1ST STAGE 
. NUT OPTION 
SEE OPTION TABLE 
REPLACED BY 4301682 
. NUT OPTION 
SEE OPTION TABLE 
REPLACES 4069338 
. SCREW-MACHINE, COUNTERSUNK 
0.190-32UNJF-3A X 0.625 IN. LONG 
. SCREW-MACHINE, COUNTERSUNK 
0.190-32UNJF-3A X 0.625 IN. LONG 
. RING-AIR SEALING, TURBINE, INNER, 1ST 
STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
.. DAMPER-RING, AIR SEALING, TURBINE, INNER, .. 
1ST STAGE 
.. RING-CELLULAR, STRUCTURAL, TURBINE, 
INNER, 1 STAGE 
SERVICE REPAIR PART 
. BOLT-SHOULDER, DOUBLE HEX 
0.250-28UNJF-3A X 1.495 IN. LONG 
. RING-AIR SEALING, TURBINE, OUTER, 1ST 
STAGE, ASSY OF 
. RING-AIR SEALING, TURBINE, OUTER, 1ST 
STAGE, ASSY OF 
SUPERSEDED BY 4085123-01 
. RING-AIR SEALING, TURBINE, OUTER, 1ST 
STAGE, ASSY OF 
SUPERSEDES 4082788-01 
PARTIAL BREAKDOWN FOLLOWS 
.. NUT OPTION 
SEE OPTION TABLE 


. SUPPORT-TURBINE STATOR, 1ST STAGE, ASSY ... 
OF 

. SUPPORT-TURBINE STATOR, 1ST STAGE, ASSY ... 
OF 

. SUPPORT-TURBINE STATOR, 1ST STAGE, ASSY ... 
OF 

. SUPPORT-TURBINE STATOR, 1ST STAGE, ASSY ... 
OF 

. SUPPORT-TURBINE STATOR, 1ST STAGE, ASSY ... 
OF 
USE ONLV ON 4084522-801 

. SUPPORT-TURBINE STATOR, 1ST STAGE, ASSY ... 
OF 
USE ONLY ON 4068722-812, 4082654-803, 
4082657-808, AND 4084522-800 
PARTIAL BREAKDOWN FOLLOWS 


ON 
CODE 


оо m 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


AN123340 
AN123336 


AN123387 
4060764 


4033002 


4069391 
4082991 
4083091 


4083597 


4083942 


ST2590-10 


4083690 


4083667 


4083197-01 


4082748-01 


4076201 
4084007 


4060982 
4084008 
4077820 
4077232 
4079375 


4080008 


4080575 


DESCRIPTION 


USE ONLY ON 4078357 AND 4083563 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
ASSY CODE 


USE ONLY ON 4077398, 4080080, 4083556 AND 


4083970 
USE ONLY ON 4078357 AND 4080080 


USE ONLY ON 4078357 AND 4083563 


.. SEAL-TURBINE RING AND SUPPORT, 1ST STAGE. 


.. SEAL-TURBINE RING AND SUPPORT, 1ST STAGE. 


USE ONLY ON 4080080, 4077398, 4083556 AND 


4083970 


USE ONLY 4084522-800, -801, -802, 
4082654-803, AND 4082657-808 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28 X 1.542 IN. 
USE ONLY ON 4084522-800, -801, -802, 
4082654-803, AND 4082657-808 


. SLEEVE-TURBINE, 1ST STAGE VANE 


USE ONLY ON 4084522-800, -801, -802, 
4082654-803, AND 4082657-808 


. NUT OPTION 


USE ONLY ON 4084522-800, -801, -802, 
4082654-803, AND 4082657-808 
SEE OPTION TABLE 


. SLEEVE-FRONT TURBINE CASE 


USE ONLY ON 4084522-800, -801, -802, 
4082654-803, AND 4082657-808 


. BUSHING-SLEEVE 


. VANE-TURBINE STATOR, 1ST STAGE, ASSY OF.... 
. VANE-TURBINE STATOR, 1ST STAGE, ASSY OF.... 
. VANE-TURBINE STATOR, 1ST STAGE, ASSY OF.... 


USE ONLY ON 4083194, 4083560, AND 4083565 


ASSY OF 


. SEAL-BRUSH, COMBUSTION CHAMBER, OUTER, .. 


USE ONLY ON 4083194, 4083560, AND 4083565 


ASSY OF 


. SEAL-BRUSH, COMBUSTION CHAMBER, INNER, ... 


USE ONLY ON 4083194, 4083560, AND 4083565 


USE ONLY ON 4084522-800, -801, -802, 
4082654-803, AND 4082657-808 


. SEAL-TURBINE STATOR, 1ST STAGE 
. SEAL-TURBINE STATOR, 1ST STAGE, ASSY OF.... 


USE ONLY ON 4084522-800, -801, -802, 
4082654-803, AND 4082657-808 


. CHAMBER-COMBUSTION, ASSY OF 


SEE FIG. 100 FOR DETAIL PARTS 


. CHAMBER-COMBUSTION, ASSY OF 


SEE FIG. 100 FOR DETAIL PARTS 


. CHAMBER-COMBUSTION, ASSY OF 


SEE FIG. 100 FOR DETAIL PARTS 


. CHAMBER-COMBUSTION, ASSY ОҒ 


REOP AND REID OF 4077820 
DO NOT PROCURE FROM P&W 
SEE FIG. 100 FOR DETAIL PARTS 


. CHAMBER-COMBUSTION, ASSY OF 


REOP AND REID OF 4077232 
DO NOT PROCURE FROM P&W 
SEE FIG. 100 FOR DETAIL PARTS 


Change 26 


. SEAL-TURBINE STATOR, 1ST STAGE, ASSY OF .... 
. SEAL-TURBINE STATOR, 1ST STAGE, ASSY OF.... 


DC/DE 
DD/DG/DJ 
DH/DL 
DF/XV/YB/ 
AAV 


DK/XX/YD/ |PAFDD 


2-376.1/(2-376.2 Blank) 
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4077670 . CHAMBER-COMBUSTION, ASSY OF DM/XZ/YF/ |PAFDD 
SEE FIG. 100 FOR DETAIL PARTS 
4083214 . CHAMBER-COMBUSTION, ASSY OF 
REOP AND REID OF 4077670 
SEE FIG. 100 FOR DETAIL PARTS 
DO NOT PROCURE FROM P&W 
4083947 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083215 . CHAMBER-COMBUSTION, ASSY OF 
REOP AND REID OF 4080008 
SEE FIG. 100 FOR DETAIL PARTS 
DO NOT PROCURE FROM P&W 
4083948 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083216 . CHAMBER-COMBUSTION, ASSY OF 
REOP AND REID OF 4080575 
SEE FIG. 100 FOR DETAIL PARTS 
DO NOT PROCURE FROM P&W 
4083949 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083095 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083944 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083127 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083945 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083129 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083946 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4084089 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083194 . CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 100 FOR DETAIL PARTS 
4083560 . CHAMBER-COMBUSTION, ASSY OF 
USE ONLY ON 4084522-801 
SEE FIG. 100 FOR DETAIL PARTS 
4083565 . CHAMBER-COMBUSTION, ASSY OF 
USE ONLY ON 4084522-802 
SEE FIG. 100 FOR DETAIL PARTS 
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FIGURE 87. NO. 4 BEARING, NO. 4 BEARING AIR SEALING RING, REAR SEAL ASSY AND 
HOUSING 
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4075870-01 
MS9565-08 
ST2178-06 
4072349 
4065871 
4007054 
4002513 
4035897 
4035921 
4007568 


4002452 


DELETED 
DELETED 
4059349 


4032667 
4032669 


MS171432 
MS171462 


4083144 
4083151 
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UNITS 
PER 
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NO. 4 BEARING, NO. 4 BEARING AIR SEALING 
RING, REAR SEAL ASSY AND HOUSING 
SEE FIG. 76-44 FOR NHA 

. RING-AIR SEALING, NO. 4 BEARING, REAR, ASSY . 


REPLACES ST2151-020 


. SCREW-MACHINE, COUNTERSUNK 


0.190-32UNJF-3A X 0.375 IN. LONG 


. SEAL ASSY-NO. 4 BEARING REAR 


SEE FIG. 101 FOR DETAIL PARTS 


. SEAL ASSY-NO. 4 BEARING, REAR 


SEE FIG. 101 FOR DETAIL PARTS 


. RIVET-TUBULAR 


0.094 DIA X 0.312 IN. LONG 


. NUT-BEARING RETAINING, EXTERNALLY 


THREADED 
9.000-18UNJS-3A-LH X 0.305 IN. THK 


. HOUSING-NO. 4 BEARING 
. GASKET-SPIRAL WOUND, ASSY OF 


10.595 ID X 10.810 OD 


. NUT-BEARING RETAINING, INTERNALLY 


THREADED 
6.4375-16UNJS-3B-LH X 0.810 IN. THK 


. WASHER-KEY 


6.470 ID X 0.043 IN. THK 


. BEARING-NO. 4-OPTION 


SEE OPTION TABLE 


. SCOOP-NO. 4 BEARING 
. SEAT ASSY-NO. 4 BEARING SEAL, FRONT 


PARTIAL BREAKDOWN FOLLOWS 


SERVICE REPAIR PART 


. SEAT-NO. 4 BEARING SEAL, REAR 
. SEAL-PLAIN 


6.460 ID X 0.093 X 0.069 IN. 
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FIGURE 88. COMPRESSOR DISCHARGE MANIFOLDS, 10TH-12TH STAGE COMPRESSOR 
STATOR SEGMENTS AND CASE ASSY, AND COMPRESSOR ROTOR ASSY 
(SHEET 1 OF 2) 
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FIGURE 88. COMPRESSOR DISCHARGE MANIFOLDS, 10TH-12TH STAGE COMPRESSOR 
STATOR SEGMENTS AND CASE ASSY, AND COMPRESSOR ROTOR ASSY 
(SHEET 2 OF 2) 


Change 25 2-381 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER COMPRESSOR DISCHARGE MANIFOLDS, 
10TH-12TH STAGE COMPRESSOR STATOR 
SEGMENTS AND CASE ASSY, AND 
COMPRESSOR ROTOR ASSY 
SEE FIG. 76-45 FOR NHA 
4075455 . BOLT-SHOULDER, DOUBLE HEX 
0.250-28UNJF-3A X 0.562 IN. LONG 
USE ONLY WITH 4076490 OR 4077876 
4079928 . BOLT-SHOULDER, DOUBLE HEX 
0.250-28UNJF-3A X 0.654 IN. LONG 
USE ONLY WITH 4079927 OR 4081300 
4076490 . SUPPORT-COMPRESSOR STATOR, ASSY OF 
4081300 . SUPPORT-COMPRESSOR STATOR, ASSY OF 
4070347 . NUT OPTION 
SEE OPTION TABLE 
USE ONLV ON 4076490 
4079926 . NUT OPTION 
SEE OPTION TABLE 
USE ONLV ON 4081300 
AN123619 .. RIVET (АР) 
4075753 .. PIN-SHOULDER, HEADLESS 
0.188 DIA X 0.660 IN. LONG 
4076488 .. SUPPORT-COMPRESSOR STATOR 
4077876 . SUPPORT-COMPRESSOR STATOR, ASSY OF 
4079927 . SUPPORT-COMPRESSOR STATOR, ASSY OF 
4070347 . NUT OPTION 
SEE OPTION TABLE 
USE ONLY ON 4077876 
4079926 .. NUT OPTION 
SEE OPTION TABLE 
USE ONLY ON 4079927 
AN123619 .. RIVET (АР) 
4075753 .. PIN-SHOULDER, HEADLESS 
0.188 DIA X 0.660 IN. LONG 
4077875 .. SUPPORT-COMPRESSOR STATOR 
4075890 . BOLT-EXTERNALLY RELIEVED BODY, HEX 
0.3125-24UNJF-3A X 0.475 IN. LONG 
4074496 . WASHER-KEY, DOUBLE 
0.325 ID X 3.046 IN. LONG 
4075449 . BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 1.330 IN. LONG 
4074457 . WASHER-KEY 
0.495 OD X 0.031 IN. THK 
4080380-01 . SHROUD-COMPRESSOR STATOR, 10TH STAGE, ... 
ASSY OF 
SUPERSEDES 4079370-01 
4086413-02 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 10TH STAGE 
SERVICE REPAIR PART 
4080390-01 . SHROUD-COMPRESSOR STATOR, 10TH STAGE, ... 
ASSY OF 
SUPERSEDES 4079380-01 
4086413-01 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 10TH STAGE 
SERVICE REPAIR PART 
4079366 . DAMPER-COMPRESSOR STATOR, 10TH STAGE .... 
4079320 . DAMPER-COMPRESSOR STATOR, 10TH STAGE... 
4079367 . DAMPER-COMPRESSOR STATOR, 10TH STAGE... 
4079321 . DAMPER-COMPRESSOR STATOR, 10TH STAGE... 
4079371-01 . SHROUD-COMPRESSOR STATOR, 11TH STAGE, ... 
ASSY OF 
SUPERSEDED BY 4080381-01 
4080381-01 . SHROUD-COMPRESSOR STATOR, 11TH STAGE, ... 
ASSY OF 
SUPERSEDES 4079371-01 


2-382 Change 25 


77977799 


7779791 


222222 


FIGURE 
& INDEX PART 
NUMBER NUMBER 


4086415-02 


4086415-04 


4079381-01 


4080291-01 


4086415-01 


4086415-03 


4079368 
4079322 
4079369 
4079323 
4079372-01 


4080382-01 


4086419-01 


4086419-02 


4079373 
4079324 
4077920-01 


4084480-01 
4080730-01 
4080030-01 


4084530-01 


4077880-01 


4083880-01 


4075445 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 11TH STAGE 
SERVICE REPAIR PART FOR 4079371-01 
.. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 11TH STAGE 
SERVICE REPAIR PART FOR 4080381-01 
. SHROUD-COMPRESSOR STATOR, 11TH STAGE,... 
ASSY OF 
SUPERSEDED BY 4080291-01 
. SHROUD-COMPRESSOR STATOR, 11TH STAGE,... 
ASSY OF 
SUPERSEDES 4079381-01 
.. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 11TH STAGE 
SERVICE REPAIR PART FOR 4079381-01 
.. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 11TH STAGE 
SERVICE REPAIR PART FOR 4080291-01 
. DAMPER-COMPRESSOR STATOR, 11TH STAGE .... 
. DAMPER-COMPRESSOR STATOR, 11TH STAGE .... 
. DAMPER-COMPRESSOR STATOR, 11TH STAGE .... 
. DAMPER-COMPRESSOR STATOR, 11TH STAGE... 
. SHROUD-COMPRESSOR STATOR, 12TH STAGE, ... 
ASSY OF 
SUPERSEDED BY 4080382-01 
. SHROUD-COMPRESSOR STATOR, 12TH STAGE, ... 
ASSY OF 
SUPERSEDES 4079372-01 
.. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 12TH STAGE 
SERVICE REPAIR PART FOR 4079372-01 
.. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 12TH STAGE 
SERVICE REPAIR PART FOR 4080382-01 
. DAMPER-COMPRESSOR STATOR, 12TH STAGE... 
. DAMPER-COMPRESSOR STATOR, 12TH STAGE... 
. COMPRESSOR STATOR SEGMENT-10TH-12TH JW/ZF/ZH 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4077920-01 MAY BE 
USED INDISCRIMINATELY WITH 4080030-01 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 
. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 
. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 
. COMPRESSOR STATOR SEGMENT-10TH-12TH JX/JY/ZD 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4080030-01 MAY BE 
USED INDISCRIMINATELY WITH 4077920-01 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 
. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 
. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 
SUPERSEDED BY 4083880-01 
. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 
SUPERSEDES 4077880-01 
PARTIAL BREAKDOWN FOLLOWS 
.. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077920-01 AND 4084530-01 


Change 25 2-383 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080299 .. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077880-01, 4080030-01, AND 
4084480-01 

4083727 .. LUG-ANTI-ROTATION, 10 STAGE 

DELETED 

4077266 .. LUG-ANTI-ROTATION, 10 STAGE 
USE ONLY ON 4077920-01 AND 4080730-01 

4083726 .. LUG-ANTI-ROTATION, 11 STAGE 

DELETED 

4077267 .. LUG-ANTI-ROTATION, 11 STAGE 
USE ONLY ON 4077920-01 AND 4080730-01 

4083725 .. LUG-ANTI-ROTATION, 12 STAGE 

DELETED 

4077910 .. LUG-ANTI-ROTATION, 12 STAGE 
USE ONLY ON 4077920-01 AND 4080730-01 

4077920-04 . COMPRESSOR STATOR SEGMENT-10TH-12TH JW/ZF/ZH 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4077920-04 MAY BE 
USED INDISCRIMINATELY WITH 4080030-04 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 

4084480-04 . COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

4080730-04 . COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

4080030-04 . COMPRESSOR STATOR SEGMENT-10TH-12TH JX/JY/ZD 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4080030-04 MAY BE 
USED INDISCRIMINATELY WITH 4077920-04 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 

4084530-04 . COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE 

4077880-04 . COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

SUPERSEDED BY 4083880-04 

4083880-04 . COMPRESSOR STATOR SEGMENT-10TH-12TH 

STAGE, ASSY OF 
SUPERSEDES 4077880-04 

PARTIAL BREAKDOWN FOLLOWS 

4075445 .. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077920-04 AND 4084530-04 

4080299 .. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077880-04, 4080030-04, AND 
4084480-04 

4083727 .. LUG-ANTI-ROTATION, 10 STAGE 

DELETED 

4077266 .. LUG-ANTI-ROTATION, 10 STAGE 
USE ONLY ON 4077920-04 AND 4080730-04 

4083726 .. LUG-ANTI-ROTATION, 11 STAGE 

DELETED 

4077267 .. LUG-ANTI-ROTATION, 11 STAGE 
USE ONLY ON 4077920-04 AND 4080730-04 

4083725 .. LUG-ANTI-ROTATION, 12 STAGE 

DELETED 

4077910 .. LUG-ANTI-ROTATION, 12 STAGE 
USE ONLY ON 4077920-04 AND 4080730-04 

4077920-02 . COMPRESSOR STATOR SEGMENT-10TH-12TH 4 | JW/ZF/ZH 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4077920-02 MAY BE 
USED INDISCRIMINATELY WITH 4080030-02 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 


2-384 Change 25 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4084480-02 
4080730-02 


4080030-02 


4084530-02 


4077880-02 


4083880-02 


4075445 


4080299 


4083727 
DELETED 
4077266 
4083726 
DELETED 
4077267 
4083725 
DELETED 
4077910 


4077920-03 


4084480-03 
4080730-03 


4080030-03 


4084530-03 


4077880-03 


4083880-03 


4075445 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

. COMPRESSOR STATOR SEGMENT-10TH-12TH JX/JY/ZD 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4080030-02 MAY BE 
USED INDISCRIMINATELY WITH 4077920-02 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

SUPERSEDED BY 4083880-02 

. COMPRESSOR STATOR SEGMENT-10TH-13TH 

STAGE, ASSY OF 
SUPERSEDES 4077880-02 

PARTIAL BREAKDOWN FOLLOWS 

.. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077920-02 AND 4084530-02 

.. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077880-02, 4080030-02, AND 
4084480-02 

.. LUG-ANTI-ROTATION, 10 STAGE 


.. LUG-ANTI-ROTATION, 10 STAGE 
USE ONLY ON 4077920-02 AND 4080730-02 
.. LUG-ANTI-ROTATION, 11 STAGE 


.. LUG-ANTI-ROTATION, 11 STAGE 
USE ONLY ON 4077920-02 AND 4080730-02 
.. LUG-ANTI-ROTATION, 12 STAGE 


.. LUG-ANTI-ROTATION, 12 STAGE 
USE ONLY ON 4077920-02 AND 4080730-02 

. COMPRESSOR STATOR SEGMENT-10TH-12TH JW/ZF/ZH 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4077920-03 MAY BE 
USED INDISCRIMINATELY WITH 4080030-03 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

. COMPRESSOR STATOR SEGMENT-10TH-12TH JX/JY/ZD 
STAGE, ASSY OF 
INDIVIDUAL SEGMENTS OF 4080030-03 MAY BE 
USED INDISCRIMINATELY WITH 4077920-03 BUT 
SETS RESTRICTIONS ON DAMPERS MUST BE 
RESPECTED 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 
STAGE, ASSY OF 

SUPERSEDED BY 4083880-03 

. COMPRESSOR STATOR SEGMENT-10TH-12TH 

STAGE, ASSY OF 
SUPERSEDES 4077880-03 

PARTIAL BREAKDOWN FOLLOWS 

.. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077920-03 AND 4084530-03 
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NUMBER NUMBER DESCRIPTION ASSY CODE 


4080299 .. BOLT-INTERNALLY RELIEVED BODY, 
COMPRESSOR STATOR 
USE ONLY ON 4077880-03, 4080030-03, AND 
4084480-03 
4083727 .. LUG-ANTI-ROTATION, 10 STAGE 
DELETED 
4077266 .. LUG-ANTI-ROTATION, 10 STAGE 
USE ONLY ON 4077920-03 AND 4080730-03 
4083726 .. LUG-ANTI-ROTATION, 11 STAGE 
DELETED 
4077267 .. LUG-ANTI-ROTATION, 11 STAGE 
USE ONLY ON 4077920-03 AND 4080730-03 
4083725 .. LUG-ANTI-ROTATION, 12 STAGE 
DELETED 
4077910 .. LUG-ANTI-ROTATION, 12 STAGE 
USE ONLY ON 4077920-03 AND 4080730-03 
4079137 . SEAL-COMPRESSOR STATOR 
4076566 . RING SEGMENT-COMPRESSOR STATOR 
SUPPORT, 10TH-12TH STAGE 
4076567 . RING SEGMENT-COMPRESSOR STATOR 
SUPPORT, 10TH-12TH STAGE 
4077074 . CASE-COMPRESSOR, 10TH-12TH STAGE, ASSY ... 
OF 
SEE FIG. 98 FOR DETAIL PARTS 
4078507 . CASE-COMPRESSOR, 10TH-12TH STAGE, ASSY ... 
OF 
REPLACES 4078257 
SEE FIG. 98 FOR DETAIL PARTS 
4079349-01 . ROTOR ASSY-AXIAL COMPRESSOR DN/KJ/LR 
SEE FIG. 104 FOR DETAIL PARTS 
4080101-01 . ROTOR ASSY-AXIAL COMPRESSOR DP/JY 
SEE FIG. 104 FOR DETAIL PARTS 
4079287-01 . ROTOR ASSY-AXIAL COMPRESSOR BR/JZ/KG 
SEE FIG. 104 FOR DETAIL PARTS 
4080405-01 . ROTOR ASSY-AXIAL COMPRESSOR BR/KH/LX/ 
SEE FIG. 104 FOR DETAIL PARTS 


4080407-01 . ROTOR ASSY-AXIAL COMPRESSOR 
REOP AND REID OF 4079349-01 
DO NOT PROCURE FROM P&W 
SEE FIG. 104 FOR DETAIL PARTS 
4080720-01 . ROTOR ASSY-AXIAL COMPRESSOR BR/LS/MH 
SEE FIG. 104 FOR DETAIL PARTS 
4080812-01 . ROTOR ASSY-AXIAL COMPRESSOR BR/LY/MA/ 
SEE FIG. 104 FOR DETAIL PARTS MC/ME 
4080883-01 . ROTOR ASSY-AXIAL COMPRESSOR MG 
SEE FIG. 104 FOR DETAIL PARTS 
4080884-01 . ROTOR ASSY-AXIAL COMPRESSOR BR/MJ 
SEE FIG. 104 FOR DETAIL PARTS 
ST2348-06 . BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.250-28UNJF-3A X 0.500 IN. LONG 
4074151 . MANIFOLD ASSY-COMPRESSOR DISCHARGE, 
LEFT 
PARTIAL BREAKDOWN FOLLOWS 
4074153 .. CAP-COMPRESSOR DISCHARGE MANIFOLD 
4070186 .. ROD-COMPRESSOR DISCHARGE MANIFOLD 
4070183 .. MANIFOLD-COMPRESSOR DISCHARGE, LEFT .... 
4074152 . MANIFOLD ASSY-COMPRESSOR DISCHARGE, 
RIGHT 
PARTIAL BREAKDOWN FOLLOWS 
4074153 .. CAP-COMPRESSOR DISCHARGE MANIFOLD 
4070186 .. ROD-COMPRESSOR DISCHARGE MANIFOLD 
4070187 .. MANIFOLD-COMPRESSOR DISCHARGE, RIGHT... 
4070169 . GASKET-COMPRESSOR DISCHARGE MANIFOLD .. 
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FIGURE 89. NO. 4 BEARING FRONT AIR SEALING RING, FRONT SEAL ASSY, COMPRESSOR 
EXIT STATOR, AND DIFFUSER CASE 
(SHEET 1 OF 2) 
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FIGURE 89. NO. 4 BEARING FRONT AIR SEALING RING, FRONT SEAL ASSY, COMPRESSOR 
EXIT STATOR, AND DIFFUSER CASE 
(SHEET 2 OF 2) 
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FIGURE 
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NUMBER 


PART 
NUMBER 


NO NUMBER 


4075867 


4079426 


4082888 


4082889 


4072348 
4302197 


MS9696-10 
ST2590-10 


MS9697-10 


4076101 
4080719 


4080978 


MS122902 


490235 


4302197 


MS9696-12 
4074872-01 


X218-4 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


NO. 4 BEARING FRONT AIR SEALING RING, 
FRONT SEAL ASSY, COMPRESSOR EXIT 
STATOR, AND DIFFUSER CASE 
SEE FIG. 76-46 FOR NHA 


. RING-AIR SEALING, NO. 4 BEARING, FRONT, 


ASSY OF 
WHEN EXH USE 4079426 


. RING-AIR SEALING, NO. 4 BEARING, FRONT, 


ASSY OF 


.. BUSHING-SLEEVE, FLANGED 


1.132 X 1.185 X 0.5625 
SERVICE REPAIR PART 


.. BUSHING-SLEEVE, FLANGED 


1.282 X 1.335 X 0.6875 
SERVICE REPAIR PART 


. SEAL ASSY-NO. 4 BEARING FRONT 


SEE FIG. 102 FOR DETAIL PARTS 


. NUT OPTION 


SEE OPTION TABLE 


` NUT OPTION 


SEE OPTION TABLE 


Ç FLANGE-NO. 4 BEARING AIR SEALING RING 
.. BUSHING-SLEEVE, FLANGED 


1.132 X 1.185 X 0.4785 
SERVICE REPAIR PART 


.. BUSHING-SLEEVE, FLANGED 


1.282 X 1.335 X 0.5925 
SERVICE REPAIR PART 


| BOLT-MACHINE, DRILLED HEX 


0.190-32UNJF-3A X 0.250 IN. LONG (AP) 


. NUT OPTION 


SEE OPTION TABLE 


. TUBE-AIR VENT, NO. 4 BEARING, INTERNAL, 
ASSY OF 
. CLAMP-LOOP 
0.250 IN. TUBE OD 
P&WA PART NO. 277398 


USABLE 
ON 
CODE 


Change 16 


2-389 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4066226 . NUT OPTION (AP) 
SEE OPTION TABLE 
MS9556-06 . BOLT (AP) 
4006266 . NUT-PLAIN, DRILLED HEX 
0.375-24UNJF-3B X 0.219 IN. THK 
4038010 . BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.190-32UNJF-3A X 0.375 IN. LONG 
4061726 . PLATE-OIL VENT MANIFOLD 
4069897-01 . TUBE-AIR VENT, NO. 4 BEARING, INTERNAL, 
ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
MS9483-04 .. FERRULE 
MS9198-04 
ST2284-04 
SEE OPTION TABLE 
ST2654-12 . BOLT-MACHINE, HEX 
0.250-28UNJF-3A X 0.875 IN. LONG 
4076272 . WASHER-KEY 
0.2575 ID X 0.032 IN. THK 
4077320 . BUSHING-COMPRESSOR AIR SEALING RING, 13 .. 
STAGE 
4077913 . STATOR-COMPRESSOR EXIT 
4077723 . STATOR-COMPRESSOR EXIT 
PARTIAL BREAKDOWN FOLLOWS 
4077422 .. DAMPER-COMPRESSOR 
4077319 . RING-AIR SEALING, NO. 4 BEARING, FRONT, 
ASSY OF 
4080472 . INSERT-SCREW THREAD 
1.0625-16UNJ-3B X 1.4375-18UNJEF-3A X 0.715 
IN. LONG 
4071047 . SPACER-RING 
1.865 OD X 1.475 ID X 0.010 IN. THK 
4071047CLA . SPACER-RING 
0.005 - 0.015 IN. 
4071047CLB . SPACER-RING 
0.015 - 0.025 IN. 
4071047CLC . SPACER-RING 
0.025 - 0.045 IN. 
4071047CLD . SPACER-RING 
0.045 - 0.065 IN. 
4071047CLE . SPACER-RING 
0.065 - 0.085 IN. 
4071047CLF . SPACER-RING 
0.085 - 0.105 IN. 
4071047CLG . SPACER-RING 
0.105 - 0.125 IN. 
4071047CLH . SPACER-RING 
0.125 - 0.145 IN. 
4071047CLJ . SPACER-RING 
0.145 - 0.165 IN. 
4071047CLK . SPACER-RING 
0.165 - 0.185 IN. 
4071047CLL . SPACER-RING 
0.185 - 0.205 IN. 
4071047CLM . SPACER-RING 
0.205 - 0.225 IN. 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4071047CLN . SPACER-RING 
0.225 - 0.245 IN. THK 
4071047CLP . SPACER-RING 
0.245 - 0.265 IN. THK 
4071047CLQ . SPACER-RING 
0.265 - 0.285 IN. THK 
4071047CLR . SPACER-RING 
0.285 - 0.305 IN. THK 
4071047CLS . SPACER-RING 
0.305 - 0.325 IN. THK 
4071047CLT . SPACER-RING 
0.325 - 0.345 IN. THK 
4076957 . CONNECTOR-TUBE, STATIC PRESSURE PROBE ... 
ST2348-06 . BOLT-MACHINE, DRILLED, DOUBLE HEX 
0.250-28UNJF-3A X 0.500 IN. LONG (AP) 
4074520-01 . MANIFOLD-AIR SUPPLY NO. 4 BEARING SEAL, .... 
ASSY OF 
4082905 .. FERRULE-PACKING 
1.000, 1 GROOVE 
SERVICE REPAIR PART 
ST2151-020 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.625 IN. LONG (AP) 
4069774 . SEAL RING-METAL 
1.551 OD X 0.0565 IN. THK 
4070082 . TUBE-AIR SUPPLY, NO. 4 BEARING SEAL, ASSY... 
OF 
4083184 .. ELBOW-TUBE 
1.000, 26 DEG 53" 
SERVICE REPAIR PART 
ST2151-012 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
4036955 . SEAL RING-METAL 
1.270 OD X 0.0775 IN. THK 
ST2151-012 . BOLT-MACHINE, DRILLED DOUBLE HEX 
0.190-32UNJF-3A X 0.375 IN. LONG 
4035859 . MANIFOLD-PRESSURE, NO. 4 BEARING, 
INTERNAL, ASSY OF 
4066513 . CLAMP-LOOP 
0.750 TUBE OD 
4066226 . NUT OPTION (AP) 
SEE OPTION TABLE 
MS9696-05 
MS9714-06 
4071898-01 
MS9583-06 2 
4028240 . NUT-PLAIN, ROUND 
0.625-18UNJF-3B X 0.400 IN. THK 
ST2284-12 . GASKET OPTION 
SEE OPTION TABLE 
4077615 . SEAL RING-METAL 
1.120 OD X 0.0845 IN. THK 
REPLACES 4076793 
REPLACES 4077824 
4077614 . SEAL RING-METAL 
1.120 OD X 0.1395 WIDE X 0.041 IN. THK 
REPLACES 4066509 
REPLACES 4077821 
4069160 . TUBE-PRESSURE, NO. 4 BEARING, INTERNAL, .... 
ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
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FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4069175 .. CONNECTOR END-TUBE, NO. 4 BEARING 
4069174 .. CONNECTOR-TUBE, NO. 4 BEARING 
4069167 .. ELBOW-TUBE, 1 HOLE, 90 DEG 

0.438 X 0.500 IN. DIA. 
4066527 .. BUSHING-SLEEVE, FLANGED 

0.2835 ID X 0.4945 OD X 0.395 IN. LONG 
4031916 .. FERRULE-NO. 4 BEARING PRESSURE TUBE 

SUPERSEDES 4072599 
2161929 .. TAPE OPTION 

SEE OPTION TABLE 
2072968 .. TAPE-INSULATION, THERMAL 

0.500 WIDE X 0.125 IN. THK 
483220 . WIRE-THRUST 

0.094 DIA X 3.770 IN. LONG 
360583 . NUT-TUBE COUPLING THRUST WIRE 

1.0625-12UNJF-3B 
ST2100-12 . NUT-TUBE COUPLING, THRUST WIRE 

1.0625-12UNJF-3B X 0.750 IN. TUBE OD 
ST2121-12 . NUT-TUBE COUPLING, THRUST WIRE 

1.0625-12UNJF-3B X 0.750 IN. TUBE OD 
4070467 . TUBE-PRESSURE, NO. 4 BEARING 
4071508 . TUBE-PRESSURE, NO. 4 BEARING 
ST2286-07 

SUPERSEDES ST2284-07 
ST2605-07 . BOLT-MACHINE, DRILLED DOUBLE HEX 

0.190-32UNJF-3A X 0.562 IN. LONG 
4070469 . ADAPTER-NO. 4 BEARING 
4031904 . PLATE-RETAINING, TUBE 
4036955 . SEAL RING-METAL 

1.270 OD X 0.0775 IN. THK 
ST2284-14 . GASKET OPTION 

SEE OPTION TABLE 
4075716 . CASE-DIFFUSER, ASSY OF 

REPLACED BY 4084235 

SEE FIG. 103 FOR DETAIL PARTS 
4079134 . CASE-DIFFUSER, ASSY OF 

REPLACED BY 4083913 

SEE FIG. 103 FOR DETAIL PARTS 
4079831 . CASE-DIFFUSER, ASSY OF 

REPLACED BY 4084234 

SEE FIG. 103 FOR DETAIL PARTS 
4084235 . CASE-DIFFUSER, ASSY OF 

REPLACES 4075716 

SEE FIG. 103 FOR DETAIL PARTS 
4083913 . CASE-DIFFUSER, ASSY OF 

REPLACES 4079134 

SEE FIG. 103 FOR DETAIL PARTS 
4084234 . CASE-DIFFUSER, ASSY OF 

REPLACES 4079831 

SEE FIG. 103 FOR DETAIL PARTS 
4083830 . CASE-DIFFUSER, ASSY OF 

USE ONLY ON 4084522-800 AND 4082654-803 

REPLACED BY 4084237 

SEE FIG. 103 FOR DETAIL PARTS 
4083558 . CASE-DIFFUSER, ASSY OF 

USE ONLY ON 4084522-801 

SEE FIG. 103 FOR DETAIL PARTS 
4083564 . CASE-DIFFUSER, ASSY OF 

USE ONLY ON 4084522-802 

SEE FIG. 103 FOR DETAIL PARTS 


2-392 Change 17 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4084237 . CASE-DIFFUSER, ASSY OF 

USE ONLY ON 4084522-800, 4082654-803, AND 

4082657-808 

REPLACES 4083830 

SEE FIG. 103 FOR DETAIL PARTS 
4083210 . CASE-TURBINE, FRONT 

USE ONLY ON 4084522-800, -801, -802, 

4082654-803, AND 4082657-808 
ST1341-09 . BOLT-MACHINE, SLAB 

0.3125-24 

USE ONLY ON 4084522-800, -801, -802, 

4082654-803, AND 4082657-808 
ST2785-11 . NUT OPTION 

USE ONLY ON 4084522-800, -801, -802, 

4082654-803, AND 4082657-808 

SEE OPTION TABLE 


Change 17 2-393 


T.O. 2J-F100-54 


70615 


FIGURE 90. NO. 2 BEARING SEAL AND SUPPORT ASSY 


Change 17 


2-394 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4072842 
MS9245-23 
4001624 
4074010 
4072837 
4072839 
2150048 
4032083 
4055045 
4001518 
4001532 


4072838 
4001619 


4001629 
4001629P10 
4001629P15 
4001629P20 
4001629P25 
4044108 


4072841 
4044206 


4023734 
4018610 


4072840 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


SEAL AND SUPPORT ASSY-NO. 2 BEARING 
SEE FIG. 81-8 FOR NHA 


. GUIDE-NO. 2 AND NO. 3 BEARING SEAL 
. SEAL OPTION 
PROCUREMENT NO. CONSISTS OF 
.. SEAL-ASSY OF, FACE, NO. 2 BEARING 
OPTIONAL TO 4072839 
.. SEAL-ASSY OF, FACE, NO. 2 BEARING 
OPTIONAL TO 4072837 
. RIVET-TUBULAR, UNIVERSAL 
0.125 DIA X 0.180 IN. LONG 
... SEAT-HELICAL COMPRESSION SPRING 
... PLATE-POSITIONING, NO. 2 BEARING SEAL 
.. SEAL-FACE, NO. 2 AND 3 BEARING 
USE ONLY ON 4072837 
.. SEAL-FACE, NO. 2 AND 3 BEARING 
USE ONLY ON 4072839 
... HOUSING-NO. 2 BEARING SEAL 
. SPRING-HELICAL COMPRESSION 
0.288 OD X 0.027 IN. DIA WIRE 
. SEAL RING-METAL 
5.180 OD X 0.150 WIDE X 0.15325 IN. 
. SEAL RING-METAL 
5.180 OD X 0.150 WIDE X 0.16325 IN. 
. SEAL RING-METAL 
5.180 OD X 0.150 WIDE X 0.16825 IN. 
. SEAL RING-METAL 
5.180 OD X 0.150 WIDE X 0.17325 IN. 
. SEAL RING-METAL 
5.180 OD X 0.150 WIDE X 0.17825 IN. 
. WASHER-SPRING TENSION 
5.1025 OD X 0.070 WIDE X 0.0165 IN. 
. SUPPORT-NO. 2 BEARING, ASSY OF 
.. PIN-STRAIGHT, HEADLESS 
0.09325 DIA X 0.188 IN. LONG 
.. PIN-STRAIGHT, HEADLESS 
0.2205 DIA X 1.250 IN. LONG 
.. PIN-NO. 3 BEARING SEAL 
1.925 IN. LONG 
.. SUPPORT-NO. 2 BEARING 


USABLE 
ON 
CODE 


Change 11 


2-395 


T.O. 2J-F100-54 


CO 


4782 


FIGURE 91. NO. 2 BEARING AND COUPLING ASSY 


2-396 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4072536 
4010239 
4010238 
4010237 
4001529 
4075349 
4081024 


4001857 
4001799 


4025382 


4001528 
4071085 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


BEARING AND COUPLING ASSY-NO. 2 
SEE FIG. 82-1 FOR NHA 


. RING-RETAINING 


3.700 ID X 0.0625 IN. DIA WIRE 


. WASHER-KEY 


3.860 ID X 0.0525 IN. THK 


. NUT-BEARING RETAINING, INTERNALLY 


THREADED 
3.9375-16UNJS-3B-LH X 1.050 IN. ТНК 


. SEAT-NO. 2 BEARING SEAL, REAR 
. BEARING OPTION-NO. 2 


SEE OPTION TABLE 


. BEARING OPTION-NO. 2 


SEE OPTION TABLE 


. SCOOP-NO. 2 BEARING, REAR 
. SCOOP ASSY-NO. 2 BEARING, FRONT 


PARTIAL BREAKDOWN FOLLOWS 


.. PIN-STRAIGHT, HEADLESS 


0.09375 DIA X 0.025 IN. LONG 


. SEAT-NO. 2 BEARING SEAL, FRONT 
. COUPLING-TURBINE SHAFT 


2-397 


T.O. 2J-F100-54 


4783 


FIGURE 92. NO. 2 AND NO. 3 BEARING SEAL ASSY 


2-398 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4060816 


MS9245-23 
4001619 


4001624 
4001629 


4001629P10 
4001629P15 
4001629P20 
4001629P25 
4018381 
4033286 
4069178 


4059492 


4060815 


4062295 
4062296 
4062297 
4059491 


4059496 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


SEAL ASSY-NO. 2 AND NO. 3 BEARING 
SEE FIG. 82-29 FOR NHA 


۱ SPRING-HELICAL COMPRESSION 


0.288 OD X 0.027 IN. DIA WIRE 


. GUIDE-NO. 2 AND NO. 3 BEARING SEAL 
. SEAL RING-METAL 


5.180 OD X 0.150 WIDE X 0.15325 IN. THK 


. SEAL RING-METAL 


5.180 OD X 0.150 WIDE X 0.16325 IN. THK 


. SEAL RING-METAL 


5.180 OD X 0.150 WIDE X 0.16825 IN. THK 


5.180 OD X 0.150 WIDE X 0.17825 IN. THK 


. SEAL OPTION 


SEE OPTION TABLE 


. SEAL OPTION 


SEE OPTION TABLE 


. SUPPORT OPTION 


PROCUREMENT NO. CONSISTS OF 


.. SUPPORT-NO. 2 AND NO. 3 BEARING SEAL, 


ASSY OF 
OPTIONAL TO 4060815 


.. SUPPORT-NO. 2 AND NO. 3 BEARING SEAL, 


ASSY OF 
OPTIONAL TO 4059492 
. PIN-SHOULDER, HEADLESS 
0.2445 AND 0.390 DIA X 1.765 IN. LONG 
. PIN-SHOULDER, HEADLESS 
0.2445 AND 0.390 DIA X 1.105 IN. LONG 
. PIN-SHOULDER, HEADLESS 
0.2375 AND 0.390 DIA X 0.890 IN. LONG 
.. SUPPORT-NO. 2 AND NO. 3 BEARING SEAL 
USE ONLY ON 4059492 
.. SUPPORT-NO. 2 AND NO. 3 BEARING SEAL 
USE ONLY ON 4060815 


2-399 


T.O. 2J-F100-54 
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FIGURE 93. NO. 3 BEARING REAR SEAL ASSY 


2-400 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4075036-01 


4068215 


4080875-01 


4021812 


4042849 


4075539 
4082826 


4075195 


4075540 
MS9245-23 
4001624 
4001619 


4054588 
4036995 


4036993 
4036994 
4032083 
4012495 
2150048 
4001642 
4001642P05 
4001642P10 
4001642P15 
4035878 
4076389 


4075171-01 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY 


SEAL ASSY-NO. 3 BEARING REAR LX/LZ/MB/ 
SEE FIG. 84-1 FOR NHA 


SEAL ASSY-NO. 3 BEARING REAR 
SEE FIG. 84-1 FOR NHA 


SEAL ASSY-NO. 3 BEARING REAR 
SEE FIG. 84-1 FOR NHA 


. NUT OPTION 

SEE OPTION TABLE 

USE ONLY ON 4075036-01 
. WASHER-KEY 

0.2125 ID X 0.022 IN. THK 

USE ONLY ON 4075036-01 
. SHIELD-NO. 3 BEARING 

USE ONLY ON 4075036-01 
. SHIELD-NO. 3 BEARING 

USE ONLY ON 4075036-01 
. SPACER-SLEEVE 

0.210 ID X 0.365 OD X 0.400 IN. LONG 

USE ONLY ON 4075036-01 
. BAFFLE-NO. 3 BEARING 

USE ONLY ON 4075036-01 


. GUIDE-NO. 2 AND NO. 3 BEARING SEAL 
. SPRING-HELICAL COMPRESSION 
0.288 OD X 0.027 IN. DIA WIRE 
. SEAT-HELICAL COMPRESSION SPRING 
. SEAL OPTION 
PROCUREMENT NO. CONSISTS OF 
.. SEAL-FACE, NO. 3 BEARING, REAR, ASSY OF .... 
OPTIONAL TO 4036994 
.. SEAL-FACE, NO. 3 BEARING, REAR, ASSY OF .... 
OPTIONAL TO 4036993 
PARTIAL BREAKDOWN FOLLOWS 
... SEAT-HELICAL COMPRESSION SPRING 
... PLATE-POSITIONING, NO. 3 BEARING SEAL 
... RIVET-TUBULAR, UNIVERSAL 
0.125 DIA X 0.180 IN. LONG 
. SEAL RING-METAL 
7.140 OD X 0.150 WIDE X 0.15325 IN. THK 
. SEAL RING 
7.140 OD X 0.150 WIDE X 0.1575 - 0.1590 IN. THK 
. SEAL RING 
7.140 OD X 0.150 WIDE X 0.1625 - 0.1640 IN. THK 
. SEAL RING 
7.140 OD X 0.150 WIDE X 0.1675 - 0.1690 IN. THK 
. WASHER-SPRING TENSION 
7.0625 OD X 0.070 WIDE X 0.0165 IN. THK 
. SUPPORT-NO. 3 BEARING SEAL, ASSY OF 
USE ONLY ON 4075036-01 
.. PIN-STRAIGHT, HEADLESS 
0.15305 DIA X 0.312 IN. LONG 


Change 11 2-401 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4075033 .. PIN-NO. 3 BEARING SEAL 

4.450 IN. LONG 
4075034 .. PIN-NO. 3 BEARING SEAL 

3.780 IN. LONG 
4068183 .. DAMPER-NO. 3 BEARING SEAL SUPPORT 
4061536 .. RING-AIR SEALING, NO. 3 BEARING, ASSY OF.... 
AN123320 .. RIVET (AP) 
4068182 . SUPPORT-NO. 3 BEARING SEAL, ASSY OF 

USE ONLY ON 4068215 
4080874 . SUPPORT-NO. 3 BEARING SEAL, ASSY OF 

USE ONLY ON 4080875-01 

PARTIAL BREAKDOWN FOLLOWS 
4061533 .. SHIELD-HEAT, NO. 3 BEARING 
4036990 .. PIN-STRAIGHT, HEADLESS 

0.09325 DIA X 0.312 IN. LONG 
4036990P05 .. PIN-STRAIGHT, HEADLESS 

0.09825 DIA X 0.312 IN. LONG 
4036990P10 .. PIN-STRAIGHT, HEADLESS 

0.10325 DIA X 0.312 IN. LONG 
4036990P15 .. PIN-STRAIGHT, HEADLESS 

0.10825 DIA X 0.312 IN. LONG 
4036990P20 .. PIN-STRAIGHT, HEADLESS 

0.11325 DIA X 0.312 IN. LONG 
4036990P25 .. PIN-STRAIGHT, HEADLESS 

0.11825 DIA X 0.312 IN. LONG 
4061534 .. PIN-NO. 3 BEARING SEAL 

3.100 IN. LONG 
4061535 .. PIN-NO. 3 BEARING SEAL 

2.425 IN. LONG 
4061536 .. RING-AIR SEALING, NO. 3 BEARING, ASSY OF.... 
AN123320 .. RIVET (АР) 
4068183 .. DAMPER-NO. 3 BEARING SEAL SUPPORT 


2-402 Change 20 
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FIGURE 94. COMPRESSOR INTERMEDIATE CASE ASSY 
(SHEET 1 OF 2) 
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T.O. 2J-F100-54 
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FIGURE 94. COMPRESSOR INTERMEDIATE CASE ASSY 
(SHEET 2 OF 2) 
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T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4078245 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... LZ/ZM 
SEE FIG. 84-8 FOR NHA 
4078248 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... BL/DA/MB/ 
SEE FIG. 84-8 FOR NHA ZP 
4079419 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... BM/DB/LV/ 
SEE FIG. 84-8 FOR NHA MD/ZR 
4080483 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... LW/LX/MF/ 
SEE FIG. 84-8 FOR NHA MH/ZT 
4080829 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... LY/MG/MJ/ 
SEE FIG. 84-8 FOR NHA 
4080877 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4080879 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4080882 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084430 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084431 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084432 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084433 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084434 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084435 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084436 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4084443 CASE-COMPRESSOR INTERMEDIATE, ASSY OF .... 
SEE FIG. 84-8 FOR NHA 
4009663 . BUSHING-SLEEVE, FLANGED 
0.563 ID X 0.75225 OD X 0.350 IN. THK 
ST2786-02 . INSERT OPTION 
SEE OPTION TABLE 
TR26036N- . INSERT-SCREW THREAD, SELF-LOCKING 
428SBVX P&WA PART NO. ST2609-02 
WHEN EXH USE ST2786-02 
4069985 . PIN-SHOULDER, HEADLESS 
0.1875 AND 0.250 DIA X 0.585 IN. LONG 
USE ONLY ON 4078245, 4078248, 4079419, AND 
4080483 
REPLACES 444613 
4069985 . PIN-SHOULDER, HEADLESS 
0.1875 AND 0.250 DIA X 0.585 IN. LONG 
REPLACES 444613 
476067 . PIN-SHOULDER, HEADLESS 
0.1875 AND 0.312 DIA X 0.445 IN. LONG 
4069985 . PIN-SHOULDER, HEADLESS 
0.1875 AND 0.250 DIA X 0.585 IN. LONG 
4070771 . BUSHING-SLEEVE, FLANGED 
0.3771 ID X 0.50125 OD X 0.240 IN. THK 
TR28009-16 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 1.000 IN. LONG 
P&WA PART NO. ST2665-16 
TR28009-8 . STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.500 IN. LONG 
P&WA PART NO. ST2665-08 
USE ONLY ON 4078245, 4078248, 4079419, 
4080877, 4080879, AND 4080882 


2-406 Change 16 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


TR28009-8 


425422 
4001894 
MS9318-100 
4074053 


4075633 
4077354 


4078237 
4077222 
4046367 
ST5030-09 
AN123469 
4077223 
4078247 
4078246 
4080480 
4080830 
4080878 


4080880 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


. STUD-LOCKED IN 
0.190-32 X 0.250-28 X 0.500 IN. LONG 
P&WA PART NO. ST2665-08 
. PIN-STRAIGHT, HEADLESS 
0.375 DIA X 1.000 IN. LONG 
. PIN-STRAIGHT, HEADED, FILLISTER 
0.18705 DIA X 0.280 IN. LONG 


. BRACKET-ANGLE 

. BRACKET-LOOP CLAMP 

. BRACKET-LOOP CLAMP 
USE ONLY ON 4078245, 4078248, 4080877, AND 
4080879 

. BRACKET-LOOP CLAMP 
USE ONLY ON 4079419, 4080483, 4080829, 
AND 4080882 

. BRACKET-ANGLE, ASSY OF 

.. NUT OPTION 
SEE OPTION TABLE 

.. NUT OPTION 
SEE OPTION TABLE 

.. RIVET (AP) 

.. BRACKET-ANGLE 

. CASE-COMPRESSOR INTERMEDIATE 
USE ONLY ON 4078245 

. CASE-COMPRESSOR INTERMEDIATE 
USE ONLY ON 4078248 AND 4079419 

. CASE-COMPRESSOR INTERMEDIATE 
USE ONLY ON 4080483 

. CASE-COMPRESSOR INTERMEDIATE 
USE ONLY ON 4080829 

. CASE-COMPRESSOR INTERMEDIATE 
USE ONLY ON 4080877 

. CASE-COMPRESSOR INTERMEDIATE 
USE ONLY ON 4080879 AND 4080882 


USABLE 
ON 
CODE 


Change 16 


2-407 


T.O. 2J-F100-54 


= 


s 2 


4787 


STAGE VANES) 


FIGURE 95. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (VARIABLE 6TH 
(SHEET 1 OF 7) 
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FIGURE 95. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (VARIABLE 6TH 
STAGE VANES) 
(SHEET 2 OF 7) 
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FIGURE 95. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (VARIABLE 6TH 
STAGE VANES) 
(SHEET 3 OF 7) 
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FIGURE 95. 4TH 


STAGE VANES) 


9TH STAGE COMPRESSOR CASE AND STATOR ASSY (VARIABLE 6ТН 
(SHEET 4 OF 7) 
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FIGURE 95. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (VARIABLE 6TH 
STAGE VANES) 
(SHEET 5 OF 7) 


2-412 


T.O. 2J-F100-54 


VA, \ 
Када 
аран 
Қа 


1 


37334 


FIGURE 95. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (VARIABLE 6TH 
STAGE VANES) 
(SHEET 6 OF 7) 
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FIGURE 95. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (VARIABLE 6TH 
STAGE VANES) 
(SHEET 7 OF 7) 


2-414 Change 26 


777917 


FIGURE 
8 INDEX PART 


NUMBER NUMBER 


4077081-01 


4077081-03 


4079595-08 


4079595-09 


4079595-10 


4079595-07 


4075574 
ST2606-04 


4075572 
ST2606-04 


ST2601-22 


MS9697-22 


4042344 


ST2745-10 


4066847 
111167-018 


4075681 


DELETED 
4075672 


4075698 
MS124656 
4075677 
4009810 
4075460 


4075699 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) 
WHEN EXH USE 4077081-03 
SEE FIG. 85-18 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AN/CX/PH 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) 
SEE FIG. 85-18 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AN/CX/PJ/ 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) PK 
SEE FIG. 85-18 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AN/CX/PL/ 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) PM/PP 
SEE FIG. 85-18 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AN/EX/PN 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) 
SEE FIG. 85-18 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AN/EX/PO 
4TH-9TH STAGE (VARIABLE 6TH STAGE VANES) 
SEE FIG. 85-18 FOR NHA 


. SEAT-BLEED VALVE STRAP, LOCKING 
. BOLT-MACHINE, HEX 


0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
REPLACES ST2606-05 


. SEAT-BLEED VALVE STRAP, LOCKING 
. BOLT-MACHINE, HEX 


0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
REPLACES ST2606-05 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 1.500 IN. LONG 
REPLACES ST2345-22 


` NUT OPTION 


SEE OPTION TABLE 


. NUT OPTION 


SEE OPTION TABLE 


. ARM-COMPRESSOR STATOR, ASSY OF 
. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


. BUMPER OPTION 


SEE OPTION TABLE 


. BUSHING OPTION 


SEE OPTION TABLE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 4TH STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.430 IN. LONG 


.. PIN-STRAIGHT, HEADLESS 


0.24925 DIA X 0.500 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 4TH STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


Change 24 2-415 
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T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-416 


PART 
NUMBER 


MS124656 
4075677 


4009810 
4075460 
DELETED 
DELETED 
DELETED 
4077433-01 
4077434-02 
4066226 


4076827 


4076952 
4077434-01 
4077734 
4075974 
4066814 
4071383 


4066847 
111167-018 


4075682 


DELETED 
4075672 


4075668 
4075677 
4075460 
4075662-01 
4075669 
4075677 
4075460 
4075662-02 


DELETED 
DELETED 


Change 24 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


.. INSERT 
.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.430 IN. LONG 


.. PIN-STRAIGHT, HEADLESS 


0.24925 DIA X 0.500 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


. RING SEGMENT-COMPRESSOR STATOR LOCK, ... 


4TH STAGE, ASSY OF 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


4TH STAGE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.755 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 


.. PIN-SHOULDER, HEADLESS 


0.09375 AND 0.135 IN. DIA X 0.440 IN. LONG 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


4TH STAGE 


. BEARING HALF-COMPRESSOR STATOR, 4TH 


AND 5TH STAGE 


. VANE OPTION-4TH STAGE 


SEE OPTION TABLE 


. BEARING-WASHER, THRUST 


0.500 ID X 1.040 OD X 0.041 IN. THK 


. BEARING OPTION 


SEE OPTION TABLE 


. ARM-COMPRESSOR STATOR, ASSY OF 
. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


. BUMPER OPTION 


SEE OPTION TABLE 


SEE OPTION TABLE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 5TH STAGE, ASSY OF 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.430 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


.. RING HALF-SYNCHRONIZING, COMPRESSOR .... 


STATOR, 5TH STAGE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 5TH STAGE, ASSY OF 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.430 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


.. RING HALF-SYNCHRONIZING, COMPRESSOR .... 


STATOR, 5TH STAGE 


ON 
CODE 


7797799 


FIGURE 
8 INDEX 
NUMBER 


PART 
NUMBER 


4077011-01 
4076475-02 
4066226 


4076828 


4076952 
4076475-01 
4077734 
4075975 
4066813 
4074428 
4074426 


4075759 
111167-018 


4076830 
4075658 
4075670 
4075678 
4075460 
4075663-01 
4075671 
4075678 
4075460 
4075663-02 
DELETED 
DELETED 
4077012-01 
4076826-02 
4066226 
4076829 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. RING SEGMENT-COMPRESSOR STATOR LOCK, ... 


5TH STAGE, ASSY OF 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


5TH STAGE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.650 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 


.. PIN-SHOULDER, HEADLESS 


0.09375 AND 0.135 IN. DIA X 0.440 IN. LONG 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


БТН STAGE 


. BEARING HALF-COMPRESSOR STATOR, 4TH 


AND 5TH STAGE 


. VANE OPTION-5TH STAGE 


SEE OPTION TABLE 


. BEARING-WASHER, THRUST 


0.500 ID X 0.915 OD X 0.041 IN. THK 


. BEARING OPTION 


SEE OPTION TABLE 


. WASHER-KEY, DOUBLE 


0.563 ID X 1.102 IN. LONG 


. ARM-COMPRESSOR STATOR, ASSY OF 
. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


. BUMPER OPTION 


SEE OPTION TABLE 


. BUSHING OPTION 


SEE OPTION TABLE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 6TH STAGE, ASSY OF 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.3725 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


.. RING HALF-SYNCHRONIZING, COMPRESSOR .... 


STATOR, 6TH STAGE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 6TH STAGE, ASSY OF 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.3725 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


.. RING HALF-SYNCHRONIZING, COMPRESSOR .... 


STATOR, 6TH STAGE 


. RING SEGMENT-COMPRESSOR STATOR LOCK, ... 


6TH STAGE, ASSY OF 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


6TH STAGE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.535 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 


Change 24 2-417 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4076952 .. PIN-SHOULDER, HEADLESS 
0.09375 AND 0.135 IN. DIA X 0.440 IN. LONG 
4076826-01 . SHROUD SEGMENT SET-COMPRESSOR STATOR, . 
6TH STAGE 
4075976 . VANE OPTION-6TH STAGE 
SEE OPTION TABLE 
USE ONLY ON 4077081-01 
WHEN EXH USE 4079286 
4079286 . VANE OPTION-6TH STAGE 
SEE OPTION TABLE 
4066815 . BEARING-WASHER, THRUST 
0.500 ID X 0.740 OD X 0.041 IN. THK 
4074432 . BEARING OPTION 
SEE OPTION TABLE 
4074427 . WASHER-KEY, DOUBLE 
0.600 ID X 0.923 IN. LONG 
4076125 . DUCT SEGMENT-COMPRESSOR, 5TH STAGE 
USE ONLY ON 4077081-01, -03, 4079595-08, AND 
-09 
4078485 . DUCT SEGMENT-COMPRESSOR, 5TH STAGE 
USE ONLY ON 4079595-07 AND -10 
4076125-02 . DUCT SEGMENT-COMPRESSOR, 5TH STAGE 
USE ONLY ON 4077081-01 
REPLACED BY 4076125 IN PAIRS ONLY 
4076125 . DUCT SEGMENT-COMPRESSOR, 5TH STAGE 
REOP AND REID OF 4076125-02 
USE ONLY ON 4077081-01, -03, 4079595-08, AND 
-09 
REPLACES 4076125-02 IN PAIRS ONLY 
4078485 . DUCT SEGMENT-COMPRESSOR, 5TH STAGE 
USE ONLY ON 4079595-07 AND -10 
4076126 . DUCT SEGMENT-COMPRESSOR, 6TH STAGE 
4076126-02 . DUCT SEGMENT-COMPRESSOR, 6TH STAGE 
REPLACED BY 4076126 IN PAIRS ONLY 
4076126 . DUCT SEGMENT-COMPRESSOR, 6TH STAGE 
REOP AND REID OF 4076126-02 
REPLACES 4076126-02 IN PAIRS ONLY 
4076127 . DUCT SEGMENT-COMPRESSOR, 7TH STAGE 
4076127-02 . DUCT SEGMENT-COMPRESSOR, 7TH STAGE 
REPLACED BY 4076127 IN PAIRS ONLY 
4076127 . DUCT SEGMENT-COMPRESSOR, 7TH STAGE 
REOP AND REID OF 4076127-02 
REPLACES 4076127-02 IN PAIRS ONLY 
2184930 . PIN-STRAIGHT, HEADED, FLAT 
0.0938 X 0.265 IN. LONG 
4059947 . KEY-COMPRESSOR DUCT, 5TH STAGE 
4059948 . KEY-COMPRESSOR DUCT, 6TH STAGE 
4059949 . KEY-COMPRESSOR DUCT, 7TH STAGE 
4075438 . RAIL-COMPRESSOR STATOR, 7TH STAGE 
4075434 . BOLT-EXTERNALLY RELIEVED BODY, HEX 
0.250-28UNJF-3A X 0.450 IN. LONG (AP) 
4075435 . WASHER-KEY, TRIPLE 
0.2575 ID 
4075436 . WASHER-KEY, DOUBLE 
0.2575 ID X 4.000 IN. LONG 
4075437 . WASHER-KEY, DOUBLE 
0.2575 ID X 1.725 IN. LONG 


2-418 Change 2 


D D D لد‎ 


FIGURE 
& INDEX 
NUMBER 


PART 


NUMBER 


4077287-01 
4079170 

4077077-01 
4079087-01 


4077077-02 
4079087-02 
4077077-03 
4079087-03 
4077077-04 
4079087-04 
4076385 

4086309-01 
4075433 


11155-І 
4077288-01 
4079171 
4077078-01 
4079088-01 


4077078-02 
4079088-02 
4077078-03 
4079088-03 
4077078-04 
4079088-04 
4077078-05 
4079088-05 
4076386 

4086309-02 
4075440 

4075434 


4075439 
4077289-01 
4079173 
4077079-01 
4079089-01 


4077079-02 
4079089-02 
4077079-03 
4079089-03 
4076387 
4086309-03 
4076388 
4086310 
4075413-01 


DESCRIPTION 


. SHROUD-COMPRESSOR STATOR, 7TH STAGE, .... 


ASSY OF 


. DAMPER-COMPRESSOR STATOR, 7TH STAGE 


SUPERSEDES 4077047 


. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 


ASSY OF 


. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 


ASSY OF 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
. SEAL-COMPRESSOR STATOR 
. SEAL-COMPRESSOR STATOR 
. GASKET OPTION 


SEE OPTION TABLE 


. GASKET-COMPRESSOR STATOR, 8TH STAGE 


P&W PART NO. 4075429 


. SHROUD-COMPRESSOR STATOR, 8TH STAGE, .... 


ASSY OF 


. DAMPER-COMPRESSOR STATOR, 8TH STAGE 


SUPERSEDES 4077048 


. COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 


ASSY OF 


. COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 


ASSY OF 


. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
. SEAL-COMPRESSOR STATOR 
. SEAL-COMPRESSOR STATOR 
. RAIL-COMPRESSOR STATOR, 8TH-9TH STAGE .... 
. BOLT-EXTERNALLY RELIEVED BODY, HEX 


0.250-28UNJF-3A X 0.450 IN. LONG (AP) 


. WASHER-KEY, DOUBLE 


0.2575 ID X 1.635 IN. LONG 


. SHROUD-COMPRESSOR STATOR, 9TH STAGE, .... 


ASSY OF 


. DAMPER-COMPRESSOR STATOR, 9TH STAGE 


SUPERSEDES 4077049 


. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 


ASSY OF 


. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 


ASSY OF 


. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
. SEAL-COMPRESSOR STATOR 

. SEAL-COMPRESSOR STATOR 

. SEAL-COMPRESSOR STATOR 

. SEAL-COMPRESSOR STATOR, 9TH STAGE 
. CASE SET-COMPRESSOR, 4TH-9TH STAGE 


SEE FIG. 97 FOR DETAIL PARTS 


Change 26 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
ASSY CODE 


N O دہ‎ = — D NOO 
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2-419/(2-420 Blank) 


T.O. 2J-F100-54 


6041 


FIGURE 96. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6TH STAGE 
VANES) 
(SHEET 1 OF 8) 


(2-421 Blank)/2-422 Change 19 


T.O. 2J-F100-54 
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FIGURE 96. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6TH STAGE 
VANES) 
(SHEET 2 OF 8) 


Change 19 2-423 


T.O. 2J-F100-54 


97387 


FIGURE 96. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6TH STAGE 
VANES) 
(SHEET 3 OF 8) 


2-424 Change 19 


T.O. 2J-F100-54 
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FIGURE 96. 4ТН-9ТН STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6ТН STAGE 
VANES) 
(SHEET 4 OF 8) 


Change 23 2-425 


T.O. 2J-F100-54 


29234 


FIGURE 96. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6TH STAGE 
VANES) 
(SHEET 5 OF 8) 


2-426 Change 19 


T.O. 2J-F100-54 


32 


29235 


FIGURE 96. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6TH STAGE 
VANES) 
(SHEET 6 OF 8) 


Change 19 2-427 


T.O. 2J-F100-54 


109967 


FIGURE 96. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6TH STAGE 
VANES) 
(SHEET 7 OF 8) 


2-428 Change 26 


T.O. 2J-F100-54 


106208 


FIGURE 96. 4TH-9TH STAGE COMPRESSOR CASE AND STATOR ASSY (FIXED 6TH STAGE 
VANES) 
(SHEET 8 OF 8) 


Change 23 2-428.1 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080084-03 CASE AND STATOR ASSY-COMPRESSOR, АР/СХ/ҮТ 
4ТН-9ТН STAGE (FIXED 6TH STAGE VANES) 
REOP AND REID OF 4077081-03 
DO NOT PROCURE FROM P&WA 
SEE FIG. 85-19 FOR NHA 

4080084-04 CASE AND STATOR ASSY-COMPRESSOR, AP/AG/CX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) ZB 
REOP AND REID OF 4077081-01 
DO NOT PROCURE FROM P&WA 
SEE FIG. 85-19 FOR NHA 

4080084-08 CASE AND STATOR ASSY-COMPRESSOR, AP/AR/CX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YZ 
REOP AND REID OF 4080084-04 
DO NOT PROCURE FROM P&WA 
SEE FIG. 85-19 FOR NHA 

4080084-02 CASE AND STATOR ASSY-COMPRESSOR, AP/CX/EY/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YR 
REOP AND REID OF 4079595-08 
DO NOT PROCURE FROM P&WA 
SEE FIG. 85-19 FOR NHA 

4080084-06 CASE AND STATOR ASSY-COMPRESSOR, AP/CX/EZ/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YX 
REOP AND REID OF 4080084-02 
DO NOT PROCURE FROM P&WA 
SEE FIG. 85-19 FOR NHA 

4080084-01 CASE AND STATOR ASSY-COMPRESSOR, AP/CX/KA/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YP 
REOP AND REID OF 4079595-09 
DO NOT PROCURE FROM P&WA 
SEE FIG. 85-19 FOR NHA 

4080084-05 CASE AND STATOR ASSY-COMPRESSOR, AP/CX/KB/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) YV 
REOP AND REID OF 4080084-01 
DO NOT PROCURE FROM P&WA 
SEE FIG. 85-19 FOR NHA 

4080302-01 CASE AND STATOR ASSY-COMPRESSOR, AP/EX 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 

4080302-02 CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) LG/LJ 
SEE FIG. 85-19 FOR NHA 

4080302-04 CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) LH 
SEE FIG. 85-19 FOR NHA 

4079598-06 CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) LK/NL 
SEE FIG. 85-19 FOR NHA 

4079598-07 CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) NM 
SEE FIG. 85-19 FOR NHA 

4079598-09 CASE AND STATOR ASSY-COMPRESSOR, AP/BG/EX/ 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) MM/NM 
SUPERSEDED BY 4084254-01 
SEE FIG. 85-19 FOR NHA 

4084254-01 CASE AND STATOR ASSY-COMPRESSOR, 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SUPERSEDES 4079598-09 
SEE FIG. 85-19 FOR NHA 

4079598-11 CASE AND STATOR ASSY-COMPRESSOR, MN 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 

4077081-17 CASE AND STATOR ASSY-COMPRESSOR, AP/CX/YO 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 


2-428.2 Change 19 


JU JU JU JU JU 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4077081-18 


4077081-19 


4077081-20 


4077081-23 


4077081-24 


4077081 -26 


4075572 
ST2606-04 


ST2601-22 


MS9697-22 


4042344 


ST2745-10 


4081056 
111167-018 


4075681 
4075672 
4075698 
MS124656 
4075677 
4009810 
4075460 
4075699 
MS124656 
4075677 
4009810 
4075460 
4077433-01 
4077434-02 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CASE AND STATOR ASSY-COMPRESSOR, AP/CX/YS 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AP/CX/YU 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AP/CX/ZC 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AP/CX/YW 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AP/CX/YY 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 

CASE AND STATOR ASSY-COMPRESSOR, AP/CX/ZA 
4TH-9TH STAGE (FIXED 6TH STAGE VANES) 
SEE FIG. 85-19 FOR NHA 


. SEAT-BLEED VALVE STRAP, LOCKING 
. BOLT-MACHINE, HEX 


0.190-32UNJF-3A X 0.375 IN. LONG (AP) 
REPLACES ST2606-05 


. BOLT-MACHINE, DOUBLE HEX 


0.250-28UNJF-3A X 1.500 IN. LONG 
REPLACES ST2345-22 


. NUT OPTION 


SEE OPTION TABLE 


. NUT OPTION 


SEE OPTION TABLE 


. ARM-COMPRESSOR STATOR, ASSY ОҒ 


REPLACES 4066847 


. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


. BUMPER OPTION 


SEE OPTION TABLE 


. BUSHING OPTION 


SEE OPTION TABLE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 4TH STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.430 IN. LONG 


.. PIN-STRAIGHT, HEADLESS 


0.24925 DIA X 0.500 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


. RING HALF-SYNCHRONIZING, COMPRESSOR 


STATOR, 4TH STAGE, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 


.. INSERT-SCREW THREAD 


0.375-24UNJF-3B X 0.430 IN. LONG 


.. PIN-STRAIGHT, HEADLESS 


0.24925 DIA X 0.500 IN. LONG 


.. BEARING OPTION 


SEE OPTION TABLE 


. RING SEGMENT-COMPRESSOR STATOR LOCK, ... 


4TH STAGE, ASSY OF 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


4TH STAGE 


Change 24 2-429 


77799 


T.O. 2J-F100-54 


FIGURE 
8 INDEX 
NUMBER 


2-430 


PART 
NUMBER 


4066226 
4076827 


4076952 
4077434-01 
4077734 
4075974 
4066814 


4080717 


4071383 


4081053-01 
4081056 


111167-018 


4079445 
4075672 
4077392 
4075460 
4075677 
4078426-01 
4077393 
4075460 
4075677 
4078426-02 
4077011-01 
4076475-02 
4066226 


4076828 


4076952 


4076475-01 


Change 24 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.755 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 
.. PIN-SHOULDER, HEADLESS 
0.09375 AND 0.135 IN. DIA X 0.440 IN. LONG 
. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 
4TH STAGE 
. BEARING HALF-COMPRESSOR STATOR, 4TH 
AND 5TH STAGE 
. VANE OPTION-4TH STAGE 
SEE OPTION TABLE 
. BEARING-WASHER, THRUST 
0.500 ID X 1.040 OD X 0.041 IN. THK 
USE ONLY ON 4079598-06, -07, 4080084-01 
THRU -06, -08, 4080302-01, -02, AND -04 
. BEARING-WASHER, THRUST 
0.505 ID X 1.030 OD X 0.042 IN. THK 
USE ONLY ON 4079598-09 
. BEARING OPTION 
SEE OPTION TABLE 
USE ONLY ON 4079598-06, 4080084-01 THRU 
-05, -06, -08, 4080302-01, -02, AND -04 
. BEARING-COMPRESSOR STATOR, 4TH STAGE .... 
. ARM-COMPRESSOR STATOR, ASSY OF 
REPLACES 4066847 
. BOLT-SELF-LOCKING, HEX 
0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 
. BUMPER OPTION 
SEE OPTION TABLE 
. BUSHING OPTION 
SEE OPTION TABLE 
. RING HALF-SYNCHRONIZING, COMPRESSOR 
STATOR, 5TH STAGE, ASSY OF 
.. BEARING OPTION 
SEE OPTION TABLE 
.. INSERT-SCREW THREAD 
0.375-24UNJF-3B X 0.430 IN. LONG 
.. RING HALF-SYNCHRONIZING, COMPRESSOR .... 
STATOR, 5TH STAGE, ASSY OF 
. RING HALF-SYNCHRONIZING, COMPRESSOR 
STATOR, 5TH STAGE, ASSY OF 
.. BEARING OPTION 
SEE OPTION TABLE 
.. INSERT-SCREW THREAD 
0.375-24UNJF-3B X 0.430 IN. LONG 
.. RING HALF-SYNCHRONIZING, COMPRESSOR .... 
STATOR, 5TH STAGE 
. RING SEGMENT-COMPRESSOR STATOR LOCK, ... 
5TH STAGE, ASSY OF 
. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 
5TH STAGE 
. NUT OPTION (AP) 
SEE OPTION TABLE 
. BOLT-MACHINE, DOUBLE HEX 
0.190-32UNJF-3A X 0.650 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 
.. PIN-SHOULDER, HEADLESS 
0.09375 AND 0.135 IN. DIA X 0.440 IN. LONG 
. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 
5TH STAGE 


ON 
CODE 


22222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4077734 
4080325 


4066813 


4080718 


4074428 


4081054-01 
4074426 


4079610 


4084157 
111167-018 


4077012-01 
4076826-02 
4066226 


4076829 


4076952 
4076826-01 
4079696 
4066815 


4074432 


4079117 
4074427 
4076125 
4078485 
4082851 


4076126 
4082849 


4076127 
4082848 


2184930 


4059947 
4059948 


. DUCT SEGMENT-COMPRESSOR, 5TH STAGE 
. DUCT SEGMENT-COMPRESSOR, 5TH STAGE 
. DUCT SEGMENT-COMPRESSOR, 5TH STAGE 


. DUCT SEGMENT-COMPRESSOR, 6TH STAGE 
. DUCT SEGMENT-COMPRESSOR, 6TH STAGE 


. DUCT SEGMENT-COMPRESSOR, 7TH STAGE 
. DUCT SEGMENT-COMPRESSOR, 7TH STAGE 


. PIN-STRAIGHT, HEADED, FLAT 


. KEY-COMPRESSOR DUCT, 5TH STAGE 
. KEY-COMPRESSOR DUCT, 6TH STAGE 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BEARING HALF-COMPRESSOR STATOR, 4TH 


AND 5TH STAGE 


. VANE OPTION-5TH STAGE 


SEE OPTION TABLE 


. BEARING-WASHER, THRUST 


0.500 ID X 0.915 OD X 0.041 IN. THK 
USE ONLY ON 4079598-06, -07, 4080084-01 
THRU -06, -08, 4080302-01, -02, AND -04 


. BEARING-WASHER, THRUST 


0.505 ID X 0.905 OD X 0.042 IN. THK 
USE ONLY ON 4079598-09 


. BEARING OPTION 


SEE OPTION TABLE 
USE ONLY ON 4079598-06, 4080084-01 THRU 
-05, -06, -08, 4080302-01, -02, AND -04 


. BEARING-COMPRESSOR STATOR, 5TH STAGE .... 
. WASHER-KEY, DOUBLE 


0.563 ID X 1.102 IN. LONG 


. LOCK-COMPRESSOR STATOR VANE, 6TH STAGE .. 
. LOCK-COMPRESSOR STATOR VANE, 6TH STAGE .. 
. BOLT-SELF-LOCKING, HEX 


0.190-32UNJF-3A X 0.562 IN. LONG (AP) 
P&W PART NO. ST2276-018 
REPLACES SC2682-018 
P&W PART NO. ST2277-018 


. RING SEGMENT-COMPRESSOR STATOR LOCK, ... 


6TH STAGE, ASSY OF 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


6TH STAGE 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT-MACHINE, DOUBLE HEX 


0.190-32UNJF-3A X 0.535 IN. LONG (AP) 
PARTIAL BREAKDOWN FOLLOWS 


.. PIN-SHOULDER, HEADLESS 


0.09375 AND 0.135 IN. DIA X 0.440 IN. LONG 


. SHROUD SEGMENT SET-COMPRESSOR STATOR, . 


6TH STAGE 


. VANE OPTION-6TH STAGE 


SEE OPTION TABLE 


. BEARING-WASHER, THRUST 


0.500 ID X 0.740 OD X 0.041 IN. THK 


. BEARING OPTION 


SEE OPTION TABLE 

USE ONLY ON 4080084-01 THRU -05, -06, -08, 
4080302-01, -02, AND -04 

SUPERSEDED BY 4079117 


. BEARING-COMPRESSOR STATOR, 6TH STAGE .... 


SUPERSEDES 4074432 


. WASHER-KEY, DOUBLE 


0.600 ID X 0.923 IN. LONG 


USE ONLY ON 4079598-11 


USE ONLY ON 4079598-11 


USE ONLY ON 4079598-11 


© о © о © о о O> 


0.0938 X 0.265 IN. LONG 


NN 
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T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
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4059949 . KEY-COMPRESSOR DUCT, 7TH STAGE 
4075438 . RAIL-COMPRESSOR STATOR, 7TH STAGE 
4075434 . BOLT-EXTERNALLY RELIEVED BODY, HEX 
0.250-28UNJF-3A X 0.450 IN. LONG (AP) 
4075435 . WASHER-KEY, TRIPLE 
0.2575 ID 
4075436 . WASHER-KEY, DOUBLE 
0.2575 ID X 4.000 IN. LONG 
4075437 . WASHER-KEY, DOUBLE 
0.2575 ID X 1.725 IN. LONG 
4077287-01 . SHROUD-COMPRESSOR STATOR, 7TH STAGE, .... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4084995-02 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 7 STAGE 
SERVICE REPAIR PART 
4079207-01 . SHROUD-COMPRESSOR STATOR, 7TH STAGE, .... 
ASSY OF 
REOP AND REID OF 4077287-01 
USE ONLY ON 4077081-17, -18, -20, -23, -24, AND 
-26 
4084995-01 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 7 STAGE 
SERVICE REPAIR PART 
4079170 . DAMPER-COMPRESSOR STATOR, 7TH STAGE 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
SUPERSEDES 4077047 
4079267 . DAMPER-COMPRESSOR STATOR, 7TH STAGE 
REOP AND REID OF 4079170 
USE ONLY ON 4077081-17, -18, -19, -20, -23, -24, 
AND -26 
4079207-01 . SHROUD-COMPRESSOR STATOR, 7TH STAGE, .... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
4084995-01 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 7 STAGE 
SERVICE REPAIR PART 
4079267 . DAMPER-COMPRESSOR STATOR, 7TH STAGE 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
4077077-01 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -05, -06, AND -08 
4080487-01 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -05, -06, AND -08 
4079087-01 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -05, -06, AND -08 
4080497-01 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080302-01 
4077877-01 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083877-01 
4083877-01 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077877-01 
4083730 .. LUG-ANTI-ROTATION, 7 STAGE 
DELETED 


2-432 Change 24 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4077263 


4084477-01 


4084257-01 


4080737-01 


4083730 
4077077-02 


4080487-02 
4079087-02 
4080497-02 
4077877-01 


4083877-01 


4083730 
DELETED 
4084477-02 
4084257-02 


4080737-02 
4083730 


4077077-03 
4080487-03 
4079087-03 
4080497-03 


4077877-01 


4083877-01 


4083730 

4077077-04 
4080487-04 
4079087-04 


4080497-04 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. LUG-ANTI-ROTATION, 7 STAGE 
USE ONLY ON 4077077-01, 4079087-01, 
4080487-01, AND 4080497-01 

. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4077081-18, -20, -24, AND -26 
REOP AND REID OF 4077077-01 

. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4077081-17, AND -23 

. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 

.. LUG-ANTI-ROTATION, 7 STAGE 

. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, AND -08 

. COMPRESSOR STATOR SEGMENT-7TH STAGE . ٠ 
USE ONLY ON 4080084-01 THRU -05, -06, AND -08 

. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, AND -08 

. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
USE ONLY ON 4080302-01 

. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083877-01 

. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077877-01 

.. LUG-ANTI-ROTATION, 7 STAGE 
USE ONLY ON 4077877-01 AND 4083877-01 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
REOP AND REID OF 4077077-02 
USE ONLY ON 4077081-18, -20, -24, AND -26 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4077081-17, AND -23 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 
.. LUG-ANTI-ROTATION, 7 STAGE 


USE ONLY ON 4084477-02 AND 4084257-02 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4080084-01 THRU -05, -06, AND -08 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4080084-01 THRU -05, -06, AND -08 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4080084-01 THRU -05, -06, AND -08 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4080302-01 


. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 


ASSY OF 

USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 

SUPERSEDED BY 4083877-01 


. COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 


ASSY OF 
SUPERSEDES 4077877-01 


.. LUG-ANTI-ROTATION, 7 STAGE 


USE ONLY ON 4077877-01 AND 4083877-01 


. COMPRESSOR STATOR SEGMENT-7TH STAGE.... 


USE ONLY ON 4080084-01 THRU -05, -06, AND -08 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4080084-01 THRU -05, -06, AND -08 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4080084-01 THRU -05, -06, AND -08 


. COMPRESSOR STATOR SEGMENT-7TH STAGE .... 


USE ONLY ON 4080302-01 


Change 24 2-433 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4077877-02 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083877-02 
4083877-02 . COMPRESSOR STATOR SEGMENT-7TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077877-02 
4083730 .. LUG-ANTI-ROTATION, 7 STAGE 
USE ONLY ON 4077877-02 AND 4083877-02 
4076385 . SEAL-COMPRESSOR STATOR 
4086309-01 . SEAL-COMPRESSOR STATOR 
4075433 . GASKET OPTION 
SEE OPTION TABLE 
11155-І . GASKET-COMPRESSOR STATOR, 8TH STAGE 
P&W PART NO. 4075429 
4077288-01 . SHROUD-COMPRESSOR STATOR, 8TH STAGE, .... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4084996-02 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 8 STAGE 
SERVICE REPAIR PART 
4079208-01 . SHROUD-ASSY OF 
REOP AND REID OF 4077288-01 
USE ONLY ON 4077081-17, -18, -19, -20, -23, -24, 
AND -26 
4084996-01 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 8 STAGE 
SERVICE REPAIR PART 
4079214-01 . SHROUD-ASSY OF 
USE ONLY ON 4077081-17, -18, -19, -20, -23, -24, 
AND -26 
4084996-03 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 8 STAGE 
SERVICE REPAIR PART 
4079171 . DAMPER-COMPRESSOR STATOR, 8TH STAGE 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
SUPERSEDES 4077048 
4079268 . DAMPER-COMPRESSOR STATOR, 8TH STAGE 
REOP AND REID OF 4079171 
USE ONLY ON 4077081-17, -18, -19, -20, -23, -24, 
AND -26 
4079215 . DAMPER-COMPRESSOR STATOR, 8TH STAGE 
USE ONLY ON 4077081-17, -18, -19, -20, -23, -24, 
AND -26 
4079208-01 . SHROUD-ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
4084996-01 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 8 STAGE 
SERVICE REPAIR PART 
4079214-01 . SHROUD-ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
4084996-03 .. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 8 STAGE 
SERVICE REPAIR PART 
4079268 . DAMPER-COMPRESSOR STATOR, 8TH STAGE 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
4079215 . DAMPER-COMPRESSOR STATOR, 8TH STAGE 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
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& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4077078-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4079088-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4077878-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083978-01 
REPLACES 4078348-01 
4083978-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077878-01 
4083729 .. LUG-ANTI-ROTATION, 8 STAGE 
DELETED 
4077264 .. LUG-ANTI-ROTATION, 8 STAGE 
USE ONLY ON 4077078-01 AND 4079088-01 
4084258-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4077081-17, -18, -23, AND -24 
4080738-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
4084478-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4077081-19, -20, AND -26 
4083729 .. LUG-ANTI-ROTATION, 8 STAGE 
USE ONLY ON 4080738-01, 4084478-01, AND 
4084258-01 
DELETED 
4077078-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, 06, -08, 
AND 4080302-01 
4079088-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4077878-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083978-01 
REPLACES 4078348-01 
4083978-01 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077878-01 
4083729 .. LUG-ANTI-ROTATION, 8 STAGE 
USE ONLY ON 4077878-01 AND 4083978-01 
DELETED 
4084258-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4077081-17, -18, -23, AND -24 
4080738-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
4084478-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4077081-19, -20, AND -26 
4083729 .. LUG-ANTI-ROTATION, 8 STAGE 
USE ONLY ON 4080738-02, 4084478-02, AND 
4084258-02 
DELETED 
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4077078-03 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4079088-03 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4077878-03 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083978-03 
REPLACES 4078348-03 
4083978-03 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077878-03 
4083729 .. LUG-ANTI-ROTATION, 8 STAGE 
USE ONLY ON 4077878-03 AND 4083978-03 
DELETED 
4084258-03 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4077081-17, -18, -23, AND -24 
4080738-03 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
4084478-03 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4077081-19, -20, AND -26 
4083729 .. LUG-ANTI-ROTATION, 8 STAGE 
DELETED 
4077078-04 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4079088-04 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4077878-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083978-02 
REPLACES 4078348-02 
4083978-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077878-02 
4083729 .. LUG-ANTI-ROTATION, 8 STAGE 
USE ONLY ON 4077878-02 AND 4083978-02 
DELETED 
4077078-05 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4079088-05 . COMPRESSOR STATOR SEGMENT-8TH STAGE .... 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
AND 4080302-01 
4077878-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, 4080302-02, 
AND -04 
SUPERSEDED BY 4083978-02 
REPLACES 4078348-02 
4083978-02 . COMPRESSOR STATOR SEGMENT-8TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077878-02 


2-436 Change 23 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4083729 


4076386 
4086309-02 
4075440 
4075434 


4075439 


4077289-01 


4079173 


4079209-01 


4084997 


4079269 


4077079-01 


4079089-01 


4077879-01 


4083979-01 


4080179-01 


4083728 


4077265 


4084579-01 


4080739-01 
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UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


.. LUG-ANTI-ROTATION, 8 STAGE 
USE ONLY ON 4077878-02 AND 4083978-02 
. SEAL-COMPRESSOR STATOR 
. SEAL-COMPRESSOR STATOR 
. RAIL-COMPRESSOR STATOR, 8TH-9TH STAGE .... 
. BOLT-EXTERNALLY RELIEVED BODY, HEX 
0.250-28UNJF-3A X 0.450 IN. LONG (AP) 
. WASHER-KEY, DOUBLE 
0.2575 ID X 1.635 IN. LONG 
. SHROUD-COMPRESSOR STATOR, 9TH STAGE, .... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
. DAMPER-COMPRESSOR STATOR, 9TH STAGE 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
SUPERSEDES 4077049 
. SHROUD-COMPRESSOR STATOR, 9TH STAGE, .... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080084-05, 
-06, -08, 4080302-02, AND -04 
.. RING-CELLULAR, STRUCTURAL, COMPRESSOR .. 
STATOR, 9 STAGE 
SERVICE REPAIR PART 
. DAMPER-COMPRESSOR STATOR, 9TH STAGE 
USE ONLY ON 4079598-06, -07, -09, 4080084-05, 
-06, -08, 4080302-02, AND -04 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083979-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077879-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-05, -06, AND -08 
.. LUG-ANTI-ROTATION, 9TH STAGE 
USE ONLY ON 4083979-01, 4077879-01, 
4077079-01, AND 4079089-01 
.. LUG-ANTI-ROTATION, 9TH STAGE 
USE ONLY ON 4077079-01 AND 4079089-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4077081-17, -18, -20, -24, AND -26 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 


Change 26 2-436.1 
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96 - 104C 
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PART 
NUMBER 


4084259-01 


4083728 
4077079-02 


4079089-02 


4077879-01 


4083979-01 
4080179-01 


4083728 


4077079-03 
4079089-03 


4077879-01 


4083979-01 
4080179-01 


4083728 


4076387 
4086309-03 
4076388 
4086310 
4075413-01 


4080545-01 


Change 26 


UNITS! USABLE 


PER 
DESCRIPTION ASSY 


. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
REOP AND REID OF 4079089-01, -02, AND -03 
USE ONLY ON 4077081-17, -23, -24, AND -26 
.. LUG-ANTI-ROTATION, 9TH STAGE 
. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083979-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077879-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-05, -06, AND -08 
.. LUG-ANTI-ROTATION, 9TH STAGE 
USE ONLY ON 4083979-01 AND 4077879-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE .... 
USE ONLY ON 4080084-01 THRU -04 AND 
4080302-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4079598-06, -07, -09, 4080302-02, 
AND -04 
SUPERSEDED BY 4083979-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
SUPERSEDES 4077879-01 
. COMPRESSOR STATOR SEGMENT-9TH STAGE, ... 
ASSY OF 
USE ONLY ON 4080084-05, -06, AND -08 
.. LUG-ANTI-ROTATION, 9TH STAGE 
USE ONLY ON 4083979-01 AND 4077879-01 
. SEAL-COMPRESSOR STATOR 
. SEAL-COMPRESSOR STATOR 
. SEAL-COMPRESSOR STATOR 
. SEAL-COMPRESSOR STATOR, 9TH STAGE 
. CASE SET-COMPRESSOR, 4TH-9TH STAGE 
USE ONLY ON 4080084-01 THRU -05, -06, -08, 
4080302-01, -02, AND -04 
SUPERSEDED BY 4080545-01 
SEE FIG. 97 FOR DETAIL PARTS 
. CASE SET-COMPRESSOR, 4TH-9TH STAGE 
SUPERSEDES 4075413-01 
SEE FIG. 97 FOR DETAIL PARTS 


ON 
CODE 


T.O. 2J-F100-54 


29237 


FIGURE 97. 4TH-9TH STAGE COMPRESSOR CASE SET 


2-437 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4075413-01 CASE SET-COMPRESSOR, 4TH-9TH STAGE 
SEE FIG. 95-123 OR 96-109 FOR NHA 
4080545-01 CASE SET-COMPRESSOR, 4TH-9TH STAGE 
SEE FIG. 96-109 FOR NHA 
PARTIAL BREAKDOWN FOLLOWS 
4077054 
AN123683 
AN123637 
AN123638 
AN123685 
4077055 
АМ123641 
АМ123698 
АМ123699 
AN123700 
4077056 
USE ONLY ON 4075413-01 
2099409 . RIVET-SOLID, COUNTERSUNK 
0.125 DIA. X 0.250 IN. LONG (AP) 
USE ONLY ON 4075413-01 
TR26036N- . INSERT-SCREW THREAD, SELF-LOCKING 
1032SBVX P&WA PART NO. ST2609-01 
WHEN EXH USE ST2786-01 
ST2786-01 . INSERT OPTION 
SEE OPTION TABLE 
TR26036N- . INSERT-SCREW THREAD, SELF-LOCKING 
428SBVX P&WA PART NO. ST2609-02 
WHEN EXH USE ST2786-02 
ST2786-02 . INSERT OPTION 
SEE OPTION TABLE 


2-438 Change 2 


FIGURE 98. 10TH-12TH STAGE COMPRESSOR CASE ASSY 


T.O. 2J-F100-54 


4795 


2-439 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-440 


PART 
NUMBER 


4077074 
4078507 


4077303 
HL244-6-8 


HL688DU-6 


4077008 


4075466 


494677 


4076723 


DESCRIPTION 


CASE-COMPRESSOR, 10TH-12TH STAGE, ASSY OF 
SEE FIG. 88-53 FOR NHA 

CASE-COMPRESSOR, 10TH-12TH STAGE, ASSY OF 
SEE FIG. 88-53 FOR NHA 
REPLACES 4078257 


. BOSS-BORESCOPE, COMPRESSOR CASE 
. PIN-RIVET-THREADED, FLAT 


0.190-32 (AP) 
P&WA PART NO. ST2484-08 


. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING .. 


(AP) 
P&WA PART NO. ST2485-09 


. PIN-SHOULDER HEADLESS 


0.18705 AND 0.245 X 0.205 


. NUT OPTION 


SEE OPTION TABLE 
USE ONLY ON 4077074 


. NUT OPTION 


SEE OPTION TABLE 
USE ONLY ON 4078507 


. CASE-COMPRESSOR, 10TH-12TH STAGE 


UNITS 
PER 
ASSY 


USABLE 
ON 
CODE 


AU 
AV 


T.O. 2J-F100-54 


NN 
NN Y 


96599 


J 


FIGURE 99. REAR COMPRESSOR DRIVE TURBINE ROTOR AND STATOR ASSY 


Change 18 2-441 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-442 


PART 
NUMBER 


4068717-700 
4068717-701 


4068717-702 


4068717-703 


4084517-700 


4083015-700 


4083015-701 


HL599KF-5 


H54475-08 
76467-832 
4083241 
4069895 


HL722-5-3 


4084102 


4069949 
4080429 
4083562 
4083238 
4061748 
4069990 


4064308 
4070419 


4070419CL1 


4070419CL2 


Change 23 


UNITS 
PER 
DESCRIPTION ASSY 


ROTOR AND STATOR ASSY-TURBINE, REAR 
COMPRESSOR DRIVE 
SEE FIG. 86-1 FOR NHA 

ROTOR AND STATOR ASSY-TURBINE, REAR 
COMPRESSOR DRIVE 
SEE FIG. 86-1 FOR NHA 

ROTOR AND STATOR ASSY-TURBINE, REAR 
COMPRESSOR DRIVE 
USE ONLY ON 4068722-811 
SEE FIG. 86-1 FOR NHA 

ROTOR AND STATOR ASSY-TURBINE, REAR 
COMPRESSOR DRIVE 
USE ONLY ON 4068722-812 

ROTOR AND STATOR ASSY-TURBINE, REAR 
COMPRESSOR DRIVE 
USE ONLY ON 4084522-800, -801, -802, 
AND 4082657-808 
SEE FIG. 86-1 FOR NHA 

ROTOR AND STATOR ASSY-TURBINE, REAR 
COMPRESSOR DRIVE 
USE ONLY ON 4082654-802 
SEE FIG. 86-1 FOR NHA 

ROTOR AND STATOR ASSY-TURBINE, REAR 
COMPRESSOR DRIVE 
USE ONLY ON 4082654-803 
SEE FIG. 86-1 FOR NHA 


. COLLAR-PIN-RIVET, THREADED, SELF-LOCKING .. 


0.164-32UNJC-3B X 0.490 IN. LONG 
P&WA PART NO. 4061774 
SUPERSEDED BY H54475-08 AND 76467-832 


. NUT-SELF-LOCKING, HEX 


P&WA PART NO. 4082753-01 
SUPERSEDES HL599KF-5 


. NUT-SELF-LOCKING, HEX 


P&WA PART NO. 4082753-01 
SUPERSEDES HL599KF-5 


. NUT-SELF-LOCKING, HEX 


0.190-32 X 0.280 IN. 
USE ONLY ON 4084517-700 AND 4083015-701 


. PIN-THREADED, FLAT 


0.164-32UNJC-3A X 0.188 IN. GRIP 
WHEN EXH USE HL722-5-3 


. PIN-RIVET-THREADED, SLAB 


0.164-32UNJC-3A X 0.188 IN. GRIP 
P&WA PART NO. 4077452 


. BOLT-MACHINE, HEX 


0.190-32 X 0.505 IN. 
USE ONLY ON 4084517-700 AND 4083015-701 


. SEAL-AIR, TURBINE, 1ST STAGE 
. SEAL-AIR, TURBINE, 1ST STAGE 
. SEAL-AIR, TURBINE, 1ST STAGE 


USE ONLY ON 4084517-700 


. SEAL-AIR, TURBINE, 1ST STAGE 


USE ONLY ON 4068717-703, 4084517-700, 
AND 4083015-701 


. SPACER-TURBINE AIR SEAL 
. PLATE-RETAINING, BLADE, TURBINE, FRONT, 


1ST STAGE 


. SEAL-TURBINE ROTOR, 1ST STAGE 
. COUNTERWEIGHT 


USE 0-8 AS REQUIRED 


. COUNTERWEIGHT 


0.153 - 0.155 OZ 


. COUNTERWEIGHT 


0.162 - 0.164 OZ 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4070419CL3 . COUNTERWEIGHT 
0.182 - 0.184 OZ 
4070419CL4 . COUNTERWEIGHT 
0.205 - 0.207 OZ 
4028248 . RIVET-TUBULAR, CSK 
0.094 DIA X 0.320 IN. LONG (AP) 
4061632 . PLATE-RETAINING, BLADE, TURBINE, REAR, 2ND.. 
STAGE 
4064311 . SEAL-TURBINE ROTOR, 2ND STAGE 
4060966 . RING-BLADE RETAINING PLATE 
4069047 . NUT-TIE ROD 
0.375-24UNJF-3B X 0.320 IN. THK 
4069336 . WASHER-KEY, TURBINE TIE ROD NUT 
4070292 . BLADE-TURBINE ROTOR, 2ND STAGE, ASSY OF... 
FOR SPARES REPLACEMENT USE 4076972 
SUPERSEDED BY 4080342 
4080342 . BLADE-TURBINE ROTOR, 2ND STAGE, ASSY OF... 
SUPERSEDES 4070292 
SUPERSEDED BY 4086342 
FOR SPARES REPLACEMENT USE 4080392 
4086342 . BLADE-TURBINE ROTOR, 2ND STAGE, ASSY OF... 
SUPERSEDES 4080342 
FOR SPARES REPLACEMENT USE 4086392 
4076972 . BLADE SET-TURBINE ROTOR, 2ND STAGE 
SPARES REPLACEMENT FOR 4070292 
4080392 . BLADE SET-TURBINE ROTOR, 2ND STAGE 
SPARES REPLACEMENT FOR 4080342 
4086392 . BLADE SET-TURBINE ROTOR, 2ND STAGE 
SPARES REPLACEMENT FOR 4086342 
4070292 .. BLADE-TURBINE ROTOR, 2ND STAGE, ASSY OF .. 
USE ONLY ON 4076972 
4080342 .. BLADE-TURBINE ROTOR, 2ND STAGE, ASSY OF... 
USE ONLY ON 4080392 
4086342 .. BLADE-TURBINE ROTOR, 2ND STAGE, ASSY OF .. 
USE ONLY ON 4086392 
4077902 . DISK-TURBINE, 2ND STAGE 
REPLACES 4069902 
4064312 . SEAL-TURBINE ROTOR, 2ND STAGE 
4072682 . VANE-TURBINE STATOR, 2ND STAGE 
REPLACED BY 4079932 
4079192 . VANE-TURBINE STATOR, 2ND STAGE 
REPLACED BY 4079932 OR 4079942 
4079932 . VANE-TURBINE STATOR, 2ND STAGE 
REPLACES 4072682 
REPLACES 4079192 
SUPERSEDED BY 4080352 
4079942 . VANE-TURBINE STATOR, 2ND STAGE 
REPLACES 4079192 
SUPERSEDED BY 4080352 
4080352 . VANE-TURBINE STATOR, 2ND STAGE 
SUPERSEDES 4079932 
SUPERSEDES 4079942 
4083582 . VANE-TURBINE STATOR, 2ND STAGE, ASSY OF ... 
USE ONLY ON 4084517-700 AND 4083015-701 
4060186 . SEAL-TURBINE STATOR, 2ND STAGE 
4084046 . SEAL-TURBINE STATOR, 2ND STAGE, ASSY OF.... 
USE ONLY ON 4084517-700 AND 4083015-701 
4076116 . SEAL-TURBINE STATOR, 2ND STAGE, ASSY OF.... 
4081119 . SEAL-TURBINE STATOR, 2ND STAGE, ASSY OF.... 
USE ONLY ON 4084517-700 AND 4083015-701 
4082885 . DAMPER-TURBINE BLADE RETAINING PLATE 
4070147 . PLATE-RETAINING, BLADE, TURBINE, 2ND 
STAGE, ASSY OF 


Change 24 2-443 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4079623 . PLATE-RETAINING, BLADE, TURBINE, 2ND 
STAGE, ASSY OF 
USE ONLY ON 4068717-701 
PARTIAL BREAKDOWN FOLLOWS 
4060785 .. PIN-SHOULDER, HEADLESS 
0.061 AND 0.0785 OD X 0.180 IN. LONG 
4057120 .. DAMPER-TURBINE ROTOR, 2ND STAGE 
USE ONLY ON 4070147 
4079618 .. DAMPER-TURBINE ROTOR, 2ND STAGE 
USE ONLY ON 4079623 
637287 .. RIVET-SOLID, COUNTERSUNK 
0.125 DIA X 0.281 IN. LONG (AP) 
2116034 .. BUSHING-SLEEVE 
0.129 ID X 0.204 OD X 0.0875 IN. THK 
4079961-01 . RING-AIR SEALING, TURBINE, 2ND STAGE, ASSY.. 
OF 
4080394-01 . RING-AIR SEALING, TURBINE, 2ND STAGE, ASSY.. 
OF 
4082791-01 . RING-AIR SEALING, TURBINE, 2ND STAGE, ASSY.. 
OF 
USE ONLY ON 4084517-700 AND 4083015-701 
4077403 . PLATE-RETAINING, BLADE, TURBINE, REAR, 151 .. 
STAGE, ASSY OF 
USE ONLY ON 4068717-700 
4079003 . PLATE-ASSY OF, RETAINING, BLADE, TURBINE, ... 
REAR, 1ST STAGE 
USE ONLY ON 4068717-701 
4079621 . PLATE-RETAINING, BLADE, TURBINE, REAR, 1ST .. 
STAGE, ASSY OF 
USE ONLY ON 4068717-701 
4080632 . PLATE-RETAINING, BLADE, TURBINE, REAR, 1ST .. 
STAGE, ASSY OF 
USE ONLY ON 4068717-701 
REOP AND REID OF 4077403 
DO NOT PROCURE FROM P&WA 
4079002 .. PLATE-RETAINING, BLADE, TURBINE, REAR, 1.... 
STAGE 
4055953 .. DAMPER-TURBINE ROTOR, 1ST STAGE 
USE ONLY ON 4077403 AND 4079003 
4079617 .. DAMPER-TURBINE ROTOR, 1ST STAGE 
USE ONLY ON 4079621 AND 4080632 
AS3230-005 .. RIVET (AP) 
4069333 . HUB ASSY-TURBINE, REAR COMPRESSOR DRIVE. 
PARTIAL BREAKDOWN FOLLOWS 
4075335 .. PIN-SHOULDERED, HEADLESS 
0.41715 AND 0.53215 OD X 1.145 IN. LONG 
4075335P2 


4075335P4 
4075335P6 
4075335P8 
4075335P10 
4071799 
0.375-24UNJF-3A - 32UNJF-3A X 1.590 IN. LONG 
4071798 . NUT-TIE ROD 
0.375-32UNJEF-3B X 0.465 IN. THK 


4079937 . DUCT AND SUPPORT SET-TURBINE, 1ST STAGE .. 
WHEN EXH USE 4079332 


2-444 Change 23 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4079968 . DUCT AND SUPPORT SET-TURBINE, 1ST STAGE .. 

REOP AND REID OF 4076505 

DO NOT PROCURE FROM P&W 

WHEN EXH USE 4079332 
4079332 . DUCT AND SUPPORT SET-TURBINE, 1ST STAGE .. PD/RU 
4080635 . DUCT AND SUPPORT SET-TURBINE, 1ST STAGE .. PA/PC/PE/ 

RW/SG 

4082486 . DUCT AND SUPPORT SET-TURBINE, 1ST STAGE .. RR/RT/RV/ 


4082862 . DUCT AND SUPPORT SET-TURBINE, 1ST STAGE .. 
USE ONLY ON 4068717-702 AND 4083015-700 
4083681-01 . SUPPORT-TURBINE DUCT AND VANE, ASSY ОҒ... 
USE ONLY ON 4084517-700 AND 4083015-701 
4072926 .. PIN-STRAIGHT, HEADED, SLAB 
0.12465 OD X 0.150 IN. LONG 
USE ONLY ON 4079937, 4079968, AND 4079332 
4080705 .. PIN-STRAIGHT, HEADED, SLAB 
0.12465 OD X 0.290 IN. LONG 
USE ONLY ON 4080635 AND 4082486 
4080705 .. PIN-STRAIGHT, HEADED, SLAB 
0.12465 OD X 0.290 IN. LONG 
USE ONLY ON 4083681-01 
4076206 .. DUCT SEGMENT-TURBINE, 1ST STAGE 
USE ONLY ON 4079937 AND 4079968 
4077954 .. DUCT SEGMENT-TURBINE, 1ST STAGE 
USE ONLY ON 4079332 
4080636 .. DUCT SEGMENT-TURBINE, 1ST STAGE 
USE ONLY ON 4080635 
4082503 .. DUCT SEGMENT-TURBINE, 1ST STAGE 
USE ONLY ON 4082486 
4082861 .. DUCT SEGMENT-TURBINE, 1ST STAGE 
USE ONLY ON 4082862 
4060689 .. SEAL-TURBINE STATOR, 1ST STAGE 
USE ONLY ON 4079937, 4079968, 4079332, 
4080635, 4082486, AND 4082862 
4079857 .. SUPPORT-TURBINE DUCT AND VANE 
USE ONLY ON 4079937 
4079969 .. SUPPORT-TURBINE DUCT AND VANE 
USE ONLY ON 4079968 
REOP AND REID OF 4076291 
DO NOT PROCURE FROM P&W 
4078268 .. SUPPORT-TURBINE DUCT AND VANE 
USE ONLY ON 4079332 
4080637 .. SUPPORT-TURBINE DUCT AND VANE 
USE ONLY ON 4080635 
4082487 .. SUPPORT-TURBINE DUCT AND VANE 
USE ONLY ON 4082486 
4082863 .. SUPPORT-TURBINE DUCT AND VANE 
USE ONLY ON 4082862 
4083681 -02 .. SUPPORT-TURBINE DUCT AND VANE 
USE ONLY ON 4083681-01 
4083683-01 . DUCT SEGMENT-TURBINE, 1ST STAGE, ASSY OF . 
USE ONLY ON 4084517-700 AND 4083015-701 
4070801 . BLADE-TURBINE ROTOR, 1ST STAGE 
FOR SPARES REPLACEMENT USE 4074041 
4080201 . BLADE-TURBINE ROTOR, 1ST STAGE 
FOR SPARES REPLACEMENT USE 4080171 
4084901 . BLADE-TURBINE ROTOR, 1ST STAGE 
FOR SPARES REPLACEMENT USE 4082971 
4074041 . BLADE SET-TURBINE ROTOR, 1ST STAGE 
SPARES REPLACEMENT FOR 4070801 
4080171 . BLADE SET-TURBINE ROTOR, 1ST STAGE 
SPARES REPLACEMENT FOR 4080201 
4082971 . BLADE SET-TURBINE ROTOR, 1ST STAGE 
SPARES REPLACEMENT FOR 4084901 


Change 25 2-444.1 
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FIGURE UNITS| USABLE 
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4086401 . BLADE SET-TURBINE ROTOR, 1ST STAGE 
4084171 . BLADE SET-TURBINE ROTOR, 1ST STAGE 
SUPERSEDED BY 4086361 
USE ONLY ON 4084517-700 AND 4083015-701 
4086361 . BLADE SET-TURBINE ROTOR, 1ST STAGE 
SUPERSEDES 4084171 
4084771 . BLADE SET-TURBINE ROTOR, 1ST STAGE 
USE UNTIL 4084171 BECOMES AVAILABLE 
4070801 .. BLADE-TURBINE ROTOR, 1ST STAGE 
4080201 .. BLADE-TURBINE ROTOR, 1ST STAGE 
4084901 .. BLADE-TURBINE ROTOR, 1ST STAGE 
4087101 .. BLADE-TURBINE ROTOR, 1ST STAGE 
USE ONLY ON 4084171 
4085301 .. BLADE-TURBINE ROTOR, 1ST STAGE 
USE ONLY ON 4084771 
4086701 .. BLADE-TURBINE ROTOR, 1ST STAGE 
USE ONLY ON 4086361 
4086301 .. BLADE-TURBINE ROTOR, 1ST STAGE 
USE ONLY ON 4086401 
4061180 . SEAL-TURBINE ROTOR BLADE, 1ST STAGE 
4069901 . DISK-TURBINE, 1ST STAGE 
4087201 . DISK-TURBINE, 1ST STAGE 
USE ONLY ON 4084517-700 
4080301 . DISK-TURBINE, 1ST STAGE 
4085001 . DISK-TURBINE, 1ST STAGE 
USE ONLY ON 4068722-812, 4084517-700, 
AND 4083015-701 
4068700 ENGINE ASSY-TURBO FAN 
4068800 ENGINE ASSY-TURBO FAN 
4068722-801 . ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 
4082657-801 . ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 
4068722-806 . ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 
4082657-806 . ENGINE CORE MODULE (VARIABLE 6TH STAGE ... 
VANES) 
4068722-803 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4082657-803 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4068722-807 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4082657-807 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4068722-810 . ENGINE CORE MODULE (FIXED 6TH STAGE AP/DB/XJ/ 
VANES) XK/XR 
4082654-800 . ENGINE CORE MODULE (FIXED 6TH STAGE AP/DB/SE/ 
VANES) XL/XT 
4082654-801 . ENGINE CORE MODULE (FIXED 6TH STAGE AP/DB/SF/ 
VANES) 
4068722-811 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4082654-802 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4084522-800 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4082654-803 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4084522-801 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4084522-802 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
4082657-808 . ENGINE CORE MODULE (FIXED 6TH STAGE 
VANES) 
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4026826 .. RING-RETAINING 

5.7945 SHAFT DIA Х 0.0625 IN. DIA WIRE 
4026825 .. LOCK-REAR COMPRESSOR DRIVESHAFT NUT ... 
4069335 .. NUT-REAR COMPRESSOR DRIVESHAFT 


Change 24 2-445 


T.O. 2J-F100-54 


106450 


FIGURE 100. COMBUSTION CHAMBER ASSY 
(SHEET 1 OF 3) 


2-446 Change 24 


T.O. 2J-F100-54 


70617 


FIGURE 100. COMBUSTION CHAMBER ASSY 
(SHEET 2 OF 3) 


Change 10 2-447 
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FIGURE 100. COMBUSTION СНАМВЕВ ASSY 
(SHEET 3 OF 3) 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4077820 
4077232 
4079375 


4080008 


4080575 


4077670 


4083214 


4083947 


4083215 


4083948 


4083216 


4083949 
4083095 
4083944 
4084089 
4083127 
4083945 
4083129 
4083946 
4083194 


4083560 


4083565 


4076227-01 


CR2653-6-4 


CR4653EA-6-4 


CR4623EA-6-3.5 
CR4653EA-6-3.5 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


CHAMBER-COMBUSTION, ASSY OF DC/DE 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF DD/DG/DJ 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF DH/DL 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF DF/XV/YB/ 
SEE FIG. 86-22 FOR NHA AAV 
REOP AND REID OF 4077820 
DO NOT PROCURE FROM P&WA 
CHAMBER-COMBUSTION, ASSY OF DK/XX/YD/ 
SEE FIG. 86-22 FOR NHA AAV 
REOP AND REID OF 4077232 
DO NOT PROCURE FROM P&WA 
CHAMBER-COMBUSTION, ASSY OF DM/XZ/YF/ 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
REOP AND REID OF 4077670 
DO NOT PROCURE FROM P&WA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
REOP AND REID OF 4080008 
DO NOT PROCURE FROM P&WA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
REOP AND REID OF 4080575 
DO NOT PROCURE FROM P&WA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
USE ONLY ON 4084522-801 
SEE FIG. 86-22 FOR NHA 
CHAMBER-COMBUSTION, ASSY OF 
USE ONLY ON 4084522-802 
SEE FIG. 86-22 FOR NHA 


. DEFLECTOR-COMBUSTION CHAMBER, ASSY OF .. 
. RIVET-BLIND, UNIVERSAL HEAD (AP) 


P&WA PART NO. ST2766-604 


. RIVET-OD OVERSIZE (AP) 


SERVICE REPAIR PART 


. RIVET-ID SHORT ASSY (AP) 


SERVICE REPAIR PART 


. RIVET-ID OVERSIZE SHORT ASSY (AP) 


SERVICE REPAIR PART 
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4070874 . RIVET-TUBULAR, FILLISTER 

0.094 DIA X 0.140 IN. LONG (AP) 
4076722 .. BRACE-DEFLECTOR, COMBUSTION CHAMBER ... 
AN123335 


AN123669 
SERVICE REPAIR PART 
4076227-03 .. DEFLECTOR-COMBUSTION CHAMBER 
4076227-02 .. DEFLECTOR-COMBUSTION CHAMBER 
4062773 . PLATE-RETAINING, NOZZLE STATOR 
4023115 . NUT OPTION 
SEE OPTION TABLE 
4075754 . WASHER-COMBUSTION CHAMBER DEFLECTOR... 
4076770 . NOZZLE STATOR-FUEL, COUNTERCLOCKWISE . 
4077094 . NOZZLE STATOR-FUEL, COUNTERCLOCKWISE . 
4081117 . DEFLECTOR-COMBUSTION CHAMBER 
REPLACES 4075749 
REPLACES 4080361 
4077276 . RETAINER-COMBUSTION CHAMBER LINER 
USE ONLY ON 4077820, 4077232, 4080008, 
AND 4080575 
REPLACED BY 4079951 OR 4081406 
4079951 . RETAINER-COMBUSTION CHAMBER LINER 
REPLACES 4077276 
4081406 . RETAINER-COMBUSTION CHAMBER LINER 
REPLACES 4077276 
4083065 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
5 OD 
REPLACES 4074789 
REPLACES 4080360 
4083064 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
4 OD 
REPLACES 4076469 
REPLACES 4080359 
4083063 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
3 OD 
REPLACES 4074787 
REPLACES 4080358 
4083060 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
2 OD 
REPLACES 4074784 
REPLACES 4080353 
4083061 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
2 OD 
REPLACES 4074785 
REPLACES 4080354 
4083062 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
2 OD 
REPLACES 4074786 
REPLACES 4080357 
4083057 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
10D 
REPLACES 4074781 
REPLACES 4080349 
4084086 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
10D 
4083058 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
10D 
REPLACES 4074782 
REPLACES 4080350 


2-450 Change 19 


22222 


JU JU 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4084087 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
1 OD 
4083059 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
1 OD 
REPLACES 4074783 
REPLACES 4080351 
4084088 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
1 OD 
4083566 . CHAMBER-COMBUSTION, OUTER, ASSY OF 
USE ONLY ON 4083565 
4083561 . GHAMBER-COMBUSTION, OUTER, ASSY OF 
USE ONLY ON 4083560 
4083096 . CHAMBER-COMBUSTION, OUTER, ASSY OF 
REPLACES 4079736 
4083195 . GHAMBER-COMBUSTION, OUTER, ASSY OF 
USE ONLY ON 4083194 
4083128 . GHAMBER-COMBUSTION, OUTER, ASSY OF 
REPLACES 4077819 
PARTIAL BREAKDOWN FOLLOWS 
4074775 .. LOCK-SPARK IGNITER GUIDE 
4074774 .. GUIDE-SPARK IGNITER 
4074773 .. SLEEVE-SPARK IGNITER GUIDE 
4074717 .. CHAMBER-COMBUSTION, OD LINER 
4082786 .. CHAMBER-COMBUSTION, OD LINER 
USE ONLY ON 4083195, 4083561, AND 4083566 
4083197-01 . SEAL-BRUSH, COMBUSTION CHAMBER, OUTER, .. 
ASSY OF 
USE ONLY ON 4083194 
4083667 . BUSHING-SLEEVE 
USE ONLY ON 4083194 
4083056 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
5 ID 
REPLACES 4074780 
REPLACES 4080348 
4083055 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
4 ID 
REPLACES 4076467 
REPLACES 4080347 
4083054 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
3 ID 
REPLACES 4074778 
REPLACES 4080346 
4083053 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
21D 
REPLACES 4074777 
REPLACES 4080344 
4084083 . LINER SEGMENT-COMBUSTION CHAMBER 
DUCT, 2 ID 
4074777 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
21D 
USE ONLY ON 4077820, 4077232, AND 4079375 
4083066 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
21D 
REPLACES 4079981 
REPLACES 4080362 
4084084 . LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
21D 


Change 19 2-450.1/(2-450.2 Blank) 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4074777 


4083067 


4084085 


4083052 


4084082 
4074766 


4077671 


4083973 
4074769 
4082785 
4077095 
4077096 


4074716 
4082748-01 


T.O. 


2J-F100-54 


UNITS| USABLE 


PER 


ON 


DESCRIPTION ASSY CODE 


. LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
2 ID 
USE ONLY ON 4077820, 4077232, AND 4079375 
. LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
2 ID 
REPLACES 4079982 
REPLACES 4080363 
. LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
21D 
. LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
11р 
REPLACES 4074776 
REPLACES 4080343 
. LINER SEGMENT-COMBUSTION CHAMBER DUCT, . 
11р 
. CHAMBER-COMBUSTION, INNER, ASSY OF 
USE ONLY ON 4077232, 4077820, AND 4079375 
. CHAMBER-COMBUSTION, INNER, ASSY OF 
USE ONLY ON 4077670, 4080008, 4080575, 
4083095, AND 4083945 
. CHAMBER-COMBUSTION, INNER, ASSY OF 
USE ONLY ON 4083194, 4083560, AND 4083565 
.. FLANGE-INNER COMBUSTION CHAMBER 
USE ONLY ON 4074766 AND 4077671 
.. FLANGE-INNER COMBUSTION CHAMBER 
USE ONLY ON 4083973 
.. GUIDE-COMBUSTION CHAMBER 
.. GUIDE-COMBUSTION CHAMBER 
.. CHAMBER-COMBUSTION, ID LINER 
. SEAL-BRUSH, COMBUSTION CHAMBER, INNER, ... 
ASSY OF 


USE ONLY ON 4083194 


Change 19 


2-451 


T.O. 2J-F100-54 


4800 


FIGURE 101. NO. 4 BEARING REAR SEAL ASSY 


2-452 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4072349 
4065871 
MS9245-23 
4035894 
4035886 
4035882 
4035883 
4009527 
4002454 
4002454P10 
4002454P15 
4002454P20 
4002454P25 
2146188 
4067915 
4065652 


4035860 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


SEAL ASSY-NO. 4 BEARING REAR 
SEE FIG. 87-4 FOR NHA 

SEAL ASSY-NO. 4 BEARING, REAR 
SEE FIG. 87-4 FOR NHA 


| BUSHING-NO. 4 BEARING SEAL 
. SEAL OPTION 


PROCUREMENT NO. CONSISTS OF 


.. SEAL-FACE, NO. 4 BEARING, ASSY OF 


OPTIONAL TO 4035883 


.. SEAL-ASSY OF, FACE, NO. 4 BEARING 


OPTIONAL TO 4035882 
PARTIAL BREAKDOWN FOLLOWS 


... SEAT-HELICAL COMPRESSION SPRING 
. SEAL RING-METAL 


7.606 OD X 0.185 WIDE X 0.15325 IN. THK 


. SEAL RING-METAL 


7.606 OD X 0.185 WIDE X 0.16325 IN. THK 


. SEAL RING-METAL 


7.606 OD X 0.185 WIDE X 0.16825 IN. THK 


. SEAL RING-METAL 


7.606 OD X 0.185 WIDE X 0.17325 IN. THK 


. SEAL RING-METAL 


7.606 OD X 0.185 WIDE X 0.17825 IN. THK 


. SPRING-HELICAL COMPRESSION 


0.408 OD X 0.033 IN. DIA WIRE X 13.5 COILS 


. SUPPORT-NO. 4 BEARING SEAL, REAR, ASSY OF . 


USE ONLY ON 4072349 


. SUPPORT-ASSY OF, NO. 4 BEARING SEAL, REAR . 


USE ONLY ON 4065871 


.. PIN-NO. 4 BEARING SEAL 


USABLE 
ON 
CODE 


Change 11 


2-453 


T.O. 2J-F100-54 


13097 


FIGURE 102. NO. 4 BEARING FRONT SEAL ASSY 


2-454 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4072348 
MS9245-23 
4035894 
4035886 
4035882 
4035883 
4009527 
4002454 
4002454P10 
4002454P15 
4002454P20 
4002454P25 
2146188 
4074882 


4080082 


4038010 


4076772 
4068407 
4053992 
MS9390-200 
4035860 
4042812 


4078299 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


SEAL ASSY-NO. 4 BEARING FRONT 
SEE FIG. 89-2 FOR NHA 


. BUSHING-NO. 4 BEARING SEAL 
. SEAL OPTION 
PROCUREMENT NO. CONSISTS OF 
.. SEAL-FACE, NO. 4 BEARING, ASSY OF 
OPTIONAL TO 4035883 
.. SEAL-ASSY OF, FACE, NO. 4 BEARING 
OPTIONAL TO 4035882 
PARTIAL BREAKDOWN FOLLOWS 
... SEAT-HELICAL COMPRESSION SPRING 
. SEAL RING-METAL 
7.606 OD X 0.185 WIDE X 0.15325 IN. THK 
. SEAL RING-METAL 
7.606 OD X 0.185 WIDE X 0.16325 IN. THK 
. SEAL RING-METAL 
7.606 OD X 0.185 WIDE X 0.16825 IN. THK 
. SEAL RING-METAL 
7.606 OD X 0.185 WIDE X 0.17325 IN. THK 
. SEAL RING-METAL 
7.606 OD X 0.185 WIDE X 0.17825 IN. THK 
. SPRING-HELICAL COMPRESSION 
0.408 OD X 0.033 IN. DIA WIRE X 13.5 COILS 
. SUPPORT-NO. 4 BEARING SEAL, FRONT, ASSY ... 
OF 
. SUPPORT-NO. 4 BEARING SEAL, FRONT, ASSY ... 
OF 
PARTIAL BREAKDOWN FOLLOWS 
.. BOLT-MACHINE, DRILLED, DOUBLE НЕХ 
0.190-32UNJF-3A X 0.375 IN. LONG 
USE ONLY ON 4074882 
.. RETAINER-NO. 4 BEARING, SUMP 
USE ONLY ON 4074882 
.. SUMP-NO. 4 BEARING, ASSY OF 
USE ONLY ON 4074882 
.. SUMP-NO. 4 BEARING, ASSY OF 
USE ONLY ON 4080082 
.. PIN (AP) 
USE ONLY ON 4080082 
.. PIN-NO. 4 BEARING SEAL 
.. NUT OPTION 
SEE OPTION TABLE 
WHEN EXH USE 4078299 
.. NUT OPTION 
SEE OPTION TABLE 


USABLE 
ON 
CODE 


Change 11 


2-455 


T.O. 2J-F100-54 


89821 


FIGURE 103. DIFFUSER CASE ASSY 
(SHEET 1 OF 3) 


2-456 Change 16 


T.O. 2J-F100-54 


te: 


FIGURE 103. DIFFUSER CASE ASSY 
(SHEE 3 


Change 16 2-456.1 


T.O. 2J-F100-54 


89822 


FIGURE 103. DIFFUSER CASE ASSY 
(SHEET 3 OF 3) 


2-456.2 Change 16 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4075716 


4079134 


4079831 


4084235 


4083913 


4084234 


4083830 


4083558 


4084237 


4083564 


4069179 
ST2151-020 


4069149 
2108637 


4066226 

MS9696-07 
4072991-01 
4081460-01 


4072993 
4072992 
4069630 
4069638 
4069636 
4069629 
4069632 


ST2182-12 
ST2180-12 
4053767 


4036617 


T.O. 2J-F100-54 


UNITS| USABLE 
PER 
DESCRIPTION ASSY 


CASE-DIFFUSER, ASSY OF 
REPLACED BY 4084235 
SEE FIG. 89-69 FOR NHA 

CASE-DIFFUSER, ASSY OF 
REPLACED BY 4083913 
SEE FIG. 89-69 FOR NHA 

CASE-DIFFUSER, ASSY OF 
REPLACED BY 4084234 
SEE FIG. 89-69 FOR NHA 

CASE-DIFFUSER, ASSY OF 
REPLACES 4075716 
SEE FIG. 89-69 FOR NHA 

CASE-DIFFUSER, ASSY OF 
REPLACES 4079134 
SEE FIG. 89-69 FOR NHA 

CASE-DIFFUSER, ASSY OF 
REPLACES 4079831 
SEE FIG. 89-69 FOR NHA 

CASE-DIFFUSER, ASSY OF 
USE ONLY ON 4084522-800 AND 4082654-803 
REPLACED BY 4084237 
SEE FIG. 89-70 FOR NHA 

CASE-DIFFUSER, ASSY OF 
USE ONLY ON 4084522-801 
SEE FIG. 89-70 FOR NHA 

CASE-DIFFUSER, ASSY OF 
USE ONLY ON 4084522-800, 4082654-803, AND 
4082657-808 
REPLACES 4083830 
SEE FIG. 89-70 FOR NHA 

CASE-DIFFUSER, ASSY OF 
USE ONLY ON 4084522-802 
SEE FIG. 89-70 FOR NHA 
PARTIAL BREAKDOWN FOLLOWS 


. CONNECTOR-NO. 4 BEARING 
. BOLT-MACHINE, DRILLED DOUBLE HEX 


0.190-32UNJF-3A X 0.625 IN. LONG (AP) 


. TUBE-DIFFUSER CASE SEAL 
. CLAMP-LOOP 


1.000 IN. ID 


. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT (AP) 


REPLACES MS9696-06 


. TUBE-SCAVENGE, NO. 4 BEARING INTERNAL, 


ASSY OF 


. TUBE-SCAVENGE, NO. 4 BEARING INTERNAL, 


ASSY OF 


.. SHIELD-HEAT, NO. 4 BEARING SCAVENGE TUBE . 
.. SHIELD-HEAT, NO. 4 BEARING SCAVENGE TUBE . 
.. SHIELD-HEAT, NO. 4 BEARING SCAVENGE TUBE . 
.. SHIELD-HEAT, NO. 4 BEARING SCAVENGE TUBE . 
.. SHIELD-HEAT, NO. 4 BEARING SCAVENGE TUBE . 
.. SHIELD-HEAT, NO. 4 BEARING SCAVENGE TUBE . 
.. SLEEVE-HALF, CONVOLUTED 


0.750 TUBE X 1.740 IN. LONG 


.. SPACER-HEATSHIELD 
.. SPACER-HEATSHIELD 
.. RING-EXTERNALLY THREADED 


1.1875-12UNJF-3A X 1.680 IN. ТНК 


.. FERRULE-TUBE FITTING 


Change 17 2-456.3/(2-456.4 Blank) 


ON 
CODE 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4069628 


4069627 
2072968 


2161929 
4072991-02 
4081460-02 
4036723 
4066226 


MS9696-07 
4069633 


4069634-01 
4070793 
4070087 
4066226 


MS9696-05 
4069169 
4066226 


MS9696-05 
4069146 
4069148 
4069147 
4071404 
AN123320 
MS9389-80 
4045421 
4069865 


4069778 


4079798 


4076478 


4075717 


4083212 


4076049 
4083925 


. BOLT (AP) 

. TUBE-DIFFUSER CASE SEAL 
. TUBE-DIFFUSER CASE SEAL 
. TUBE-DIFFUSER CASE SEAL 
. RETAINER-DIFFUSER 

. RIVET (AP) 


۱ PIN-SHOULDER, HEADLESS 


T.O. 2J-F100-54 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


.. TUBE-TRANSFER 


0.500 X 0.035 X 5.147 IN. LONG 


.. CONNECTOR-TUBE, NO. 4 BEARING 
.. TAPE-INSULATION, THERMAL 


0.500 WIDE X 0.125 IN. THK 


.. TAPE OPTION 


SEE OPTION TABLE 


USE ONLY ON 4081460-01 


. PIN-SHOULDER, HEADLESS 


0.25045 AND 0.500 DIA X 0.825 IN. LONG 


. NUT OPTION 


SEE OPTION TABLE 


` BRACKET-ANGLE, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 


.. BRACKET-LOOP CLAMP, ASSY OF 
. BRACKET-LOOP CLAMP, ASSY ОҒ 
. BRACKET-LOOP CLAMP 

. NUT OPTION (AP) 


SEE OPTION TABLE 


. BOLT (AP) 
. BRACKET-LOOP CLAMP 
. NUT OPTION (AP) 


SEE OPTION TABLE 


2 
1 
1 
1 
2 
6 
4 
1 


0.197 AND 0.365 DIA X 0.830 IN. LONG 


. PIN-SHOULDER, HEADLESS 


0.250 AND 0.31155 DIA X 0.465 IN. LONG 


. NUT OPTION 


SEE OPTION TABLE 
USE ONLY ON 4075716 AND 4079134 


. NUT OPTION 


SEE OPTION TABLE 
USE ONLY ON 4079831 


. BOLT-EXTERNALLY RELIEVED BODY, DEE 


0.3125-24UNJF-3A X 1.195 IN. LONG 


. CASE-DIFFUSER 
. CASE-DIFFUSER 


USE ONLY ON 4083830, 4083558, 4083564, AND 
4084237 


. CASE OPTION 


SEE OPTION TABLE 


. PIN-SHOULDER, HEADLESS 


0.3127 AND 0.3675 X 0.680 IN. LONG 
USE ONLY ON 4083830, 4083558, 4083564, AND 
4084237 


ON 
CODE 


Change 16 


2-457 


T.O. 2J-F100-54 
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FIGURE 104. AXIAL COMPRESSOR ROTOR ASSY 
(SHEET 1 OF 3) 


2-458 


T.O. 2J-F100-54 


FIGURE 104. AXIAL COMPRESSOR ROTOR ASSY 
(SHEET 2 OF 3) 


2-459 


T.O. 2J-F100-54 


Ser € EE 


76681 


FIGURE 104. AXIAL COMPRESSOR ROTOR ASSY 
(SHEET 3 OF 3) 


2-460 Change 12 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


4079349-01 
4080101-01 
4079287-01 


4080405-01 


4080407-01 


4080720-01 


4080812-01 


4080883-01 
4080884-01 
4081522-01 


4069092 
4079404 


4081604 


4085004 


4079474 


4081524 


4084124 


4079404 
4081604 
4085004 
4069995 
4071745 
4069093 


T.O. 2J-F100-54 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


ROTOR ASSY-AXIAL COMPRESSOR DN/KJ/LR 
SEE FIG. 88-36 FOR NHA 

ROTOR ASSY-AXIAL COMPRESSOR DP/JY 
SEE FIG. 88-36 FOR NHA 

ROTOR ASSY-AXIAL COMPRESSOR BR/JZ/KG 
SEE FIG. 88-36 FOR NHA 

ROTOR ASSY-AXIAL COMPRESSOR 
SEE FIG. 88-36 FOR NHA 


BR/KH/LX/ 


ROTOR ASSY-AXIAL COMPRESSOR 
SEE FIG. 88-36 FOR NHA 
REOP AND REID OF 4079349-01 
DO NOT PROCURE FROM P&WA 
ROTOR ASSY-AXIAL COMPRESSOR BR/LS/MH 
SEE FIG. 88-36 FOR NHA 
ROTOR ASSY-AXIAL COMPRESSOR BR/FE/LY/ 
SEE FIG. 88-36 FOR NHA MA/MC/ 
ME 
ROTOR ASSY-AXIAL COMPRESSOR MG 
SEE FIG. 88-36 FOR NHA 
ROTOR ASSY-AXIAL COMPRESSOR BR/MJ 
SEE FIG. 88-36 FOR NHA 
ROTOR ASSY-AXIAL COMPRESSOR BR/FF 
SEE FIG. 88-36 FOR NHA 
. RING-COMPRESSOR BLADE LOCK, 4TH STAGE ... 
. BLADE-COMPRESSOR ROTOR, 4TH STAGE 
REPLACES 4075104-02 
REPLACED BY 4081604 
FOR SPARES REPLACEMENT USE 4079474 OR 
4081524 
. BLADE-COMPRESSOR ROTOR, 4TH STAGE 
REPLACES 4079404 
REPLACED BY 4085004 
FOR SPARES REPLACEMENT USE 4081524 OR 
4085004 
. BLADE-COMPRESSOR ROTOR, 4TH STAGE 
REPLACES 4081604 
FOR SPARES REPLACEMENT USE 4084124 
. BLADE SET-COMPRESSOR ROTOR, 4TH STAGE... 
REPLACED BY 4081524 
SPARES REPLACEMENT FOR 4079404 
. BLADE SET-COMPRESSOR ROTOR, 4TH STAGE... 
REPLACES 4079474 
REPLACED BY 4084124 
SPARES REPLACEMENT FOR 4079404 AND 
4081604 
. BLADE SET-COMPRESSOR ROTOR, 4TH STAGE... 
REPLACES 4081524 
SPARES REPLACEMENT FOR 4079404, 4081604, 
AND 4085004 
.. BLADE-COMPRESSOR ROTOR, 4TH STAGE 
USE ONLY ON 4079474 
.. BLADE-COMPRESSOR ROTOR, 4TH STAGE 
USE ONLY ON 4081524 
.. BLADE-COMPRESSOR ROTOR, 4TH STAGE 
USE ONLY ON 4084124 
. COUNTERWEIGHT-COMPRESSOR, 4TH STAGE.... 
USE 0-7 AS REQUIRED 
. COUNTERWEIGHT-COMPRESSOR, 4TH STAGE.... 
USE 0-5 AS REQUIRED 
. RING-COMPRESSOR BLADE LOCK, 5TH STAGE ... 


Change 15 2-461 
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FIGURE 
& INDEX 
NUMBER 


2-462 


PART 
NUMBER 


4079405 


4081605 


4084105 
4080185 


4081525 


4084125 


4079405 
4081605 
4069996 
4069094 
4079406 
4081506 


4084106 


4077107 
4076390 


4080811 


4069088 
4076308 
4074004 


4074700-01 


4079858-01 


Change 15 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


. BLADE-COMPRESSOR ROTOR, 5TH STAGE 
REPLACES 4075105-02 
REPLACED BY 4081605 
FOR SPARES REPLACEMENT USE 4080185 OR 
4081525 

. BLADE-COMPRESSOR ROTOR, 5TH STAGE 
REPLACES 4079405 
REPLACED BY 4084105 
FOR SPARES REPLACEMENT USE 4081525 OR 
4084125 

. BLADE-COMPRESSOR ROTOR, 5TH STAGE 
REPLACES 4081605 
FOR SPARES REPLACEMENT USE 4084125 

. BLADE SET-COMPRESSOR ROTOR, 5TH STAGE... 
REPLACED BY 4081525 
SPARES REPLACEMENT FOR 4079405 

. BLADE SET-COMPRESSOR ROTOR, 5TH STAGE... 
REPLACES 4080185 
REPLACED BY 4084125 
SPARES REPLACEMENT FOR 4079405 AND 
4081605 

. BLADE SET-COMPRESSOR ROTOR, 5TH STAGE... 
REPLACES 4081525 
SPARES REPLACEMENT FOR 4079405, 4081605, 
AND 4084105 

.. BLADE-COMPRESSOR ROTOR, 5TH STAGE 
USE ONLY ON 4080185 

.. BLADE-COMPRESSOR ROTOR, 5TH STAGE 
USE ONLY ON 4081525 

. COUNTERWEIGHT-COMPRESSOR, 5TH STAGE.... 
USE 0-7 AS REQUIRED 

. RING-COMPRESSOR BLADE LOCK, 6TH AND 7TH . 
STAGE 

. BLADE-COMPRESSOR ROTOR, 6TH STAGE 
REPLACED BY 4081506 

. BLADE-COMPRESSOR ROTOR, 6TH STAGE 
REPLACES 4079406 
REPLACED BY 4084106 

. BLADE-COMPRESSOR ROTOR, 6TH STAGE 
REPLACES 4081506 

. SEAL-COMPRESSOR ROTOR BLADE, 6TH STAGE . 

. SEAL-AIR, NO. 3 BEARING 
USE ONLY ON 4079349-01, 4079287-01, 
4080101-01, 4080405-01, 4080407-01, 
AND 4080720-01 

. SEAL-AIR, NO. 3 BEARING 
USE ONLY ON 4080812-01, 4080883-01, 
4080884-01, AND 4081522-01 

. NUT-TIE ROD 
0.375-24UNJF-3B X 0.6825 IN. THK 

. NUT-TIE ROD 
0.375-32UNJEF-3B X 0.780 IN. THK 


0.375-24UNJF-3A - 32UNJEF-3A X 2.560 IN. LONG 
. DISK-DRUM ROTOR, REAR COMPRESSOR, 
FRONT, ASSY OF 
USE ONLY ON 4079349-01, 4080720-01, AND 
4080884-01 
. DISK-DRUM ROTOR, REAR COMPRESSOR, 
FRONT, ASSY OF 
USE ONLY ON 4079287-01 AND 4080101-01 


ON 
CODE 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4080408-01 . DISK-DRUM ROTOR, REAR COMPRESSOR, 
FRONT, ASSY OF 
REOP AND REID OF 4074700-01 
DO NOT PROCURE FROM P&WA 
USE ONLY ON 4080407-01 AND 4080883-01 

4080396-01 . DISK-DRUM ROTOR, REAR COMPRESSOR, 
FRONT, ASSY OF 
USE ONLY ON 4080405-01, 4080812-01, 
AND 4081522-01 

4070846 . DISK AND HUB-COMPRESSOR, 6TH STAGE, 
ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 

4031790 .. SHIELD-HEAT, NO. 3 BEARING, ASSY OF 

AN123341 .. RIVET (АР) 

4070836-01 .. DISK AND HUB-COMPRESSOR, 6TH STAGE 
SUPERSEDES 4076106 

4079707 . BLADE-COMPRESSOR ROTOR, 7TH STAGE 
REPLACED BY 4081507 

4081507 . BLADE-COMPRESSOR ROTOR, 7TH STAGE 
REPLACES 4079707 

4077108 . SEAL-COMPRESSOR ROTOR BLADE, 7TH STAGE . 

4080787-01 . LOCK ASSY-COMPRESSOR BLADE, 8TH STAGE ... 

REPLACES 4079054-01 

4075608-01 . BLADE-COMPRESSOR ROTOR, 8TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077508-01 
OR 4079308-01 
SUPERSEDED BY 4082208-01 

4077508-01 . BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SPARES REPLACEMENT FOR 4075608-01 
SUPERSEDED BY 4079308-01 
SUPERSEDED BY 4082208-01 

4079308-01 . BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4077508-01 AS SPARES 
REPLACEMENT FOR 4075608-01 
SUPERSEDED BY 4082208-01 

4082208-01 . BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4075608-01 
SUPERSEDES 4077508-01 
SUPERSEDES 4079308-01 

4075608-02 . BLADE-COMPRESSOR ROTOR, 8TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077508-02 
OR 4079308-02 
SUPERSEDED BY 4082208-02 

4077508-02 . BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SPARES REPLACEMENT FOR 4075608-02 
SUPERSEDED BY 4079308-02 
SUPERSEDED BY 4082208-02 

4079308-02 . BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4077508-02 AS SPARES 
REPLACEMENT FOR 4075608-02 
SUPERSEDED BY 4082208-02 


Change 23 2-462.1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-462.2 


PART 
NUMBER 


4082208-02 


4075608-03 


4077508-03 


4079308-03 


4082208-03 


4075608-04 


4077508-04 
4079308-04 
4082208-04 
4068998 


4071746 


4074839-01 
4080787-02 


4075609-01 


4077509-01 


Change 23 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4075608-02 
SUPERSEDES 4077508-02 
SUPERSEDES 4079308-02 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077508-03 
OR 4079308-03 
SUPERSEDED BY 4082208-03 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SPARES REPLACEMENT FOR 4075608-03 
SUPERSEDED BY 4079308-03 
SUPERSEDED BY 4082208-03 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4077508-03 AS SPARES 
REPLACEMENT FOR 4075608-03 
SUPERSEDED BY 4082208-03 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4075608-03 
SUPERSEDES 4077508-03 
SUPERSEDES 4079308-03 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077508-04 
OR 4079308-04 
SUPERSEDED BY 4082208-04 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SPARES REPLACEMENT FOR 4075608-04 
SUPERSEDED BY 4079308-04 
SUPERSEDED BY 4082208-04 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4077508-04 AS SPARES 
REPLACEMENT FOR 4075608-04 
SUPERSEDED BY 4082208-04 

. BLADE-COMPRESSOR ROTOR, 8TH STAGE 
SUPERSEDES 4075608-04 
SUPERSEDES 4077508-04 
SUPERSEDES 4079308-04 

. COUNTERWEIGHT-COMPRESSOR, 8TH STAGE .... 
USE 0-4 AS REQUIRED 

. COUNTERWEIGHT-COMPRESSOR, 8TH STAGE .... 
USE 0-4 AS REQUIRED 

. SEAL-COMPRESSOR ROTOR 

. LOCK ASSY-COMPRESSOR BLADE, 9TH STAGE ... 

REPLACES 4079054-02 

. BLADE-COMPRESSOR ROTOR, 9TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077509-01 
OR 4079309-01 
SUPERSEDED BY 4081609-01 

. BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SPARES REPLACEMENT FOR 4075609-01 
SUPERSEDED BY 4079309-01 
SUPERSEDED BY 4081609-01 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4079309-01 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4077509-01 AS SPARES 
REPLACEMENT FOR 4075609-01 
SUPERSEDED BY 4081609-01 

4081609-01 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4075609-01 
SUPERSEDES 4077509-01 
SUPERSEDES 4079309-01 

4075609-02 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077509-02 
OR 4079309-02 
SUPERSEDED BY 4081609-02 

4077509-02 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SPARES REPLACEMENT FOR 4075609-02 
SUPERSEDED BY 4079309-02 
SUPERSEDED BY 4081609-02 

4079309-02 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4077509-02 AS SPARES 
REPLACEMENT FOR 4075609-02 
SUPERSEDED BY 4081609-02 

4081609-02 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4075609-02 
SUPERSEDES 4077509-02 
SUPERSEDES 4079309-02 

4075609-03 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077509-03 
OR 4079309-03 
SUPERSEDED BY 4081609-03 

4077509-03 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SPARES REPLACEMENT FOR 4075609-03 
SUPERSEDED BY 4079309-03 
SUPERSEDED BY 4081609-03 

4079309-03 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4077509-03 AS SPARES 
REPLACEMENT FOR 4075609-03 
SUPERSEDED BY 4081609-03 

4081609-03 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4075609-03 
SUPERSEDES 4077509-03 
SUPERSEDES 4079309-03 

4075609-04 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077509-04 
OR 4079309-04 
SUPERSEDED BY 4081609-04 

4077509-04 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SPARES REPLACEMENT FOR 4075609-04 
SUPERSEDED BY 4079309-04 
SUPERSEDED BY 4081609-04 

4079309-04 . BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4077509-04 AS SPARES 
REPLACEMENT FOR 4075609-04 
SUPERSEDED BY 4081609-04 


Change 23 2-3 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-464 


PART 
NUMBER 


4081609-04 
4068999 


4071747 


4074839-02 
4080787-03 


4075610-01 


4077510-01 


4079310-01 


4082210-01 


4075610-02 


4077510-02 


4079310-02 


4082210-02 


4075610-03 


4077510-03 


Change 23 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BLADE-COMPRESSOR ROTOR, 9TH STAGE 
SUPERSEDES 4075609-04 
SUPERSEDES 4077509-04 
SUPERSEDES 4079309-04 

. COUNTERWEIGHT-COMPRESSOR, 9TH STAGE .... 
USE 0-4 AS REQUIRED 

. COUNTERWEIGHT-COMPRESSOR, 9TH STAGE .... 
USE 0-4 AS REQUIRED 

. SEAL-COMPRESSOR ROTOR 

. LOCK ASSY-COMPRESSOR BLADE, 10TH STAGE .. 

REPLACES 4079054-03 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077510-01 
OR 4079310-01 
SUPERSEDED BY 4082210-01 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SPARES REPLACEMENT FOR 4075610-01 
SUPERSEDED BY 4079310-01 
SUPERSEDED BY 4082210-01 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4077510-01 AS SPARES 
REPLACEMENT FOR 4075610-01 

SUPERSEDED BY 4082210-01 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4075610-01 
SUPERSEDES 4077510-01 
SUPERSEDES 4079310-01 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077510-02 
OR 4079310-02 
SUPERSEDED BY 4082210-02 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SPARES REPLACEMENT FOR 4075610-02 
SUPERSEDED BY 4079310-02 
SUPERSEDED BY 4082210-02 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4077510-02 AS SPARES 
REPLACEMENT FOR 4075610-02 
SUPERSEDED BY 4082210-02 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4075610-02 
SUPERSEDES 4077510-02 
SUPERSEDES 4079310-02 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077510-03 
OR 4079310-03 
SUPERSEDED BY 4082210-03 

. BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SPARES REPLACEMENT FOR 4075610-03 
SUPERSEDED BY 4079310-03 
SUPERSEDED BY 4082210-03 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


4079310-03 . BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4077510-03 AS SPARES 
REPLACEMENT FOR 4075610-03 
SUPERSEDED BY 4082210-03 

4082210-03 . BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4075610-03 
SUPERSEDES 4077510-03 
SUPERSEDES 4079310-03 

4075610-04 . BLADE-COMPRESSOR ROTOR, 10TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077510-04 
OR 4079310-04 
SUPERSEDED BY 4082210-04 

4077510-04 . BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SPARES REPLACEMENT FOR 4075610-04 
SUPERSEDED BY 4079310-04 
SUPERSEDED BY 4082210-04 

4079310-04 . BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4077510-04 AS SPARES 
REPLACEMENT FOR 4075610-04 
SUPERSEDED BY 4082210-04 

4082210-04 . BLADE-COMPRESSOR ROTOR, 10TH STAGE 
SUPERSEDES 4075610-04 
SUPERSEDES 4077510-04 
SUPERSEDES 4079310-04 

4074839-03 . SEAL-COMPRESSOR ROTOR 

4080787-04 . LOCK ASSY-COMPRESSOR BLADE, 11TH STAGE .. 

REPLACES 4079054-04 

4075611-01 . BLADE-COMPRESSOR ROTOR, 11TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077511-01 
OR 4079411-01 
SUPERSEDED BY 4081611-01 

4077511-01 . BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SPARES REPLACEMENT FOR 4075611-01 
SUPERSEDED BY 4079411-01 
SUPERSEDED BY 4081611-01 

4079411-01 . BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4077511-01 AS SPARES 
REPLACEMENT FOR 4075611-01 
SUPERSEDED BY 4081611-01 

4081611-01 . BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4075611-01 
SUPERSEDES 4077511-01 
SUPERSEDES 4079411-01 

4075611-02 . BLADE-COMPRESSOR ROTOR, 11TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077511-02 
OR 4079411-02 
SUPERSEDED BY 4081611-02 

4077511-02 . BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SPARES REPLACEMENT FOR 4075611-02 
SUPERSEDED BY 4079411-02 
SUPERSEDED BY 4081611-02 


Change 23 2-465 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-466 


PART 
NUMBER 


4079411-02 


4081611-02 


4075611-03 


4077511-03 


4079411-03 


4081611-03 


4075611-04 


4077511-04 


4079411-04 


4081611-04 


4074839-04 
4080787-05 


4075612-01 


4077512-01 


Change 23 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4077511-02 AS SPARES 
REPLACEMENT FOR 4075611-02 
SUPERSEDED BY 4081611-02 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4075611-02 
SUPERSEDES 4077511-02 
SUPERSEDES 4079411-02 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077511-03 
OR 4079411-03 
SUPERSEDED BY 4081611-03 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SPARES REPLACEMENT FOR 4075611-03 
SUPERSEDED BY 4079411-03 
SUPERSEDED BY 4081611-03 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4077511-03 AS SPARES 
REPLACEMENT FOR 4075611-03 
SUPERSEDED BY 4081611-03 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4075611-03 
SUPERSEDES 4077511-03 
SUPERSEDES 4079411-03 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077511-04 
OR 4079411-04 
SUPERSEDED BY 4081611-04 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SPARES REPLACEMENT FOR 4075611-04 
SUPERSEDED BY 4079411-04 
SUPERSEDED BY 4081611-04 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4077511-04 AS SPARES 
REPLACEMENT FOR 4075611-04 
SUPERSEDED BY 4081611-04 

. BLADE-COMPRESSOR ROTOR, 11TH STAGE 
SUPERSEDES 4075611-04 
SUPERSEDES 4077511-04 
SUPERSEDES 4079411-04 

. SEAL-COMPRESSOR ROTOR 

. LOCK ASSY-COMPRESSOR BLADE, 12TH STAGE .. 

REPLACES 4079054-05 

. BLADE-COMPRESSOR ROTOR, 12TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077512-01 
OR 4079412-01 
SUPERSEDED BY 4082212-01 

. BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SPARES REPLACEMENT FOR 4075612-01 
SUPERSEDED BY 4079412-01 
SUPERSEDED BY 4082212-01 


T.O. 2J-F100-54 
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4079412-01 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4077512-01 AS SPARES 
REPLACEMENT FOR 4075612-01 
SUPERSEDED BY 4082212-01 

4082212-01 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4075612-01 
SUPERSEDES 4077512-01 
SUPERSEDES 4079412-01 

4075612-02 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077512-02 
OR 4079412-02 
SUPERSEDED BY 4082212-02 

4077512-02 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SPARES REPLACEMENT FOR 4075612-02 
SUPERSEDED BY 4079412-02 
SUPERSEDED BY 4082212-02 

4079412-02 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4077512-02 AS SPARES 
REPLACEMENT FOR 4075612-02 
SUPERSEDED BY 4082212-02 

4082212-02 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4075612-02 
SUPERSEDES 4077512-02 
SUPERSEDES 4079412-02 

4075612-03 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077512-03 
OR 4079412-03 
SUPERSEDED BY 4082212-03 

4077512-03 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SPARES REPLACEMENT FOR 4075612-03 
SUPERSEDED BY 4079412-03 
SUPERSEDED BY 4082212-03 

4079412-03 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4077512-03 AS SPARES 
REPLACEMENT FOR 4075612-03 
SUPERSEDED BY 4082212-03 

4082212-03 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4075612-03 
SUPERSEDES 4077512-03 
SUPERSEDES 4079412-03 

4075612-04 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077512-04 
OR 4079412-04 
SUPERSEDED BY 4082212-04 

4077512-04 . BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SPARES REPLACEMENT FOR 4075612-04 
SUPERSEDED BY 4079412-04 
SUPERSEDED BY 4082212-04 


Change 23 2-466.1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-466.2 


PART 
NUMBER 


4079412-04 
4082212-04 
4069002 


4071748 


4074839-05 
4080787-06 


4075613-01 


4077513-01 


4079413-01 


4081613-01 


4075613-02 


4077513-02 


4079413-02 


4081613-02 


4075613-03 


Change 23 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


. BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4077512-04 AS SPARES 
REPLACEMENT FOR 4075612-04 
SUPERSEDED BY 4082212-04 

. BLADE-COMPRESSOR ROTOR, 12TH STAGE 
SUPERSEDES 4075612-04 
SUPERSEDES 4077512-04 
SUPERSEDES 4079412-04 

. COUNTERWEIGHT-COMPRESSOR, 12TH STAGE... 
USE 0-6 AS REQUIRED 

. COUNTERWEIGHT-COMPRESSOR, 12TH STAGE... 
USE 0-6 AS REQUIRED 

. SEAL-COMPRESSOR ROTOR 

. LOCK ASSY-COMPRESSOR BLADE, 13TH STAGE .. 

REPLACES 4079054-06 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077513-01 
OR 4079413-01 
SUPERSEDED BY 4081613-01 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SPARES REPLACEMENT FOR 4075613-01 
SUPERSEDED BY 4079413-01 
SUPERSEDED BY 4081613-01 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4077513-01 AS SPARES 
REPLACEMENT FOR 4075613-01 

SUPERSEDED BY 4081613-01 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4075613-01 
SUPERSEDES 4077513-01 
SUPERSEDES 4079413-01 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077513-02 
OR 4079413-02 
SUPERSEDED BY 4081613-02 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SPARES REPLACEMENT FOR 4075613-02 
SUPERSEDED BY 4079413-02 
SUPERSEDED BY 4081613-02 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4077513-02 AS SPARES 
REPLACEMENT FOR 4075613-02 
SUPERSEDED BY 4081613-02 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4075613-02 
SUPERSEDES 4077513-02 
SUPERSEDES 4079413-02 

. BLADE-COMPRESSOR ROTOR, 13TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077513-03 
OR 4079413-03 
SUPERSEDED BY 4081613-03 
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4077513-03 . BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SPARES REPLACEMENT FOR 4075613-03 
SUPERSEDED BY 4079413-03 

SUPERSEDED BY 4081613-03 

4079413-03 . BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4077513-03 AS SPARES 
REPLACEMENT FOR 4075613-03 
SUPERSEDED BY 4081613-03 

4081613-03 . BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4075613-03 
SUPERSEDES 4077513-03 
SUPERSEDES 4079413-03 

4075613-04 . BLADE-COMPRESSOR ROTOR, 13TH STAGE 
USE ONLY ON 4079349-01, 4080101-01, 
4080407-01, AND 4080883-01 
FOR SPARES REPLACEMENT USE 4077513-04 
OR 4079413-04 
SUPERSEDED BY 4081613-04 

4077513-04 . BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SPARES REPLACEMENT FOR 4075613-04 
SUPERSEDED BY 4079413-04 
SUPERSEDED BY 4081613-04 

4079413-04 . BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4077513-04 AS SPARES 
REPLACEMENT FOR 4075613-04 
SUPERSEDED BY 4081613-04 

4081613-04 . BLADE-COMPRESSOR ROTOR, 13TH STAGE 
SUPERSEDES 4075613-04 
SUPERSEDES 4077513-04 
SUPERSEDES 4079413-04 

4069003 . COUNTERWEIGHT-COMPRESSOR, 13TH STAGE... 
USE 0-7 AS REQUIRED 

4071749 . COUNTERWEIGHT-COMPRESSOR, 13TH STAGE... 
USE 0-7 AS REQUIRED 

4074839-06 . SEAL-COMPRESSOR ROTOR 

4080807 . SEAL ASSY-AIR, NO. 4 BEARING 
REPLACES 4074849 
PARTIAL BREAKDOWN FOLLOWS 

4070452 .. DAMPER-NO. 4 BEARING AIR SEAL 

4074012 . RING-RETAINING 
5.9605 SHAFT DIA X 0.0825 DIA WIRE 

4074013 . SHIELD-HEAT, REAR COMPRESSOR HUB, REAR .. 

4073123-01 . DISK-DRUM ROTOR, REAR COMPRESSOR, 
REAR, ASSY OF 
USE ONLY ON 4079349-01, 4080407-01, 
AND 4080883-01 

4080102-01 . DISK-DRUM ROTOR, REAR COMPRESSOR, 
REAR, ASSY OF 
USE ONLY ON 4079287-01, 4080101-01, 
4080405-01, 4080720-01, 4080812-01, 
4080884-01, AND 4081522-01 

4081469-01 . DISK-DRUM ROTOR, REAR COMPRESSOR, 
REAR, ASSY OF 
USE ONLY ON 4079287-01, 4080101-01, 
4080405-01, 4080720-01, 4080812-01, 
4080884-01, AND 4081522-01 

4082938-01 . DISK-DRUM ROTOR, REAR COMPRESSOR, 
REAR, ASSY OF 
REOP AND REID OF 4073123-01 AND 4080102-01 
DO NOT PROCURE FROM P&WA 
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FIGURE 105. ENGINE ASSY SHIPPING EQUIPMENT 
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NO NUMBER 
P4021629 
P4006410 


P4006411 
P4006409 


P4078837 


MS90726-135 
MS35338-49 
AM3885 
P4030580 
P4021646 
EC-24 


P4070584-04 
EC-20 


P4070584-02 


EC-22 


EC-23 


P4070584-03 
EC-10 


P4070584-01 
EC-12 


EC-19 


SK-10 
P14592 
EXP11017 


P12776 
EC-19 


P4030583 
P4078387-04 
P4078386-04 
P20399 
P4019449 
P6153 


P4070583 


T.O. 2J-F100-54 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


ENGINE ASSY SHIPPING EQUIPMENT 
SEE FIG. 1-17 FOR NHA 


. SHIPPING EQUIPMENT ASSEMBLY-ENGINE 


TRAILER 


.. COVER-AIRCRAFT ENGINE, FRONT 
.. COVER SEGMENT-AIRCRAFT ENGINE, REAR 
.. SUPPORT ASSY-ENGINE 


SEE FIG. 106 FOR DETAIL PARTS 
SUPERSEDED BY P4078837 


.. SUPPORT ASSY-ENGINE 


SEE FIG. 106A FOR DETAIL PARTS 
SUPERSEDES P4006409 


.. SCREW (AP) 
.. WASHER (AP) 
.. ADAPTER-DOUBLE ROLLER, SINGLE BRAKE 


P&W PART NO. P4021555 


.. BUMPER ASSY-ENGINE 


SEE FIG. 107 FOR DETAIL PARTS 


. PACKAGING PARTS-CONSUMABLE, ENGINE ASSY. 
.. CAP-SHIPPING CLOSURES 


P&W PART NO. P10557 
WHEN EXH USE P4070584-04 


.. CAP-SHIPPING CLOSURES 
.. CAP-SHIPPING CLOSURES 


P&W PART NO. P10554 
WHEN EXH USE P4070584-02 


.. CAP-SHIPPING CLOSURES 
.. CAP-SHIPPING CLOSURES 


P&W PART NO. P10555 


.. CAP-SHIPPING CLOSURES 


P&W PART NO. P10556 
WHEN EXH USE P4070584-03 


.. CAP-SHIPPING CLOSURES 
.. CAP-SHIPPING CLOSURES 


P&W PART NO. P10548 
WHEN EXH USE P4070584-01 


.. CAP-SHIPPING CLOSURES 
.. CAP-SHIPPING CLOSURES 


P&W PART NO. P10549 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


1.150 ID X 0.625 IN. DEEP 
P&W PART NO. P10553 


.. COVER-AIR BLEED VALVE SHIPPING 


P&W PART NO. P11040 


.. COVER-PLASTIC 


5.500 IN. DIA 


.. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 


P&W PART NO. P4021628 


.. CAP-PLUG, PROTECTIVE 
.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


1.150 ID X 0.625 IN. DEEP 
P&W PART NO. P10553 
REPLACES P10551 


.. COVER-AFTERBURNER NOZZLE 
.. DECAL-P8W INSIGNIA, LH 

.. DECAL-P8W INSIGNIA, RH 

.. BARRIER MATERIAL-PLASTIC 

.. TWINE-COTTON 

.. TAPE-WATERPROOF 


2.000 IN. WIDE X 772 IN. LONG 
WHEN EXH USE P4070583 


.. TAPE-WATERPROOF 


2.00 IN. WIDE 


ON 
CODE 


Change 26 


2-469 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-470 


PART 
NUMBER 


P6671 


P4070582 
P4078809 
P4078995 


Change 26 


DESCRIPTION 


.. TAPE-WATERPROOF 


1.000 IN. WIDE 
WHEN EXH USE P4070582 


.. TAPE-WATERPROOF 


1.00 IN. WIDE 


.. CONTAINER, ENGINE-FLEXIBLE 


REUSABLE-TRANSPORT 


. TRAILER-ENGINE 


UNITS 
PER 
ASSY 


AR 


AR 


USABLE 
ON 
CODE 


T.O. 2J-F100-54 


4807 


FIGURE 106. ENGINE SUPPORT ASSY 


Change 26 


(2-470.1 Blank)/2-470.2 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


P4006409 


P32759 
P4021551 
P32758 


MS17987C407 
P4021553 


P4021559 
P32759 
P4021551 
P32758 


MS17987C407 
P4021553 


P4006499 
MS20365-820C 
MS51922-37 
MS90726-114 
P4006459 
MS20365-820C 
MS51922-37 
MS90726-113 
P4021558 
P4006451 
P4006443 
P32759 
P4021551 
P32758 


MS17986C833 
P4006422 


AN316-C12L 


P4006421 
AN316-C12R 


MS17987C407 
P4021553 


P4006423 


MS90726-120 
MS27183-18 


MS20365-820C 
MS51922-37 
MS90726-3 
P4006464 
P4030507 
MS20365-820C 
MS51922-37 
MS90726-113 
P4006440 


P4006433 


P4006452 
P4030509 


DESCRIPTION 


SUPPORT ASSY-ENGINE 
SEE FIG. 105-3 FOR NHA 


. COLLAR-WIRE ROPE 
. COLLAR-WIRE ROPE 
. WIRE ROPE-STEEL 


0.063 DIA X 12.000 IN. LONG 


0.560 IN. DIA X 3.200 IN. LONG 


. CLEVIS-ENGINE SHIPPING SUPPORT 
. COLLAR-WIRE ROPE 

. COLLAR-WIRE ROPE 

. WIRE ROPE-STEEL 


0.063 DIA X 12.000 IN. LONG 


0.560 IN. DIA X 3.200 IN. LONG 


. BRACE-ENGINE SHIPPING SUPPORT 


. SUPPORT-ENGINE SHIPPING, FRONT, ASSY OF... 
. BASE-ENGINE SHIPPING SUPPORT 
. BASE-ENGINE SHIPPING SUPPORT 
. COLLAR-WIRE ROPE 

. COLLAR-WIRE ROPE 

. WIRE ROPE-STEEL 


0.063 DIA X 12.000 IN. LONG 


. CONNECTOR-ROD END 


0.750-16 LH X 3.500 IN. LONG 


. NUT-PLAIN, HEX 


0.750-16 LH X 0.422 IN. THK 
P&W PART NO. P4045515 


. TURNBUCKLE-ENGINE SHIPPING 


| PIN-ENGINE SUPPORT 


0.560 IN. DIA X 3.200 IN. LONG 


. CONNECTOR-ROD END 


0.750-16 X 3.500 IN. LONG 


| PLATE-LOCK, ENGINE SHIPPING SUPPORT 
. PIN-ENGINE SHIPPING 


| SUPPORT HALF-ENGINE SHIPPING, LEFT REAR, .. 


ASSY OF 
ASSY OF 


. BASE-ENGINE SHIPPING SUPPORT 
. BASE-ENGINE SHIPPING SUPPORT 


T.O. 2J-F100-54 


UNITS | USABLE 


PER 


ASSY CODE 


о лоо 


N + + — — — + + + = D IS NN 


a 


UR 


<ARRANDNARR 


. SUPPORT HALF-ENGINE SHIPPING, RIGHT REAR, . 


Change 26 


ON 


2-471 


T.O. 2J-F100-54 


110212 


FIGURE 106A. ENGINE SUPPORT ASSY 
(SHEET 1 OF 3) 


2-472 Change 26 


T.O. 2J-F100-54 


110213 


FIGURE 106A. ENGINE SUPPORT ASSY 
(SHEET 2 OF 3) 


Change 26 2-472.1 


ШФ, 


110214 


T.O. 2J-F1 00-54 


| 


0 
| 
! 


) 


SHEET 3 OF 3 


( 


FIGURE 106A. ENGINE SUPPORT ASSY 
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FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


P4078837 


MS17986C821 
MS24630-46 
97840A66 


MS17986C407 
P4021553 


P4078956 
MS17986C620 
MS17986C1015 
1723A64 


MS51971-5 
MS35338-143 
MS15795-817 
MS35307-417 
P4078953 
S-643 


MS14237C08-063 
MS35308-365 
AN960C616 
MS35338-141 
СВ1500-30-СІ 


М524671-55 
М535308-366 
М517986С834 
Р4078957 
Р4045516 


Р4078966 
Р4045515 


Р4006422 


MS14237C08-075 
P4078964 
P4078965 
P4078950 
MS51971-1 
MS15795-810 
MS35307-310 
MS35338-139 
P4078980 
P4078981 
MS51971-3 
MS35338-141 
MS15795-814 
MS24671-55 
MS24671-57 
P4078982 
P4078968 
MS51971-5 
MS35338-143 
MS35307-415 
MS15795-855 
P4078954 
P4078983 
P4078987 


DESCRIPTION 


SUPPORT ASSY-ENGINE 
SEE FIG. 105-3 FOR NHA 


0.560 IN. DIA X 3.200 IN. LONG 


. SUPPORT-HANGER 


` HOLDER-SPRING CLIP 


P&W PART NO. P4078837-23 


| BRACKET-RETAINING, TIE DOWN RING 
. RING-WELDLESS 


P&W PART NO. P4078837-8 


. BUSHING 


` ISOLATOR-SHOCK 


P&W PART NO. P4078837-17 


. CONNECTOR-ROD END 
` NUT-PLAIN, HEX 


0.750-16 X 0.422 IN. THK 


. TURNBUCKLE 
. NUT-PLAIN, HEX 


0.750-16 LH X 0.422 IN. LONG 


. CONNECTOR-ROD END 


0.750-16 LH X 3.500 IN. LONG 


. LEG-OUTER FRAME 
. SUPPORT-SIDE LINK 
. FRAME ASSY-OUTER 


.. PLATE-WASHER 
.. SLIDE-MOUNTING, OUTER FRAME 


.. PLATE-MOUNTING, OUTER FRAME 
.. LEG-FRONT, OUTER FRAME 


T.O. 2J-F100-54 


UNITS 
PER 
ASSY 


AMAA 


a 
+ + مہ‎ O مہ‎ о 


as 
D ND © © رہ‎ 0) 0) — — + + OO BR — — D N 


Change 26 


USABLE 
ON 
CODE 


2-472.3 
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Т.О. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


P4078985 .. CHANNEL-RIGHT HAND, OUTER FRAME 
P4078984 .. CHANNEL-LEFT HAND, OUTER FRAME 
P4078951 .. SUPPORT-OUTER FRAME 

P4078952 . FRAME ASSY-INNER 

MS24671-52 2 

P4078986 

MS24671-79 

P4078988 

MS17986C605 

97840A66 


D 
TD D À — O0 S ¬ 


> 


MS24630-46 

P4078963 

MS16555-650 Е 

Р4078955 .. KNOB-BAR 

95630A248 .. WASHER-TEFLON 
0.500 IN. NOM ID 

P&W PART NO. P4078952-25 

P4078962 .. SCREW-DRIVE 

MS51972-1 

MS35338-139 

AN960C416 

AN4-C60A 

P4078961 

P4078959 

P4078960 

NAS1081C4D8 

MCU-1875-G 


N N N N + 


MS35307-415 
MS35338-143 
MS15795-855 
MS51830-110 m 
P4078991 .. PLUG-INNER FRAME 
P4078993 .. RAIL-RIGHT HAND, INNER FRAME 
P4078992 .. RAIL-LEFT HAND, INNER FRAME 
P4078989 .. SUPPORT-FRONT, INNER FRAME 
P4078990 .. SUPPORT-REAR, INNER FRAME 
P4078973 . SUPPORT LEG ASSY 
CL-23-KA-10.0 .. CABLE ASSY 

P&W PART NO. P4078973-10 
MS17986C420 
MS51971-3 
MS15795-814 
MS51975-3 
P4078974 
MS16555-51 Е 
Р4078975 .. SWING АВМ ASSY 
Р4078976 .. WASHER-FLAT 
С1687-135-25005 .. SPRING-COMPRESSION 

P&W PART NO. P4078973-8 
6436K21 .. COLLAR-SPLIT 

P&W PART NO. P4078973-7 
P4078977 .. NUT-SQUARE 
MS16995-66 > 
MS15795-812 
P4078978 
P4078979 
4X696 

P&W PART NO. P4048973-6 
P4078958 . MARKINGS-SUPPORT ASSY, ENGINE 
P52715 .. PLATE-IDENTIFICATION, SPARE PARTS 

SHIPPING CONTAINER 


2-472.4 Change 26 


T.O. 2J-F100-54 


4808 


FIGURE 107. ENGINE BUMPER ASSY 


(2-473 Blank)/2-474 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


P4030580 BUMPER ASSY-ENGINE 
SEE FIG. 105-7 FOR NHA 
P4030587 . BUMPER-ENGINE SHIPPING 
MS21045-8 . NUT (AP) 
MS27183-18 . WASHER (AP) 
MS90726-113 . SCREW (AP) 
P4030584 . BRACE-ENGINE SHIPPING BUMPER, LH 
P4030585 . BRACE-ENGINE SHIPPING BUMPER, RH 
MS21045-8 
MS27183-18 
MS90726-113 
MS90726-113 
MS35338-48 
P4030592 
MS90726-128 
MS35338-48 : 
P4030591 . PLATE-ENGINE SHIPPING BUMPER 
P4030590 . PLATE-ENGINE SHIPPING BUMPER 
P4030579 . BASE-ENGINE SHIPPING BUMPER 
P4030578 . BASE-ENGINE SHIPPING BUMPER 


— © о NO GR © D = 
a 


En 
=; 
SRROOODOOS аала 


2-475 


T.O. 2J-F100-54 


29241 


FIGURE 108. CORE ENGINE MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING 


PARTS 
(SHEET 1 OF 6) 


2-476 


T.O. 2J-F100-54 


FIGURE 108. CORE ENGINE MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING 
PARTS 
(SHEET 2 OF 6) 


Change 4 2-477 


T.O. 2J-F100-54 


FIGURE 108. CORE ENGINE MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING 
PARTS 
(SHEET 3 OF 6) 


2-478 


T.O. 2J-F100-54 


29242 


FIGURE 108. CORE ENGINE MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING 


PARTS 
SHEET 4 OF 6 
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FIGURE 108. CORE ENGINE MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING 
PARTS 
(SHEET 5 OF 6) 
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FIGURE 108. CORE ENGINE MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING 


PARTS 
(SHEET 6 OF 6 
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2-481 


T.O. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER CORE ENGINE MODULE CONTAINER ASSY AND ... 
CONSUMABLE PACKAGING PARTS 
SEE FIG. 1-18 FOR NHA 
. CONTAINER ASSY-CORE ENGINE MODULE 
.. WINDOW-OBSERVATION 
P&WA PART NO. P47412 
P52715 .. PLATE-IDENTIFICATION, SPARE PARTS 
SHIPPING CONTAINER 
.. CONTAINER HALF-METAL, REUSABLE, UPPER, ... 
ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
. PIN-TURNLOCK FASTENER STUD 
P&WA PART NO. P4015046 
.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 
P48931 .. PACKING-PREFORMED, REUSABLE METAL 
CONTAINER 
.. RING ASSY-ENGINE LIFTING, REAR 
PARTIAL BREAKDOWN FOLLOWS 
... CAP-PROTECTIVE 
... THUMBSCREW-THREADED 
... CLAMP ASSY 


P4070529 
TA446-P47412 


P4070529-03 


34S02-1-1AA 
34S01-3-1AA 


P4078883 


P4078917 
P4078881 
P4078860 


MS24665-153 
5710-59-60 


P4078858 
P4078865 
P4078854-01 
MS51576-16 
AN960-C416 
CL-4-BK 


P4078863 
С0720-072-12505 


АМ960-С816 
5612-159-062 


М524665-370 
М59358-14 
Р4078862 
Р4078861 
Р4078864 
Р4078880 
М551922-77 
М515795-826 
Р4078878 
М535308-411 
М535338-143 
Р4078877 
Р4078876-01 
Р4078876-02 
Р4078916-02 
Р4078884 
Р4078860 
М524665-153 
5710-59-60 


2-482 


.... WASHER-REDUCED OD 


P&WA PART NO. P4078857 
. PIN-CLEVIS 


.... REST-CLAMPING 
. RETAINER-KNOB 


[I WASHER-FLAT (AP) 
. KNOB-BAR 


P&WA PART NO. P4078856 
. STUD-THREADED 


.... SPRING-COMPRESSION 


P&WA PART NO. P4078855 
.. WASHER-FLAT 


2 WASHER-FLAT 


P&WA PART NO. P4078927 


.... STUD-THREADED 
.... STRAP-CLAMPING 
... EYEBOLT-THREADED 
… NUT (AP) 

… WASHER (AP) 

.. SPACER-EYEBOLT 


... BASE-CLAMP 

.. BASE-CLAMP 

... PIN-ALIGNMENT 

.. RING ASSY-ENGINE LIFTING, FRONT 
... CLAMP ۷ 


PIN 


=. WASHER-REDUCED OD 


P&WA PART NO. Р4078857 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


P4078858 
P4078865 
P4078854-01 
MS51576-16 
AN960-C416 
CL-4-BK 


P4078863 


С0720-072-12505 


АМ960-С816 
5612-159-062 


MS24665-370 
MS9358-14 
P4078862 
P4078861 
P4078864 
P4078885 
MS24693-C120 
P4078930 
P4078852-01 


MS16555-53 
P4078915 
MS24665-302 
AN960-816 
MS20392-7C67 
P4078887 
P4078888 
MS51967-8 
MS35338-46 
P4078892 
MS35206-261 
MS35338-43 
CL-25-EB 


P4078886 
MS21083-N6 
MS24693-S342 
MS24693-S146 
P4078890 


P4078889 


P4078903 
MS51967-8 
MS35338-46 
MS90725-66 
AN960-616 
P4078901 
P4078899 
MS16997-80 
P4078898 
P4078928 
P4078854-02 


P4078931 


DESCRIPTION 


.... PIN-CLEVIS 
.... REST-CLAMPING 
.... RETAINER-KNOB 
.... SCREW (АР) 
.... WASHER-FLAT (AP) 
. KNOB-BAR 
P&WA PART NO. P4078856 
.... STUD-THREADED 
. SPRING-COMPRESSION 
P&WA PART NO. P4078855 
.... WASHER-FLAT 
.. WASHER-FLAT 
P&WA PART NO. P4078927 


.... STUD-THREADED 
.... STRAP-CLAMPING 
... SUPPORT-CLAMP 

... SCREW (АР) 

.. PIN-ALIGNMENT 


se RING-ENGINE LIFTING, FRONT, ASSY OF 


PARTIAL BREAKDOWN FOLLOWS 
.... PIN 


.. PIN (АР) 

.. WASHER-FLAT (AP) 

.. PIN (АР) 

.. CLAMP ASSY, LH 

.. CLAMP ASSY, RH 

.. NUT (AP) 

.. WASHER (AP) 

... LANYARD ASSY 

... SCREW (АР) 

… WASHER (AP) 

.. EYEBOLT-THREADED 
P&WA PART NO. P4078891 

… CLAMP-LATCH 

... NUT (AP) 

.. SCREW (AP) 


.. PLATE-ADAPTER 

USE ONLY ON P4078887 
.. PLATE-ADAPTER 

USE ONLY ON P4078888 
.. HINGE-BAR 


.. SCREW (AP) 
.. WASHER (AP) 
.. BOLT ASSY 
.. PLATE-RETAINING 
.. SCREW (AP) 
.. CARRIAGE ASSY, LH 
.. CARRIAGE ASSY, RH 
... RETAINER-KNOB 
USE ONLY ON P4078898 
... RETAINER-KNOB 
USE ONLY ON P4078928 


T.O. 2J-F100-54 


UNITS| USABLE 


PER 
ASSY 


АШ АШ RA AD a RER “22 KR inc EN м © — Sa a.‏ ج جج ن ى 


a 


ON 
CODE 


2-483 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS51576-16 
AN960-C416 
CL-4-BK 


CL-2A-SB 


MS24665-302 
AN960-C816 
MS20392-7C53 
P4078896 
MS51578-37 
MS15795-818 
P4078897 
MS24693-C144 
P4078893 


P4078929 


P4078894 
MS51922-33 
MS24667-78 
P4070529-02 
MS90726-108 
MS35338-48 
P4070591 


MS90726-108 
MS35338-48 
TA346-P50844 


MS20913-1S 
TA330-25-10-R 


P49212 
MS51967-8 
MS35338-46 
MS90725-60 
MS29561-437 
MS20913-6S 
P4070529-04 


P47431 
34R01-1-1AA 


9SP-100-R6-11 


NAS1399C6A12 


UNITS| USABLE 


PER 
DESCRIPTION ASSY 


... SCREW (АР) 
.. WASHER-FLAT (АР) 


P&WA PART МО. Р4078856 


.. BOLT-SWING 


P&WA PART NO. P4078895 


… PIN (AP) 

… WASHER-FLAT (AP) 

… PIN (AP) 

… BAR-RETAINING 

... SCREW (АР) 

… WASHER (AP) 

... RESTRAINT-LATERAL 

... SCREW (АР) 

.. CARRIAGE-RETAINING, LH 


USE ONLY ON P4078898 


.. CARRIAGE-RETAINING, RH 


USE ONLY ON P4078928 


.. SUPPORT-CARRIAGE 

.. NUT (AP) 

.. SCREW (AP) 

.. SUPPORT-CORE ENGINE MODULE, ASSY OF 
.. SCREW (AP) 

.. WASHER (AP) 

.. MOUNT-RESILIENT, CORE 


REPLACES P48932 


.. SCREW (AP) 
.. WASHER (АР) 
.. INDICATOR-HUMIDITY, PLUG 


P&WA PART NO. P50844 


bi VALVE-AIR PRESSURE RELIEF, CONTAINER 


P&WA PART NO. P37145 


.. COVER-ROTOR AND STATOR CONTAINER 


.. WASHER (АР) 
.. SCREW (AP) 


.. CONTAINER HALF ASSY-METAL, REUSABLE, 


LOWER 
PARTIAL BREAKDOWN FOLLOWS 


... BOX-ENGINE DATA 
. RECEPTACLE-TURNLOCK FASTENER, BASE 


P&WA PART NO. P4015045 


. RIVET-BLIND, COUNTERSUNK 


0.188 DIA X 0.688 IN. GRIP LENGTH (AP) 
P&WA PART NO. P4030568 


. RIVET-BLIND, COUNTERSUNK 


ON 
CODE 


0.190 DIA X 0.750 IN. GRIP LENGTH (AP) 
... RIVET (AP) 
.. COVER ASSY-COMPRESSOR BLEED PORT 
P4070588 ... SCREW-CAP, SOCKET HD 
P4070587 ... STUD-COMPRESSOR BLEED PORT, ASSY OF... 
CL-4-BK .... KNOB-BAR 

P&WA PART NO. P4078856 

.... STUD-THREADED 
... COVER-COMPRESSOR BLEED PORT 


MS9318-220 
P4070585 


P4078863 
P4070586 


2-484 Change 10 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


108 - 121 P4078918 . PACKAGING PARTS-CONSUMABLE, CORE 
ENGINE MODULE 
- 122 P6614 .. PLUG-SHIPPING 
0.875-14 
- 123 CD-4 .. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 
P&WA PART NO. P4021568-01 
M-312 .. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 
P&WA PART NO. P4021568-01 
P11040 .. COVER-AIR BLEED VALVE SHIPPING 
P53376 .. SKIRT-CLOSURE 
P12760 .. CLOSURE-SHIPPING 
P12784 .. CLOSURE-SHIPPING 
2.602 OD X 2.333 IN. ID X 1.275 IN. DEEP 
P12763 .. CLOSURE-SHIPPING 
0.615 X 0.468 
P12770 .. CLOSURE-SHIPPING 
PD-120 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 
1.0625-12UNJF-3A X 1.210 IN. LONG 
P&WA PART NO. P4021572-04 
P12757 .. CLOSURE-SHIPPING 
0.392 OD X 0.269 IN. ID 
P12763 .. CLOSURE-SHIPPING 
0.615 X 0.468 
PD-60 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 
0.5625-18UNF-3A X 0.820 IN. LONG 
P&WA PART NO. P4021572-02 
809 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 
0.5625-18UNF-3A X 0.820 IN. LONG 
P&WA PART NO. P4021572-02 
P52506 .. PLUG-PROTECTIVE, DUST 
0.8125-16UNF X 1.000 IN. LONG 


PDI-122 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 
1.0625-16UNF-3A X 0.750 IN. LONG 

P8320 .. DESICCANT-16 UNIT, BAGGED 

83280 .. SEAL-LEAD, 2 HOLE 


Change 4 2-485 


T.O. 2J-F100-54 


-T ! 


97531 


FIGURE 108А. СОКЕ ENGINE MODULE CONTAINER А55Ү AND CONSUMABLE PACKAGING 


PARTS 
(SHEET 1 OF 2) 


Change 19 


2-486 


T.O. 2J-F100-54 


VIEW IN DIRECTION A 
54 55 54 56 


FIGURE 108A. СОВЕ ENGINE MODULE СОМТАМЕВ ASSY AND CONSUMABLE PACKAGING 
PARTS 
(SHEET 2 OF 2) 


Change 19 2-486.1 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-486.2 


PART 
NUMBER 


NO NUMBER 


P4078843 
P52715 


P53368 
34S02-1-1AA 
1134700 
34S01-3-1AA 
1134000-3 
P48931 


PWA 56732 
P4078846 
P4078846-03 


P4078846-02 


P4078846-01 
PWA 56731 
P4078940 
P4078940-03 


P4078940-02 


P4078940-01 
MS35206-263 
L-14-T6-V 


MS17986-C826 
MS16997-80 
P48933 
MS35307-460 
MS35338-145 
MS15795-820 
P48927 
P4078937 
MS90726-108 
MS35338-48 
C630-15F1 


P4078933 
TA446-P47412 


TA330-25-10-R 


MS20913-1S 
MS90725-60 
P49212 
MS29561-437 
TA346-P50844 


MS51967-8 
MS35338-46 
MS20913-6S 


Change 22 


.. CARRIAGE 
.. BRACKET-ANGLE 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


CORE ENGINE MODULE CONTAINER ASSY AND ... 
CONSUMABLE PACKAGING PARTS 
SEE FIG. 1-18 FOR NHA 


. CONTAINER ASSY-CORE ENGINE MODULE 
.. PLATE-IDENTIFICATION, SPARE PARTS 


SHIPPING CONTAINER 


.. CONTAINER HALF ASSY-METAL, REUSABLE, 


UPPER 


... PIN-TURNLOCK FASTENER STUD 


P&WA PART NO. P4015046 


... PIN-TURNLOCK FASTENER STUD 


P&WA PART NO. P4015046 
.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 
.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 


.. PACKING-PREFORMED, REUSABLE METAL 


CONTAINER 


.. RETAINER-REAR, CORE ENGINE MODULE 
.. ADAPTER-REAR 
.. SCREW-SOCKET HD CAP 


MAKE FROM MS16995-37, MFD BY 96906 


.. PIN-DOWEL 


MAKE FROM MS16555-646, MFD BY 96906 


.. RETAINER-FRONT, CORE ENGINE MODULE 
.. ADAPTER-FORWARD 
.. SCREW-SOCKET HD CAP 


MAKE FROM MS16996-13, MFD BY 96906 


.. PIN-DOWEL 


MAKE FROM MS16555-646, MFD BY 96906 


.. WIRE ROPE-SINGLE LEG 


P&WA PART NO. P45962 


BBBDDARPLPROR 


P&WA PART NO. P4070591 


.. SUPPORT-CORE ENGINE MODULE 
.. WINDOW-OBSERVATION 


P&WA PART NO. P47412 


.. VALVE-AIR PRESSURE RELIEF, CONTAINER 


P&WA PART NO. P37145 


.. PACKING 
2 INDICATOR-HUMIDITY, PLUG 


P&WA PART NO. P50844 


ON 
CODE 


D U JU JU JU D Биз Баз Биз Баз Баз Биз Баз Баз VU UV DU Биз Баз Биз Баз ес Баз Баз Баз VU Баз Баз D Биз VU Биз Биз Биз Баз Баз ее Баз Баз DU Баз ее Баз Биз Баз Баз Баз Баз Баз VIT 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS90726-108 
MS35338-48 
P53369 


MS9318-220 
34S01-2-18A 


1134701 


P4021590 


CD-8 


M-328 


CD-10 


M-330 


CD-4 
M-312 
CD-6 


M-320 


P11040 
P53376 
P12784 


PD-120 


PD-60 


809 


P52506 


P12775 
P4021572-06 
P12757 


P8320 
83280 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


... RECEPTACLE-TURNLOCK FASTENER 


P&WA PART NO. P4015045 


... RECEPTACLE-TURNLOCK FASTENER 


P&WA PART NO. P4015045 


. CONSUMABLE PACKAGING PARTS 
.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.750-16UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-02 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.750-16UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-02 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.875-14UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-03 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.875-14UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-03 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


P&WA PART NO. P4021568-01 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


P&WA PART NO. P4021568-01 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.5625-18UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-04 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.5625-18UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-04 


.. COVER-AIR BLEED VALVE SHIPPING 
.. SKIRT-CLOSURE 
.. CLOSURE-SHIPPING 


2.602 OD X 2.333 IN. ID X 1.275 IN. DEEP 


.. PLUG-PROTEGTIVE, DUST AND MOISTURE SEAL . 


1.0625-12UNJF-3A X 1.210 IN. LONG 
P&WA PART NO. P4021572-04 


.. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 


0.5625-18UNF-3A X 0.820 IN. LONG 
P&WA PART NO. P4021572-02 


.. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 


0.5625-18UNF-3A X 0.820 IN. LONG 
P&WA PART NO. P4021572-02 


.. PLUG-PROTECTIVE, DUST 


0.8125-16UNF X 1.000 IN. LONG 


.. CLOSURE-SHIPPING, PLASTIC 
.. PLUG-PROTECTIVE 
.. CLOSURE-SHIPPING 


0.392 OD X 0.269 IN. ID 


.. DESICCANT-16 UNIT, BAGGED 
.. SEAL-LEAD, 2 HOLE 


Change 19 


USABLE 
ON 
CODE 


2-486.3 


T.O. 2J-F100-54 


97533 


FIGURE 109. FAN DRIVE TURBINE MODULE CONTAINER ASSY AND CONSUMABLE 
PACKAGING PARTS 
(SHEET 1 OF 5) 


2-486.4 Change 19 


T.O. 2J-F100-54 


AGE 
dg 


==" № 


FIGURE 109. FAN DRIVE TURBINE MODULE CONTAINER ASSY AND CONSUMABLE 
PACKAGING PARTS 
(SHEET 2 OF 5) 


Change 19 2-487 


T.O. 2J-F100-54 


8131 


FIGURE 109. FAN DRIVE TURBINE MODULE CONTAINER ASSY AND CONSUMABLE 
PACKAGING PARTS 
(SHEET 3 OF 5) 


2-488 Change 19 


T.O. 2J-F100-54 


1 4 d 
د ت چ و ی‎ oz 
ста 7 
i 


L^ 


8132 


) 


SHEET 4 OF 5 


( 


FIGURE 109. FAN DRIVE TURBINE MODULE CONTAINER ASSY AND CONSUMABLE 
PACKAGING PARTS 


2-489 


Change 19 


T.O. 2J-F100-54 


97534 


FIGURE 109. FAN DRIVE TURBINE MODULE CONTAINER ASSY AND CONSUMABLE 
PACKAGING PARTS 
(SHEET 5 OF 5) 


2-490 Change 19 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER FAN DRIVE TURBINE MODULE CONTAINER ASSY .. 
AND CONSUMABLE PACKAGING PARTS 
SEE FIG. 1-19 FOR NHA 
. CONTAINER ASSY-FAN DRIVE TURBINE MODULE . 
. CONTAINER ASSY-FAN DRIVE TURBINE MODULE . 


.. WINDOW-OBSERVATION 


P4070537 
P4078845 
TA446-P47412 


=== 


= 77931 


= =Z D D 


P52715 


P4070537-02 


34S02-1-1AA 
34S01-3-1AA 
P48910 
P4078914 
P4078949 
MS51971-8 
MS35338-146 
MS15795-822 
MS51971-8 
P4078913 
MS51576-17 
AN960-416L 
AN960-416 
MS24630-25 
P4078873 
P4078922 
P4078875 
P4078860 
MS24665-153 
5710-59-60 
P4078858 
P4078865 
P4078854-01 
MS51576-16 
AN960-C416 
CL-4-BK 


P4078863 
C0720-072-1250S 


AN960-C816 
5612-159-062 


MS24665-370 
MS9358-14 


P&WA PART NO. P47412 


.. PLATE-IDENTIFICATION, SPARE PARTS 


SHIPPING CONTAINER 


.. CONTAINER HALF-METAL, REUSABLE, UPPER, ... 


ASSY OF 
USE ONLY ON P4070537 
PARTIAL BREAKDOWN FOLLOWS 
. PIN-TURNLOCK FASTENER STUD 
P&WA PART NO. P4015046 
.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 


.. PACKING-PREFORMED, REUSABLE METAL 


CONTAINER 


.. SUPPORT-SHAFT 


USE ONLY ON P4070537 


.. STUD-FAN DRIVE TURBINE MODULE 


USE ONLY ON P4078845 


USE ONLY ON P4078845 


.. RETAINER-KNOB 


USE ONLY ON P4070537 


.. SCREW (AP) 
.. WASHER-FLAT (AP) 
.. WASHER (AP) 


USE ONLV ON P4070537 


. CABLE ASSY 


USE ONLY ON P4070537 


.. RETAINER ASSY-FAN DRIVE TURBINE 


USE ONLY ON P4070537 


... CLAMP ASSY 


11 WASHER-REDUCED OD 


P&WA PART NO. P4078857 
. PIN-CLEVIS 


.... REST-CLAMPING 

.... RETAINER-KNOB 

.... SCREW (АР) 

.... WASHER-FLAT (AP) 
. KNOB-BAR 


P&WA PART NO. P4078856 
. STUD-THREADED 


.... SPRING-COMPRESSION 


P&WA PART NO. P4078855 
.. WASHER-FLAT 


1... WASHER-FLAT 


P&WA PART NO. P4078927 


Change 19 


= 222222222 


JU U U из Баз Баз Баз Баз Баз Биз Биз) 


Т.О. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


P4078862 .... WASHER-SPHERICAL 
P4078861 .... STUD-THREADED 
P4078864 .... STRAP-CLAMPING 
P4078868-01 ... SUPPORT-CLAMP, ASSY OF 
MS51922-2 … NUT (AP) 
AN960-XC416 … WASHER-FLAT (AP) 
MS24693-C102 … SCREW (AP) 
P4078871 ... PIN-STRAIGHT, HEADLESS 
P4078870-01 ... ROD-ALIGNMENT, ASSY OF 
P4078872-01 ... CLAMP-SHAFT, ASSY OF 
MS16997-101 … SCREW (AP) 
MS35338-46 … WASHER (AP) 
P4078872-03 .... BLOCK-CLAMP, SHAFT 
P4078872-04 .... PAD-CLAMP, SHAFT 
P4078872-02 .... RING-CLAMP, SHAFT 
P4078869-01 ... RING-UPPER, ASSY OF 
MS51967-2 ЊЕ 
MS35338-139 … WASHER (AP) 
AN960-XC416 … WASHER-FLAT (AP) 
MS24693-C102 ... SCREW (AP) 
P4078851-01 ... RETAINER, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
MS16555-48 … PIN 
P4078948 .. PIN-LOCATING 
USE ONLY ON P4078845 
P4078932 .. ADAPTER-LOWER RING 
USE ONLY ON P4078845 
P4078947 .. ADAPTER-UPPER RING 
USE ONLY ON P4078845 
PWA 56682 .. RETAINER-FRONT, FAN DRIVE TURBINE 
MODULE 
USE ONLY ON P4078845 
P4078874 .. PLATE-SPACER 
USE ONLY P4070537 
MS24667-29 .. SCREW (AP) 
P4070537-03 .. SUPPORT-CONTAINER ASSY, FAN DRIVE 
TURBINE MODULE 
USE ONLY ON P4070537 
P4078938 .. SUPPORT-FAN DRIVE TURBINE MODULE, FRONT. 
USE ONLY ON 4078845 


DDR RIDER л 


MS16997-45 


MS24622-42 
USE ONLY ON P4078845 
P45962 .. ROPE-WIRE, SINGLE LEG 
USE ONLY P4078845 
MS17984-C843 


MS51922-37 
MS90726-108 
MS35338-48 
C623-F1 
P&WA PART NO. P4070541 
REPLACES P48913 
TA346-P50844 .. INDICATOR-HUMIDITY, PLUG 
P&WA PART NO. P50844 
MS20913-1S ss 
TA330-25-10-R .. VALVE-AIR PRESSURE RELIEF, CONTAINER 
P&WA PART NO. P37145 
P49212 .. COVER-ROTOR AND STATOR CONTAINER 
MS51967-8 .. NUT (AP) 
MS35338-46 .. WASHER (AP) 
MS90725-60 .. SCREW (AP) 


2-490.2 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


MS29561-437 
MS20913-6S 
P4070537-01 


P47431 
34R01-1-1AA 


9SP-100-R6-11 


NAS1399C6A12 


MS9318-220 
P4078920 


P53391 
P12757 


P8320 
83280 


T.O. 2J-F100-54 


UNITS | USABLE 


PER 
DESCRIPTION ASSY 


- CONTAINER HALF-METAL, REUSABLE, LOWER,... 


ASSY OF 

USE ONLY ON P4070537 

PARTIAL BREAKDOWN FOLLOWS 
. BOX-ENGINE DATA 


... RECEPTACLE-TURNLOCK FASTENER, BASE 


P&WA PART NO. P4015045 

. RIVET-BLIND, COUNTERSUNK 
0.188 DIA X 0.688 IN. GRIP LENGTH (AP) 

P&WA PART NO. P4030568 

. RIVET-BLIND, COUNTERSUNK 
0.190 DIA X 0.750 IN. GRIP LENGTH (AP) 


... RIVET (AP) 
. PACKAGING PARTS-CONSUMABLE, FAN DRIVE... 


TURBINE MODULE 


.. COVER-FAN DRIVE TURBINE MODULE 
.. CLOSURE-SHIPPING 


0.392 OD X 0.269 IN. ID 


.. DESICCANT-16 UNIT, BAGGED 
.. SEAL-LEAD, 2 HOLE 


ON 
CODE 


Change 19 


2-491 


T.O. 2J-F100-54 


8133 


) 


FIGURE 110. GEARBOX MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING PARTS 
(SHEET 1 OF 2 


2-492 


T.O. 2J-F100-54 


Ж 


4 
Ф 


FIGURE 110. GEARBOX MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING PARTS 
(SHEET 2 OF 2) 


2-493 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER GEARBOX MODULE CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
SEE FIG. 1-20 FOR NHA 
P4070543 . CONTAINER ASSY-GEARBOX MODULE 
P4078971 . CONTAINER ASSY-GEARBOX MODULE 
TA446-P47412 .. WINDOW-OBSERVATION 


222 2292 


DUD === 


77939 


P52715 
P4070543-04 
P4021617-04 
MS51967-17 
MS51967-8 


MS35338-46 
MS90725-60 
P50326 
L-6-T4-V 


MS24630-23 
MS17984C415 
P4021612 


MS171432 
MS17984C615 
P4070545 
MS35307-417 
MS35338-143 
4046824 


P4070543-05 
MS90725-67 
AN970-6 
MS27183-14 
MS35338-46 
MS51967-17 


MS51967-8 
P4070543-03 
MS51967-2 
MS35338-44 
MS35752-11 
P4070543-02 
P4021617-02 
MS90725-107 


MS35338-48 
C537-25F2 


J-3424-108 


MS90725 
MS35338-48 


2-494 Change 21 


P&WA PART NO. P47412 
REPLACES P4045550 
USE ONLY ON P4070543 


.. PLATE-IDENTIFICATION, SPARE PARTS 


SHIPPING CONTAINER 


.. CONTAINER-METAL, TOP 


USE ONLY ON P4070543 


.. CONTAINER-METAL, TOP 


USE ONLY ON P4078971 


USE WITH P4078971 


.. WASHER (AP) 

.. SCREW (AP) 

.. PACKING-PREFORMED, CONTAINER 
.. ROPE-WIRE, SINGLE LEG 


P&WA PART NO. P48254 


.. PIN-ASSY OF, QUICK RELEASE 


0.37275 X 1.118 GRIP LENGTH 
PARTIAL BREAKDOWN FOLLOWS 


.. BRACKET-DUAL MOUNTING 

.. SCREW (AP) 

.. WASHER (AP) 

.. PIN-SHOULDER, HEADLESS 
0.373 AND 0.435 X 0.435 

.. BRACKET-ANGLE 

.. SCREW (AP) 


USE WITH P4078971 


.. SUPPORT-WOOD 


USE ONLY ON P4070543 


.. BRACKET-ANGLE 


USE ONLY ON P4078971 


.. SCREW (AP) 
.. WASHER (AP) 
.. MOUNT-RESILIENT 


P&WA PART NO. P4070547 
REPLACES P48253 
USE ONLY ON P4070543 


.. MOUNT-RESILIENT 


P&WA PART NO. P48253 
USE ONLY ON P4078971 


.. SCREW (AP) 
.. WASHER (AP) 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


TA346-P50844 .. INDICATOR-HUMIDITY, PLUG 
P&WA PART NO. P50844 
MS20913-1J 
USE ONLY ON P4070543 
TA330-25-10-R .. VALVE-AIR PRESSURE RELIEF, CONTAINER 
P&WA PART NO. P37145 
P4070543-01 .. CONTAINER-METAL, BASE 
USE ONLY ON P4070543 
P4021617-01 .. CONTAINER-METAL, BASE 
USE ONLY ON P4078971 
P4021630 . PACKAGING PARTS-CONSUMABLE, GEARBOX .... 
MODULE 
P11040 .. COVER-AIR BLEED VALVE SHIPPING 
P6616-A .. PLUG-CLOSURE 
0.500-20-3A 
CD-4 .. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 
P&WA PART NO. P4021568-01 
M-312 .. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 
P&WA PART NO. P4021568-01 
P12784 .. CLOSURE-SHIPPING 
2.602 OD X 2.333 IN. ID X 1.275 IN. DEEP 
P61218 .. COVER-MAIN GEARBOX 
MS9146-06 .. BOLT (AP) 
MS9320-09 .. WASHER (АР) 
P14592 .. COVER-PLASTIC 
5.500 IN. DIA 
PD-40 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 
0.4375-20UNJF-3A X 0.850 IN. LONG 
P&WA PART NO. P4021572-01 
807 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 
0.4375-20UNJF-3A X 0.850 IN. LONG 
P&WA PART NO. P4021572-01 
CD-10 .. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 
0.875-14UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-03 
M-330 .. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 
0.875-14UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-03 
P42379 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 
P12772 .. CLOSURE-SHIPPING 
P12768 .. CLOSURE-PLASTIC 
P12767 .. CLOSURE-SHIPPING, PLASTIC 
P42381 .. CAP-PLUG, PROTECTIVE, DUST AND MOISTURE . 
SEAL 
P12777 .. CLOSURE-SHIPPING 
RP-9 .. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL . 
P&WA PART NO. P4045524-06 
P31108 .. PLUG-PROTECTIVE 
P10550 .. CAP-SHIPPING CLOSURE 
83280 .. SEAL-LEAD, 2 HOLE 
P8320 .. DESICCANT-16 UNIT, BAGGED 
<  P24048 .. TAPE-PRESSURE SENSITIVE ADHESIVE 
0.500 IN. WIDE 


Change 21 2-495 


T.O. 2J-F100-54 


/ 


FIGURE 111. REAR COMPRESSOR DRIVE TURBINE ROTOR AND STATOR CONTAINER ASSY 
AND CONSUMABLE PACKAGING PARTS 
(SHEET 1 OF 2) 


2-496 Change 1 


T.O. 2J-F100-54 


8568 


(SHEET 2 OF 2) 


REAR COMPRESSOR DRIVE TURBINE ROTOR AND STATOR CONTAINER ASSY 
AND CONSUMABLE PACKAGING PARTS 


FIGURE 111. 


2-497 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


2-498 


PART 
NUMBER 


NO NUMBER 


P4070548 
P4070592 


TA346-P50844 
TA446-P47412 
P52715 


MS20913-1S 
TA330-25-10-R 
P49212 
MS51967-8 
MS35338-46 
MS90725-60 


MS29561-437 
P4070548-01 


P4070592-01 


34S02-1-1AA 
34S01-3-1AA 


P47413 
P4078808 


P4078910 
MS35338-46 


P4078906-01 
P4070548-04 


P4070592-04 


MS90726-108 
MS35338-48 
48172-10 
48171-10 
C538-188F3 


MS51922-33 
P4070548-03 


Change 10 


UNITS| USABLE 
PER ON 
DESCRIPTION ASSY CODE 


REAR COMPRESSOR DRIVE TURBINE ROTOR 
AND STATOR CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
SEE FIG. 1-21 FOR NHA 
. CONTAINER ASSY-REAR COMPRESSOR DRIVE ... NZ/PB/PD/ |PAFDD 
TURBINE ROTOR AND STATOR 


. CONTAINER ASSY-REAR COMPRESSOR DRIVE ... 
TURBINE ROTOR AND STATOR 


.. INDICATOR-HUMIDITY, PLUG 
P&WA PART NO. P50844 
.. WINDOW-OBSERVATION 
P&WA PART NO. P47412 
.. PLATE-IDENTIFICATION, SPARE PARTS 
SHIPPING CONTAINER 


.. VALVE-AIR PRESSURE RELIEF, CONTAINER 
P&WA PART NO. P37145 
.. COVER-ROTOR AND STATOR CONTAINER 
.. NUT (AP) 
.. WASHER (АР) 
.. SCREW (AP) 
.. PACKING 
.. COVER-REUSABLE METAL CONTAINER, ASSY ... 
OF 
USE ONLY ON P407058 
.. COVER-REUSABLE METAL CONTAINER, ASSY ... 
OF 
USE ONLY ON P4070592 
PARTIAL BREAKDOWN FOLLOWS 
. PIN-TURNLOCK FASTENER STUD 
P&WA PART NO. P4015046 
.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P486910 
... BOX-ENGINE DATA 
.. ADAPTER-SUPPORT 
USE ONLY ON P4070592 


.. SUPPORT-REAR COMPRESSOR DRIVE TURBINE 
ROTOR AND STATOR, UPPER 
USE ONLY ON P4070548 
.. SUPPORT-REAR COMPRESSOR DRIVE TURBINE 
ROTOR AND STATOR, UPPER 
USE ONLY ON P4070592 
.. SCREW (AP) 
.. WASHER (AP) 
PARTIAL BREAKDOWN FOLLOWS 
.. STRAP ۷ 
P&WA PART NO. P4078859 
.. STRAP ASSY 
P&WA PART NO. P4078866 
.. MOUNT-RESILIENT 
P&WA PART NO. P4070590 
REPLACES P48741 


E SUPPORT-REAR COMPRESSOR DRIVE TURBINE 
ROTOR AND STATOR, LOWER 
USE ONLY ON P4070548 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


P4070592-03 


P48745 
MS20913-6S 
P4070548-02 
P4070592-02 
34R01-1-1AA 
9SP-100-R6-13 
MS9318-220 
P4078919 


P8320 
83280 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


.. SUPPORT-REAR COMPRESSOR DRIVE TURBINE 


ROTOR AND STATOR, LOWER 
USE ONLY ON P4070592 


.. PACKING-PREFORMED 


.. BASE-REUSABLE METAL CONTAINER, ASSY OF .. 


USE ONLY ON P4070548 


.. BASE-REUSABLE METAL CONTAINER, ASSY OF .. 


USE ONLY ON P4070592 


... RECEPTACLE-TURNLOCK FASTENER, BASE 


P&WA PART NO. P4015045 


... RIVET-SOLID, COUNTERSUNK 


0.188 DIA X 0.812 GRIP LENGTH (AP) 
P&WA PART NO. P52086 


... RIVET (AP) 
. PACKAGING PARTS-CONSUMABLE, ROTOR AND .. 


STATOR ASSY 


.. DESICCANT-16 UNIT, BAGGED 
.. SEAL-LEAD, 2 HOLE 


USABLE 
ON 
CODE 


Change 4 


2-499 


T.O. 2J-F100-54 


97535 


FIGURE 111A. REAR COMPRESSOR DRIVE TURBINE ROTOR AND STATOR CONTAINER 
ASSY AND CONSUMABLE PACKAGING PARTS 


2-500 Change 19 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


P4078844 
TA346-P50844 
TA446-P47412 
P52715 


MS20913-1S 
TA330-25-10-R 


P49212 
MS51967-8 
MS35338-46 
MS90725-60 
MS29561-437 
P52799 
34S02-1-1AA 


1134700 
34S01-3-1AA 
1134000-3 


MS51972-8 
MS35338-146 
MS15795-822 
P4078944 
AN315-C12R 
P4078942 
P4078946 
P4078941 
P4078945 
MS90726-108 
MS35338-48 
C538-188F3 


MS51922-33 
P4078847 


P4078970 


MS16655-641 
P4078943 
P48745 
P52798 
MS20913-6S 
P4021593 


83280 
P8320 


.. SCREW-CAP, SOCKET HD 
.. ADAPTER-RING 


T.O. 2J-F100-54 


UNITS 
PER 
DESCRIPTION ASSY 


REAR COMPRESSOR DRIVE TURBINE ROTOR 
AND STATOR CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
SEE FIG. 1-21 FOR NHA 


. CONTAINER ASSY-REAR COMPRESSOR DRIVE ... 


TURBINE ROTOR AND STATOR 


.. INDICATOR-HUMIDITY, PLUG 


P&WA PART NO. P50844 


.. WINDOW-OBSERVATION 


P&WA PART NO. P47412 


.. PLATE-IDENTIFICATION, SPARE PARTS 


SHIPPING CONTAINER 


E VALVE-AIR PRESSURE RELIEF, CONTAINER 


P&WA PART NO. P37145 


.. COVER-ROTOR AND STATOR CONTAINER 


.. COVER-REUSABLE METAL CONTAINER 


. PIN-TURNLOCK FASTENER STUD 
P&WA PART NO. P4015046 

. PIN-TURNLOCK FASTENER STUD 
P&WA PART NO. P4015046 

.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 

.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 


1 
2 
2 
1 
1 
1 
1 
2 
4 
4 
4 
4 


Е SUPPORT-REAR COMPRESSOR DRIVE TURBINE . 


ROTOR AND STATOR, UPPER 


.. SUPPORT-REAR COMPRESSOR DRIVE TURBINE . 


ROTOR AND STATOR, LOWER 


COMPRESSOR DRIVE TURBINE 


.. SEAL-LEAD, 2 HOLE 
.. DESICCANT-16 UNIT, BAGGED 


USABLE 
ON 
CODE 


Change 22 


2-501 


T.O. 2J-F100-54 


= = = 97536 


FIGURE 112. INLET/FAN MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING PARTS 
(SHEET 1 OF 6) 


2-502 Change 19 


T.O. 2J-F100-54 


1— % mo 


FIGURE 112. INLET/FAN MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING PARTS 
(SHEET 2 OF 6) 


Change 19 2-502.1 


T.O. 2J-F100-54 


M —= 
ope: 
Då es 


Ps 


= 


— 7 
LEFT SIDE RIGHT SIDE 


97538 


FIGURE 112. INLET/FAN MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING PARTS 
(SHEET 3 OF 6) 


2-502.2 Change 19 


T.O. 2J-F100-54 


8897 


INLET/FAN MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING PARTS 


FIGURE 112. 


(SHEET 4 OF 6) 


2-503 


Change 19 


T.O. 2J-F100-54 


97539 


FIGURE 112. INLET/FAN MODULE CONTAINER ASSY AND CONSUMABLE PACKAGING PARTS 
(SHEET 5 OF 6) 


2-504 Change 19 


T.O. 2J-F100-54 


| 
يہ‎ À 


f 


FIGURE 112. INLET/FAN MODULE CONTAINER ASSV AND CONSUMABLE PACKAGING PARTS 
(SHEET 6 OF 6) 


Change 19 2-504.1 


T.O. 2J-F100-54 


FIGURE UNITS | USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


NO NUMBER INLET/FAN MODULE CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
SEE FIG. 1-22 FOR NHA 

. CONTAINER ASSY-INLET/FAN MODULE 

. CONTAINER ASSY-INLET/FAN MODULE 


.. WINDOW-OBSERVATION 


P4070553 
P4078842 
TA446-P47412 


JU U U JU Баз Баз Баз Баз Баз Баз Баз Баз ее تد‎ 


= 


2-504.2 


TA346-P50844 
P52715 


MS20913-1S 
TA330-25-10-R 


P49212 
MS51967-8 
MS35338-46 
MS90725-60 
MS29561-437 
P4070553-01 


34S02-1-1AA 
34S01-3-1AA 


P47431 
P52992 


MS27183-27 
P4078969 


MS35649-104 
MS15795-808 
MS16995-36 
CL-.194-TERM 


MS51844-63 
CL-3-C-8.00 


P4078969-03 


P4078969-04 
P4078969-02 
P4078969-01 
P48687 
P4078867 


MS90726-108 
MS35338-48 
P4078860 
MS24665-153 
5710-59-60 


P4078858 
P4078865 
P4078854-01 
MS51576-16 
AN960-C416 
CL-4-BK 


P4078863 


C0720-072-1250S 


Change 19 


P&WA PART NO. P47412 


.. INDICATOR-HUMIDITY, PLUG 


P&WA PART NO. P50844 


.. PLATE-IDENTIFICATION, SPARE PARTS 


SHIPPING CONTAINER 


E VALVE-AIR PRESSURE RELIEF, CONTAINER 


P&WA PART NO. P37145 


.. SCREW (AP) 
.. PACKING 
.. COVER-REUSABLE METAL CONTAINER, ASSY .... 


OF 
USE ONLY ON P4070553 
PARTIAL BREAKDOWN FOLLOWS 
. PIN-TURNLOCK FASTENER STUD 
P&WA PART NO. P4015046 
.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 
. BOX-ENGINE DATA 


.. NUT-PLAIN, HEX, DRILLED 


1.000-8UNC 


P&WA PART NO. P4078969-05 
.. SCREW-CAPTURED 
MAKE FROM MS16995-37, MFD BY 96906 
.. TAB-RETAINING 


... RING-STORAGE 

... COVER ASSY 

.. WASHER-KEYWAY, INLET FAN, MODULE 
.. SUPPORT ASSY-INLET/FAN MODULE 


USE ONLY ON P4070553 


.. SCREW (АР) 
.. WASHER (АР) 
... CLAMP ASSY 


.. WASHER-REDUCED OD 
P&WA PART NO. P4078857 
.... PIN-CLEVIS 
.... REST-CLAMPING 
.... RETAINER-KNOB 
.... SCREW (АР) 
.. WASHER-FLAT (AP) 


P&WA PART NO. P4078856 
. STUD-THREADED 


.... SPRING-COMPRESSION 


P&WA PART NO. P4078855 


2222225222 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


AN960-C816 
5612-159-062 
MS24665-370 
MS9358-14 
P4078862 
P4078861 
P4078864 
P4078879 
MS17830-5C 
AN960-C516 
MS16995-68 
P4078853-01 


MS16555-46 
P50364 


P38161 
C538-188F2 
MS51922-33 
P48686 
P4078850 
P4078939 
MS16555-641 
P4078849 
P48683 
MS20913-6S 
P4070553-02 
34R01-1-1AA 
9SP-100-R6-13 
MS9318-220 
P4078921 
P4070546 
MS3367-5-9 
P10547 
P31100 


P4070544 
P10163 


CD-6 


M-320 


CD-4 


M-312 


DESCRIPTION 


.... WASHER-FLAT 
. WASHER-FLAT 
P&WA PART NO. P4078927 


.... WASHER-SPHERICAL 

.... STUD-THREADED 

.... STRAP-CLAMPING 

... SUPPORT-CLAMP 

... NUT (AP) 

… WASHER-FLAT (AP) 

... SCREW (АР) 

.. SUPPORT-INLET/FAN, ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 

… PIN 


USE ONLY ON P4078842 
.. PACKING-PREFORMED 
51.094 ID X 0.500 IN. THK 
.. MOUNT-RESILIENT, INLET/FAN 
P8WA PART NO. P4070589 
REPLACES P48685 
.. NUT (AP) 


USE ONLV ON P4078842 
.. SPACER-FAN MODULE 
USE ONLV ON P4078842 


.. BASE-REUSABLE METAL CONTAINER, ASSY OF .. 


USE ONLY ON P4070553 
PARTIAL BREAKDOWN FOLLOWS 


... RECEPTACLE-TURNLOCK FASTENER, BASE 


P&WA PART NO. P4015045 
... RIVET-SOLID, COUNTERSUNK 


0.188 DIA X 0.812 GRIP LENGTH (AP) 


P8WA PART NO. P52086 
... RIVET (AP) 


. PACKAGING PARTS-CONSUMABLE, INLET/FAN .... 


MODULE 
.. COVER-PLASTIC 


0.485 

.. PLUG-PROTECTIVE 
0.500 

.. COVER-PLASTIC 

.. CAP-PROTECTIVE 
1.000-18 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.5625-18UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-04 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.5625-18UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-04 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


P&WA PART NO. P4021568-01 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


P&WA PART NO. P4021568-01 


T.O. 2J-F100-54 


UNITS| USABLE 


PER 
ASSY 


= وع‎ DO RK ек еа на må å 


ON 
CODE 


Change 19 


JU D DIX VU UD DU Баз VU D D UN VU Биз Биз D Баз Биз Баз Баз D Баз Баз Баз Биз D UN Баз VU DU Баз Баз LU 


2-506 


T.O. 2J-F100-54 


FIGURE 
& INDEX PART 


NUMBER NUMBER 


P12761 
CD-10 


M-330 


P12771 


PD-40 


807 


PD-60 


809 


CD-8 


M-328 


P8320 
83280 
P4078911 


P4078936 


MS16995-38 
MS35338-138 
MS15795-842 
P4078905 


P4078935 


MS16995-38 
MS35338-138 
MS15795-842 
P4078904-03 


P4078934-03 
MS16995-38 
MS35338-138 
MS15795-842 
P4078904-01 
P4078934-01 
MS16995-38 
MS35338-138 
MS15795-842 
P4078904-02 
P4078934-02 
P4330474 


MS51576-16 
AN960-C416 


Change 19 


UNITS | USABLE 
PER 
DESCRIPTION ASSY 


.. PLUG-PROTECTIVE 


0.435 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.875-14UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-03 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.875-14UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-03 


.. CLOSURE-SHIPPING 


1.105 OD X 0.919 IN. ID 


.. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 


0.4375-20UNJF-3A X 0.850 IN. LONG 
P&WA PART NO. P4021572-01 


.. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 


0.4375-20UNJF-3A X 0.850 IN. LONG 
P&WA PART NO. P4021572-01 


.. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 


0.5625-18UNF-3A X 0.820 IN. LONG 
P&WA PART NO. P4021572-02 


.. PLUG-PROTECTIVE, DUST AND MOISTURE SEAL. 


0.5625-18UNF-3A X 0.820 IN. LONG 
P&WA PART NO. P4021572-02 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.750-16UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-02 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


0.750-16UNF-3B X 0.510 IN. DEEP 
P&WA PART NO. P4021568-02 


.. DESICCANT-16 UNIT, BAGGED 
.. SEAL-LEAD, 2 HOLE 
.. RING-ADAPTER 


USE ONLY ON P4078842 


.. RING-SPACER 


USE ONLY ON P4078842 


.. SCREW (AP) 

.. LOCKWASHER (АР) 
.. WASHER (АР) 

.. RING-ADAPTER 


USE ONLY ON P4078842 


.. RING-SPACER 


USE ONLY ON P4078842 


.. SCREW (AP) 

.. LOCKWASHER (AP) 
.. WASHER (AP) 

.. RING-ADAPTER 


USE ONLY ON P4078842 


.. RING-SPACER 


USE ONLY ON P4078842 


.. SCREW (AP) 

.. LOCKWASHER (AP) 
.. WASHER (AP) 

.. RING-ADAPTER 


USE ONLY ON P4078842 


.. RING-SPACER 


USE ONLY ON P4078842 


.. SCREW (AP) 

.. LOCKWASHER (AP) 
.. WASHER (AP) 

.. RING-ADAPTER 


USE ONLY ON P4078842 


.. RING-SPACER 


USE ONLY ON P4078842 


.. CLAMP ASSY 


USE ONLY ON P4078842 


ON 
CODE 


JU жее Бие йиз Биз Баз Биз Биз Баз Баз Баз JU Биз Биз ند‎ Баз JU JI 


Т.О. 2J-F100-54 


FIGURE UNITS| USABLE 
& INDEX PART PER ON 
NUMBER NUMBER DESCRIPTION ASSY CODE 


112 - дос P4078854-01 
- 90D CL-4-BK 
P&WA PART NO. P4078856 
- 90E P4078863 … STUD-THREADED 
- 90F MS51971-5 7 
- 90G CL-3-SW … WASHER-SPHERICAL 
P&WA PART NO. P4078862 
- 90H C0720-072-1250S ... SPRING-COMPRESSION 
P&WA PART NO. P4078855 
- 90J AN960-C816 … WASHER-FLAT 
- 90K 5612-159-062 … WASHER-FLAT 
P&WA PART NO. P4078927 
- 90L P4078861 ... STUD-THREADED 
- 90M MS16555-52 5 
- 90N P4078865 … REST-CLAMPING 
- 90P P4078864 … STRAP-CLAMPING 
-91 MS16995-38 .. SCREW (AP) 
- 92 MS35338-138 .. LOCKWASHER (AP) 
- 93 MS15795-842 .. WASHER (АР) 


Change 19 2-507 


T.O. 2J-F100-54 


13260 


FIGURE 113. AUGMENTOR DUCT AND NOZZLE MODULE CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
(SHEET 1 OF 3) 


2-508 


T.O. 2J-F100-54 


FIGURE 113. AUGMENTOR DUCT AND NOZZLE MODULE CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
(SHEET 2 OF 3) 


2-509 


T.O. 2J-F100-54 


FIGURE 113. AUGMENTOR DUCT AND NOZZLE MODULE CONTAINER ASSY AND 
CONSUMABLE PACKAGING PARTS 
(SHEET 3 OF 3) 


2-510 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


NO NUMBER 


P49735 
P52715 


P53370 


34S02-1-1AA 
34S01-3-1AA 


P49738 
FE200170A 


MS35650-3312 
MS35338-45 
P50854 


MS90725-115 
MS35338-48 
MS51967-14 
P49001 


MS90726-35 
MS35338-45 
P48998 


MS90726-35 
MS35338-45 
MS51967-14 
P48997 
MS51922-37 
P49814 
MS51922-37 
J-5682-158 


MS51922-37 
TA346-P50844 


TA446-P47412 


MS20913-1S 
TA330-25-10-R 


P49212 
MS51967-8 
MS35338-46 
MS90725-60 
MS29561-437 
MS20913-6S 
P53371 


34R01-1-1AA 


DESCRIPTION 


AUGMENTOR DUCT AND NOZZLE MODULE 
CONTAINER ASSY AND CONSUMABLE 
PACKAGING PARTS 
SEE FIG. 1-23 FOR NHA 

. CONTAINER ASSY-AUGMENTOR DUCT AND 
NOZZLE MODULE 

.. PLATE-IDENTIFICATION, SPARE PARTS 

SHIPPING CONTAINER 
.. CONTAINER HALF ASSY-METAL, REUSABLE, 
UPPER 
PARTIAL BREAKDOWN FOLLOWS 
. PIN-TURNLOCK FASTENER STUD 
P&WA PART NO. P4015046 
.. STUD-TURNLOCK FASTENER 
P&WA PART NO. P48690 
.. PACKING-PREFORMED, REUSABLE CONTAINER .. 
.. STRAP-AUGMENTOR 
P&WA PART NO. P52794 

.. NUT (AP) 

.. WASHER (AP) 

.. SUPPORT-AUGMENTOR DUCT AND NOZZLE, 

REAR 
.. SCREW (AP) 


.. PLATE-POSITIONING, AUGMENTOR DUCT AND 
NOZZLE 

.. SCREW (AP) 

.. WASHER (AP) 

.. SUPPORT-AUGMENTOR DUCT AND NOZZLE, 
FRONT 

.. SCREW (AP) 

.. WASHER (AP) 

.. NUT (AP) 

.. RAIL-AUGMENTOR, DUCT AND NOZZLE, RIGHT... 

.. NUT (AP) 

.. RAIL-AUGMENTOR, DUCT AND NOZZLE, LEFT .... 


P&WA PART NO. P48995 
.. NUT (AP) 
.. INDICATOR-HUMIDITV, PLUG 
P&WA PART NO. P50844 
.. WINDOW-OBSERVATION 
P&WA PART NO. P47412 


.. VALVE-AIR PRESSURE RELIEF, CONTAINER 
P&WA PART NO. P37145 

.. COVER-ROTOR AND STATOR CONTAINER 

.. NUT (AP) 

.. WASHER (AP) 

.. SCREW (AP) 

.. PACKING 


.. CONTAINER HALF-METAL, REUSABLE, LOWER, .. 
ASSY OF 
PARTIAL BREAKDOWN FOLLOWS 
... RECEPTACLE-TURNLOCK FASTENER, BASE 
P&WA PART NO. P4015045 


T.O. 2J-F100-54 


UNITS| USABLE 


PER 


ASSY 


NAAA 


іа» 
BD-D-RRR ADO 


a 


ON 
CODE 


2-511 


T.O. 2J-F100-54 


FIGURE UNITS, USABLE 
& INDEX PART PER ON 


NUMBER NUMBER DESCRIPTION ASSY CODE 


9SP-100-R6-11 ... RIVET-BLIND, COUNTERSUNK 
0.188 DIA X 0.688 IN. GRIP LENGTH (AP) 
P&WA PART NO. P4030568 
... RIVET-BLIND, COUNTERSUNK 
0.190 DIA X 0.750 IN. GRIP LENGTH (AP) 
MS9318-220 ... RIVET (AP) 
P47431 … BOX-ENGINE DATA 


P4021592 . PACKAGING PARTS-CONSUMABLE, AUGMENTOR . 


NAS1399C6A12 


2-512 


P53362 
P12780 
P11882 
2651545 


MS51957-49 
CD-4 


M-312 


P8320 
83280 


Change 10 


MODULE 


.. COVER-AUGMENTOR AND NOZZLE 
.. CLOSURE-SHIPPING 

.. CAP-SHIPPING CLOSURES 

.. COVER-PROTECTIVE 


P&WA PART NO. P4021567 


.. SCREW (AP) 
.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


P&WA PART NO. P4021568-01 


.. CAP-PROTECTIVE, DUST AND MOISTURE SEAL .. 


P&WA PART NO. P4021568-01 


.. DESICCANT-16 UNIT, BAGGED 
.. SEAL-LEAD, 2 HOLE 


T.O. 2J-F100-54 


FIGURE 114. DIGITAL ELECTRONIC ENGINE CONTROL CONTAINER 


(2-513 Blank)/2-514 Change 26 


эээ? 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


T791873 


69253-4 
T791867-1 
T791838-1 
T791838-10 
T791838-20 
T791838-30 
T791838-40 
P4021649 
P6617 


P6616 
P10595 
P31106 


P12776 
P6626 


T.O. 2J-F100-54 


UNITS | USABLE 
PER ON 
DESCRIPTION ASSY CODE 


DIGITAL ELECTRONIC ENGINE CONTROL 
CONTAINER 
CASE-ASSY OF, TRANSIT, DEEC 
P&W PART NO. P4021623 
SEE FIG. 1-24 FOR NHA 


. PLATE-IDENTIFICATION 
. CASE-TRANSIT, DEEC 
. CUSHION-ASSY OF, TRANSIT CASE, DEEC 


‘PACKAGING PARTS-CONSUMABLE, DEEC 
. PLUG-SHIPPING 


0.4375-20 


. PLUG-CLOSURE 


0.500-20-3B 


. CAP-SHIPPING 


1.500-16 


. PLUG-PROTRUDING, DUST AND MOISTURE SEAL . 
. CAP-PLUG, PROTECTIVE 
. PLUG-SHIPPING 


0.5625-18 


Change 26 2-515/(2-516 Blank) 


T.O. 2J-F100-54 


SECTION III 
NUMERICAL INDEX 


FIGURE FIGURE 
PART 8 INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


1134000-3 108A -4 
111A -13 
1134700 108A -3 
111A -12 
1134701 108A -44 
11356-00 63 - 102 
069000186 11357-00 63 - 102 
0855GA 113699 68 -6 
0944 68 - 10 
0945 68 - 14 
100168-168 113700 68 - 7 
68 - 11 
100553-498 68 - 15 
104753 11409 79 - 14 
110122-3 11511-00LOW 84 - 12 
110553-031 11688 34 - 13 
110553-308 11891-00 68 -2 
110553-476 11892-00 67 - 93 
110553-500 1242001-1 32 - 25 
110553-504 1242002-1 20 - 34 
110553-506 1242003-1 20 - 35 
110553-508 1242004-1 23-9 
110553-512 1242005-1 23-8 
110553-516 1242006-1 49-17 
110553-522 1242007-1 31-27 
110553-524 1242009-1 45-5 
110553-528 1242010-1 18-16 
110553-540 1242014-1 15 - 72 
110553-542 1242014-2 24-1 
110553-544 1242014-3 49-1 
110553-620 1242014-4 21-18 
110553-662 1242014-5 24-2 
111167-012 1242018-1 47-12 
111167-018 124511 71-51 
78 - 53 
95 - 11 
95 - 39 
96 - 8 
96 - 32 
124512 95 - 62 
124514-014 80 -2 
80 - 12 
80 - 19 
12617 11-25 
11-33 
111554 11-41 
11 - 49 
11 - 26 
OP 1115641 11 - 34 
ОР 11 - 42 
111724 11 - 50 


0003-0017 
0003-0018 
00855-1500-0001 
00855-1502-0001 
034130 


OO II H II 


Change 26 3-1 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


149383-1009 
149383-1011 
149383-1013 198900 
198901 
198902 
198903 
198904 
198905 
149383-1017 198906 

1B2368 


149383-1015 


+ — A فی‎ — PB © оо 
O1 © ON 


149383-1019 2060110 


149383-1023 
2068444 
149383-1025 


149383-2009 2072839 
149383-2011 
2072968 


149383-2013 2084693 
2091029 
2099409 

149383-2015 2104327 
2108637 
2116034 

149383-2017 2120200 
2123848 
2146188 

149383-2019 
2146277 

149383-2023 2146287 
2146417 

149383-2025 2147887 
2147888 

14J02-40A 2147889 

151611 2147967 

151616 

152878 

156010 2150048 

156776 

156780 2152845 

156784 2156866 

156858 

171752 2159117 


< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
< 
O 


2161910 


2161928 


1723A64 

17335 2161929 
17337 

17338 

17351 217117-1 
175682 217117-2 
18-1935 217117-3 
18-1937 217117-4 
1814 217117-5 


3-2 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


217137 

217139 2651925 
217325 2663787-004 
217380 

217408-1 

2181046 2663787-006 
2184930 2663848 


2663863 
22182-0327 

2664763 
226590 2666107 
22876-2162 2666420 
22876-2190 2666423 
22881-1034 2666425 

2666429 
22881-1042 2666431 

2666850-10 


uo H H Hn m H H 
- må må am må 2200 со 


№ 


22896-3151 
23191 2666850-11 


23556-2508 
23705 2666850-113 


2666850-114 


2666850-12 


2638218 


2638219 2666850-132 
2666850-134 


2642752 


2642753 

2666850-136 
2642754 

2666850-140 
2643993 
2646514 2666850-145 


2646526 2666850-22 
2646556 2666850-23 
2666850-27 
2648982 
2648983 2666889 
2649313 2667590 
2667765 
2649314 
2667998-15 
2649812 2667998-17 
2649820 2667998-26 


2651545 2667999-8 


Change 26 3-3 


T.O. 2J-F100-54 


3-4 


PART 
NUMBER 


2669873 


2670032 
2670036 
2670053 
2670128 
2670426-15 
2670868 
2670890-10 


2670890-5 


2670890-8 
2670980-20 


2671270 
2671274 
2671708 


2672058 
2672298 


2672301 
2672571 


2673931 
2675244 
2676714 


2678089 
2678723 


2684928 
2703-200 
2710-200MB 
2718129 


2718183 


2718230 
2718247 


277398 
29812-0201 
310634 
3186-44 
32322-7010 
32323-1002 
32323-1003 
325117 
32558-5007 
327455 
329205 
339519 
344137 
34831-1613 
34R01-1-1AA 


Change 26 


FIGURE 
8 INDEX 
NUMBER 


AN oi i NIND =. 


PART 
NUMBER 


34501-2-18А 
34501-3-1АА 


34502-1-1АА 


351000ҮЛ 
351001A 
351002A 
351003A 
351005A 


351006A 
351007A 
351015A 


351027A 
351035A 
351044A 
352194 


354581 
3551014-02 


3567762-3002 
3591-3CNX.285 
3591-3TN-0380 
3591-3TN0285 
360193 


360583 
360715 


37536-1351 
379530 


4000606 
4000609 
4000610 
4000915 
4001006 
4001221 
4001273 
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FIGURE 
8 INDEX 
NUMBER 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4001274 
4001275 4002454P15 
4001276 
4001277 4002454P20 
4001278 
4001280 4002454P25 
4001282 
4001285 4002513 
4001286 4002706 
4001290 4002707 
4001294 4002710 
4001296 4002711 
4001297 4002712 
4001299 4002713 
4001518 4002716 
4001528 4002718 
4001529 4002719 
4001532 4002720 
4001619 
4002724 
4002725 
4001624 4002729 
4002737 
4002824 
4001629 4002867 
4002886 
4001629P10 


4001629P15 
4001629P20 
4001629P25 


4001642 
4001642P05 4003624 
4001642P10 4003686 
4001642P15 4003694 
4001681 4003695 
4001684 4004056 
4001793 4004057 
4004058 
4001794 4004060 
4004200 
4001799 4004816 
4001857 
4001860 4004913 
4001862 4005227 
4001863 4006262 
4001865 4006266 
4001874 4006311 
4001878 4006660 
4001879 4006661 
4001882 4006717 
4001883 4007021 
4001884 4007054 
4001885 4007085 
4001886 4007117 
4001891 4007133 
4001894 4007568 
4002452 4008581 
4002454 4009527 


го 
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4002454P10 4009663 


Change 26 3-5 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


OP 4009751 4015774 
OP 4009752 4016238 
4009810 4016239 
4016241 

4016296 

4016562 


4010079 
4010237 
4010238 
4010239 
4010240 
4010241 
4010242 
4010246 
4010496 
4010497 
4010519 
4010520 
4010797 
4011105 
4011110 
4011121 4018156 
4011122 4018334 
4011139 4018338 
4011410 4018374 
4011411 4018381 
4011412 4018382 
4011887 4018387 
4011891 4018466 
4012006 


4016565 


4016599 
4016649 
4016861 
4016910 


N 
о 


4016982 
4017861 
4017949 
4018063 
4018067 


оло 8 må må да да да һ 
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1 
1 
1 
2 
1 


a 


4018467 


= À 


4012272 
4012468 4018610 
4012495 4018614 
4012501 4018949 
4013069 
4014692 4019254 
4014692CL1 402004 
4014692CL2 4020052 
4014692CL3 4020052P12 
4014692CL4 4020052P3 
4014693 4020052P6 
4014693CL1 4020052P9 
4014693CL2 4020056 
4014693CL3 4020056P12 
4014693CL4 4020056P3 
4014693CL5 4020056P6 
4014749 4020056P9 
4020057 
4020057P12 
4020057P3 
4020057P6 
4014754 4020057P9 
4014755 4020265 
4014756 4020637 


4014757 4020638 


4014758 4020640 
4014767 
4014768 
4015507 
4015508 4020643 


3-6 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4020643 
4020644 


4020685 
4020727 
4020969 
4021692 
4021784 
4021812 


4022079 
4022091 
4022183 
4022304 
4022340 
4022400 
4022460 
4022667 


ms کے‎ ру 


4022668 
4022669 
4022709 


=p 


4023115 
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Change 26 3-7 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4023115 


4023116 


3-8 Change 26 


PART 
NUMBER 


4023116 


4023117 


4023466 
4023576 
4023577 
4023660 
4023661 
4023734 
4023966 
4023967 
4024164 
4024165 
4024519 
4024675 
4024873 
4025256 
4025382 
4025416 
4025445 
4025446 
4025712 
4026020 
4026020P12 
4026020P3 
4026020P6 
4026020P9 
4026021 
4026021P12 
4026021P3 
4026021P6 
4026021P9 
4026463 
4026464 


FIGURE 
& INDEX 
NUMBER 


a 


a 


T.O. 2J-F100-54 


FIGURE 
PART 8 INDEX 
NUMBER NUMBER 


4026467 
4026550 


4026685 
4026685P12 
4026685P3 
4026685P6 
4026685P9 
4026736 
4026825 
4026826 


4027238 


4027527 
4027527P12 
4027527P3 
4027527P6 
4027527P9 
4027528 
4027528P12 
4027528P3 
4027528P6 
4027528P9 
4027891 
4028045 


4028240 
4028248 


4028827 
4028897 
4028969 
4028970 


4028971 
4028971P12 
4028971P3 
4028971P6 
4028971P9 
4030789 


4030963 
4030964 
4031095 
4031264 
4031513 
4031702 
4031790 
4031904 
4031916 
4032002 
4032003 
4032004 
4032005 
4032006 
4032007 
4032083 


ok mk omk oom на oi INR SS 


4032220 
4032667 


= һо 


Change 26 3-9 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4032669 4036955 
4032933 
4032946 4036990 
4032947 1 4036990P05 
4032948 4036990P10 
4036990P15 
4032949 4036990P20 
4033002 4036990P25 
4033174 4036993 
4033283 
4033284 4036994 
4033286 
4033406 4036995 
4033408 4037194 
4033409 4037404 
4033743 4037897 
4037945 
4033951 4038010 
4033977 
4034066 4038430 
4034224 
4034519 4038431 
4034529 


0000004 


4038480 
4034561 4038606 
4034641 4038728 
4034930 4038769 

4038802 

4039153 
4034933 
4035386 

4039156 
4035387 
4035597 4039184 
4035859 4039906 
4035860 4039917 

4039918 
4035878 4039946 
4035882 

4039949 

4039976 


4035883 4040112 
4040236 
4040237 
4040242 
4035886 4040245 
4040649 
4035894 4042076 
4042095 
4035897 4042096 
4035921 4042098 
4036085 4042344 


4036095 


4036398 
4036399 
4036467 
4036469 
4036610 
4036617 
4036723 
4036748 


4042812 
4042849 
4044108 
4044147 
4044206 
4044388 
4044389 


QN — Q — — + BN 
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3-10 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4044389 4050564 
4044390 4052098 
4052460 


4044391 4053556 
4044392 4053557 
4044393 4053767 
4044394 4053840 
4044395 4053883 
4044745 4053893 
4045021 4053915 
4045089 4053916 
4045421 4053917 
4045639- 4053945 
4045695 1 4053946 
4046357 4053992 
4046362 3 4054021 
4046363 


N= — © № 


RS CE 


4054080 
4054085-01 
4054085-03 
4054087 
4054089 
4054210 
4054347 
4054537 
4046367 4054588 
4055045 
4055105-01 
4055310 
4055953 
4056098 
4056149 
4056259 
4056270 
4056321 
4056934 
4046420 4057120 
4046559 4057221 
4046560 4057330 
4046561 4057332 
4046808 4057335 
4046824 4057336 
4046906 4057337 
4046907 4057374 
4046908 4057397 
4047095 4057398 
4047096 4057416 
4047343 4057425 
4047344 4057440 
4047849 4057517-01 
4047890 4057681 
4048593 4057689 
4048887 4057748 
4048929 4057774 
4048999 4057788 
4049242 4057828 
4049243 4058006 
4049244 4058013 
4049245 
4050103 4058058 
4050490 4058231 
4050491 4058515 
4050494 4058670 


2 
1 
1 
1 
1 
3 
4 
1 
1 
6 
1 
1 
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Change 26 3-11 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4058688 
4058696 4060870 
4058991 
4059017 4060885 
4059195 4060966 
4059198 4060982 
4060998 
4059297 4061007 
4059298 4061076 
4059299 4061079 
4059349 4061080 
4059355 4061081 
4059356 4061082 
4059417 4061084 
4059491 4061085 
4059492 4061086 
- 4061087 
4059496 4061112 
4059690 4061139 
4059848 4061140 
4059849 4061157 
4059942 4061159 
4059947 4061171 
4061173 
4061180 
4059948 4061214 
4061267 
4061373 
4059949 4061378 
4061499 
4061533 
4059985 - 4061534 
4059992 I 4061535 
4060113 - 4061536 
4060146 
4060165 - 4061549 
4060166 4061621 
4061622 
4061632 
4061638 
4061726 
4061748 
4061774 


4060167 
4060168 
4060186 
4060218 
4060313 
4060316 
4060449 
4060474-01 
4060477 
4060478 
4060492 
4060555 
4060564 
4060565 
4060566 
4060568-01 
4060574 
4060627 
4060689 
4060764 
4060785 
4060815 


го 
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4061870 
4061871 
4061880 
4061881 
4061887 
4061889 
4062009 
4062030 
4062056 
4062062 
4062286 


4060816 


4062289 


3-12 Сһапде 26 


PART 
NUMBER 


4062289 


4062295 
4062296 
4062297 
4062338 


4062339 


4062340 
4062432 
4062463 


4062489 


4062497 


4062498 


4062511 
4062514 


4062531 


4062533 


FIGURE 
& INDEX 
NUMBER 


T.O. 2J-F100-54 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


4062651 


4062665 
4062666 
4062667 
4062668 
4062669 
4062671 
4062707 
4062708 
4062738 
4062739 
4062773 
4063375 
4063376-01 
4063377 
4063522 


Lid mis cu eg er Av CU KC 


4063571 
4063729 


4063750 


4063875 
4063876 
4063884 
4063974 


4064002 
4064153 
4064154 
4064155 
4064156 
4064162 
4064163 
4064164 
4064167 
4064226 
4064229 
4064230 
4064232 
4064233 
4064234 
4064238 
4064308 
4064311 
4064312 
406436 
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4064470 
4064471 
4064496 
4064497 
4064498 
4064559 
4064854 
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Change 26 


3-13 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4065092 4066231 
4065137 4066232 
4065138 4066275 
4065139 4066397 
4065366 4066398 
4065369 
4065385 
4065386 4066423 
4065416 4066509 
4065417 1 4066513 
4065512 4066527 
4065513 4066638 
4065518 4066639 
4065578 4066640 
4066687-01 
4066724-700 
4066762 
4066763 
4066764 
4066802 
4066803 
4065580 4066807 
4066808 
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4066809 
4066810 
4066811 
4066812 
4065596 4066813 
4065652 
4065756 
4065871 4066814 


4065894 4066815 

4065913 

4065914 

4065915 4066816 

4065916 4066817 

4065917 4066824 

4066025 4066827 

4066036 

4066158 4066830 
4066831 

4066159 4066832 


4066171 


4066833 
4066172 


4066226 4066838 
4066841 


4066847 


4066848 


4066849 
4066857 


3-14 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4066857 
OP 4066860 4068009 
4068010 
4068080 
4068118 
4068119 
4068182 
4068183 


№ 


4068215 


т 


4068404 
4068407 
4068423 
4068431 
4068434 
4068474 
4068638 
4066861 4068639 
4068700 


ют 
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4068714-704 


4068714-705 


4068716-723 


4066871 
4066885 4068716-733 
4066899 


4067003 4068716-734 


4067086 
4067110 4068716-735 
4067144 
4067145 
4067146 4068716-736 
4067176 
4067178 
4067180 4068716-737 
4067181 
4067182 
4067183 4068716-738 
4067185 
4067518 
4067808 4068716-739 
4067837 
4067838 
4067896 4068716-740 
4067915 
4067921 

4068716-748 
4067922 


Change 26 3-15 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4068716-748 
4068716-748 4068716-807 
4068716-751 


4068716-808 
4068716-752 


4068716-809 
4068716-753 


4068716-810 
4068716-754 


4068716-811 
4068716-755 


4068716-812 
4068716-756 


4068716-813 
4068716-757 


4068716-814 
4068716-758 


4068716-815 
4068716-759 


4068716-816 
4068716-795 


4068716-817 
4068716-796 


4068716-818 
4068716-797 


4068716-819 
4068716-798 


4068716-820 
4068716-799 


4068716-821 
4068716-800 


4068716-822 


4068716-801 


4068716-823 
4068716-802 


4068716-824 
4068716-803 


4068716-825 
4068716-804 


4068716-826 
4068716-805 


4068716-827 
4068716-806 


3-16 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4068716-828 


4068716-867 
4068716-829 


4068716-868 
4068716-830 


4068716-869 
4068716-831 


4068716-870 
4068716-832 


4068716-871 
4068716-850 


4068716-872 
4068716-851 


4068716-873 
4068716-852 


4068716-874 
4068716-853 


4068716-875 
4068716-854 


4068716-876 
4068716-855 


4068716-877 
4068716-856 


4068716-878 
4068716-857 


4068716-879 
4068716-858 


4068716-880 
4068716-859 


4068716-881 
4068716-860 


4068716-882 


4068716-861 


4068716-883 
4068716-862 


4068716-884 
4068716-863 


4068716-885 
4068716-864 


4068716-886 
4068716-865 


4068716-888 
4068716-866 


Change 26 3-17 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4068716-888 4068998 
4068716-888 4068999 
4068717-700 4069002 
4069003 
4069047 
4068717-701 
4069088 
4069092 
4068717-702 4069093 
4069094 
4068717-703 4069129 


4068721-803 4069146 
4069147 
4069148 
4068721-804 4069149 
4069160 
4069167 
4068722-801 4069169 
4069174 
4069175 
4069178 
4068722-803 4069179 
4069229 
4069241-01 
4069243 
4068722-806 4069279 
4069280 
4069284 


4068722-807 4069286 
4069321 
4069333 
4069335 
4068722-810 4069336 
4069338 


4069346 
4068722-811 4069349 
4069355 
4069371 
4069391 
4068722-812 4069402 


4068724-800 


4069403-01 
4069405 
4068725-800 4069406 
4069408 
4069409 
4068800 4069410 
4069414 


4069429 
4069430 
4069432 
4069433 
4069437-01 
4069441 
4068824-800 4069452 
4069456 
4069460 
4068967 4069469 
4068968 4069471 


TI TI TT TI TI TI 
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3-18 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PW 4069472 4069915 
4069473 4069918 
4069474 4069922 
4069475 4069949 
4069476 4069975 
4069477 
4069478 4069977-01 

4069978-01 

4069982-01 

4069985 


ao 


4069482 
4069483 
4069485 
4069486 
4069487 
4069488 
4069491 
4069492 
4069496-01 
4069543 
4069545 
4069546 
4069547 
4069548 
4069549 
4069553 
4069554 4070082 
4069555 4070087 
4069557 4070093 


4069990 
4069995 
4069996 
4070004-01 
4070004-02 
4070028 
4070030 
4070033 
4070037 
4070039 
4070040 
4070067 
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4069558 
4069559 
4069562 4070121 
4069563 4070147 
4069570 4070149 
4070169 
4070183 
4070186 


4070107 
4070115-01 
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4069575 
4069578 
4069579 
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4070187 
4070290 
4070292 


4069580 
4069627 
4069628 
4069629 
4069630 
4069632 
4069633 
4069634-01 
4069636 
4069638 
4069671 
4069773 
4069774 
4069778 
4069858 
4069859 
4069865 
4069875 
4069877 
4069879 4070452 
4069880 4070461 
4069895 4070467 
4070469 
4069897-01 4070476 
4069901 4070477 
4069902 4070702 


4070347 


4070354 
4070357 
4070358 
4070419 


ъашара алмаһ 00 


40704190-1 


407041962 
40704196-3 


4070419064 
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Change 26 3-19 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4070741 4071143 
4070742 4071145 
4070743 4071146 
4070771 4071150 
4070793 4071160 
4070801 4071162 
4071164 
4070836-01 4071166 
4070846 4071170 
4070851 4071171 
4070852-01 4071172 
4070852-02 4071176-01 
4070874 4071179-01 
4070897 
4070899 
4070922 4071180-01 
4070947 4071181-01 
4070962 4071182-01 
4070963 4071186-01 
4070970 4071192 
4070977 4071194-01 
4070980-01 4071196 
4070980-04 4071197-01 
4070989 4071212 
4070990 4071214 
4071215-01 
4071216 
4071013 4071217-01 
4071017 4071218 
4071047 
4071047CLA 4071221 
4071047CLB 
4071047CLC 4071223-01 
4071047CLD 4071228-01 
4071047CLE 
4071047CLF 4071232 
4071047CLG 4071233 
4071047CLH 4071234 
4071047CLJ 4071235 
4071047CLK 4071286 
4071047CLL 
4071047CLM 4071287 
4071047CLN 
4071047CLP 4071288 
4071047CLA 
4071047CLR 4071318 
4071047CLS 4071319 
4071047CLT 4071327 
4071080 4071328 
4071081 4071329 
4071082 4071330 
4071083 
4071085 4071334 
4071122 4071345 
4071123 4071353 
4071130 4071383 
4071131 
4071134 
4071138 4071396 
4071400 


т 


D D N N = © Q — — — SN O1 — MI 


4071139 

4071401 
4071141 
4071142 4071404 


3-20 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


OP 4071405 4071644 
PW 4071424 
4071429 4071645 
4071430 
4071453 4071646 
4071459 
4071463-01 4071676 
4071473 4071679-01 
4071474 4071680-01 
4071681-01 
4071682-01 
4071683-01 
4071684-01 
4071507 4071685-01 
4071508 4071686-01 
4071523 4071692-01 
4071524 4071693-01 
4071526 4071714-01 
4071528 4071716 
4071530 4071717 
4071532 4071718 
4071534 4071719 
4071538 4071720 
4071540 4071724 
4071542 
4071543 4071726 
4071550 4071729 
4071730 
4071745 
4071746 
4071551 4071747 
4071748 
4071552 4071749 
4071755 
4071559 4071759 
4071760 
4071761 
4071765 
4071766 


4071502 
4071503 
4071505 


020202000 ہہ 


= 
лмо + + QI D ол 


a 


4071561 


4071768 
4071572 4071772 
4071776 
4071777 
4071581 4071778 
4071582 4071779 
4071583 4071798 


4071799 

4071804 

4071815 
4071584 4071837 
4071839 
4071840 
4071841 
4071842 
4071849 
4071850 
4071897 
4071898-01 
4072100 
4072101 
4072103 
4072104 


4071592 
4071605 
4071615 
4071625-01 
4071626-01 
4071627-01 
4071635 
4071642 


ni ас 


4071643 


nr OY 


Change 26 3-21 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4072105 
4072107 
4072109 
4072112 
4072113 
4072115 
4072120 
4072138-01 
4072139-01 
4072141-01 
4072142 
4072143 
4072144 
4072150-01 
4072164 
4072165 
4072170 
4072178-01 
4072193 
4072195 4072788 
4072197 4072789 
4072231-01 4072790 
4072235 4072791 

4072792 

4072793 
4072296 4072794 
4072297 4072801 
4072298 4072813 
4072329 4072814 
4072338 4072815 
4072341 4072837 
4072348 


4072705-01 
4072706-01 
4072707-01 
4072708 
4072710 
4072712 


A må å Сы 


4072726 
4072742 
4072743 
4072744 
4072745 
4072746 
4072779-01 
4072781-01 
4072786 


ao Boa ہے سے‎ up 


4072787 


ааа. apse mh mk niin ini å -д 


3 
1 
2 
1 
1 
1 
1 
1 
1 
5 
1 
1 
1 


4072838 

4072839 
4072349 

4072840 

4072841 
4072388 4072842 
4072389 
4072398 

4072848 

4072871 
4072404 4072885 
4072405 4072896 

4072898 


4072484 
4072485 
4072533-01 
4072534-01 
4072535-01 
4072535-07 
4072535-08 
4072536 


4072899 


4072926 
4072948 
4072991-01 
4072583 4072991-02 
4072599 4072992 
4072623 4072993 
4073009 
4072682 4073012-01 
4073012-02 
4072703-01 4073026 
4072704-01 4073030 


= 
am со со am ааа (л 
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3-22 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4073094 4073902 
4073980 
4074004 
4074010 
4074012 
4073095 4074013 
4074019 
4073096 4074020 
4073097 4074021 
4074030 


4074041 
4073098 4074050-01 
4074051-01 
4073099 4074052-01 
4074053 
4073123-01 4074057-01 
4073146 4074058 
4073157 4074059-01 
4074060 
4074061 


4073161 4074065 


4074066 
4073403 

4074067 
4073475 


F 


4073476-01 
4073477 
4073478-01 
4073488 
4073489 
4073491 
4073564 
4073565 4074134 
4073566 
4073591 
4073605 4074137 
4073606 4074138 
4073607 4074150 
4073614 4074151 
4074152 
4073616 4074153 


4074131 
4074132 


E 
1 
1 
5 
1 
1 
5 
1 


4074133 


4073618 4074197 


т 


4073628 
4073646 4074198 
4073665 4074199 
4074203 
4073689 4074224 
4073697 
4073869 4074229-01 
4074241 
4073870 4074247-01 
4074248-01 
4073873 4074249-01 
4074326-01 
4073899 4074327-01 
4073900 4074328-01 


— N O = M 


-і-4-41.4ОО---Шш 


Сһапде 26 3-23 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4074397 S 4074776 
4074402 4074777 


4074412-01 
4074414-01 
4074426 


4074778 
4074780 
4074781 
4074782 
4074783 
4074784 
4074785 
4074786 
4074787 
4074789 
4074429 4074821 
4074822 
4074430 4074825 
4074839-01 
4074431 4074839-02 
4074839-03 
4074432 4074839-04 
4074839-05 
4074839-06 
4074433 4074848 


4074427 


4074428 


VON 


D D D D D D = ~ 


4074434 - 4074849 
4074872-01 

4074435 - 4074882 
4075033 

4074436 i 4075034 
4075036-01 


4074437 


4074448 i 4075044 
4074457 
4074470 - 
4074471 4075046 
4074473 - 4075049 
4074491 i 4075102 
4074492 - 4075104-02 
4074493 : 4075105-02 
4074494 - 4075120 
4074496 - 4075124 
4074501 Е 4075125 

i 4075126 
4074520-01 - 4075127 
4074599 - 4075128 
4074624 i 4075129 
4074636 4075136 
4074684-01 ы 4075139 
4074688 - 4075171-01 
4074700-01 - 4075194 
4074709 4075195 
4074715 4075201-01 
4074716 4075214-01 
4074717 4075220 
4074738 4075229 
4074739 4075230 
4074756 4075231 
4074766 4075232 
4074769 4075235 
4074773 4075236 
4074774 4075237 
4074775 4075247 


Ny NY о = Z ра nm на на - © = 


3-24 Change 26 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


4075247 
4075248 
4075254 
4075314 
4075318 
4075324 


4075335 
4075335P10 
4075335P2 
4075335P4 
4075335P6 
4075335P8 
4075338 
4075339 
4075349 
4075382 
4075386 
4075396 
4075400 
4075401 
4075402 
4075403 


4075404 
4075405-01 


4075406-01 
4075410 


4075413-01 


4075420 
4075421 
4075426 


4075427-01 
4075429 


4075433 


4075434 


oe مھ ھ + ھ 6 ان نل‎ о 


aaa 


PART 
NUMBER 


4075435 


4075436 


4075437 


4075438 


4075439 


4075440 


4075445 


4075449 
4075455 
4075458 
4075459 
4075460 


4075466 
4075472 
4075473 
4075481 
4075493 
4075494 
4075499 
4075514 
4075516 
4075518 
4075519 
4075522 
4075534 
4075539 
4075540 
4075541-01 
4075542-01 


T.O. 2J-F100-54 


FIGURE 
8 INDEX 
NUMBER 


Change 26 3-25 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4075542-01 
4075550 
4075562 
4075565 
4075566 
4075567 
4075569 
4075571 


4075611-03 
4075611-04 
4075612-01 
4075612-02 
4075572 4075612-03 
4075612-04 
4075573 


4075574 
4075578 


4075613-01 
4075613-02 


4075579 
4075582 
4075583-01 
4075584 
4075585 
4075586-01 
4075587 
4075588 
4075589-01 
4075590 
4075591 
4075592-01 
4075593 


4075613-03 


4075613-04 


по о о о о о nn o о о 


4075619 
4075633 
4075645 
4075647 
4075657 


4075658 
4075662-01 
4075662-02 
4075596 4075663-01 
4075597 4075663-02 
4075598 4075665 


0 
3 
3 
3 
3 
3 
3 
3 
4 
4 
4 
6 
6 
6 
7 
7 


4075668 
4075669 
4075670 

4075608-01 4075671 
4075672 

4075608-02 

4075608-03 

4075608-04 

4075609-01 4075677 

4075609-02 

4075609-03 

4075609-04 

4075610-01 

4075610-02 

4075610-03 4075678 

4075610-04 4075680 


4075611-01 4075681 


фо o о o o o o o o o o 0 


4075611-02 


3-26 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4075682 4075823 
4075684 4075854 
4075685 
4075855 
4075686 4075867 
4075870-01 
4075687 4075871 
4075872 
4075688 4075873 
4075879 
4075689 4075885 
4075890 
4075690 4075923 


4075691 4075924 
4075692 
4075693 4075930 
4075694 4075931 
4075695 4075933 
4075934 
4075696 4075935 
4075940 
4075697 4075943 
4075945 


Nan 


4075698 


4075946 
4075699 


4075947 
4075711 
4075712 
4075716 4075949 


4075966-01 
4075717 4075972 
4075726-01 4075973 
4075974 
4075729 
4075740 
4075741-01 4075975 
4075749 4075976 
4075753 4075983 


4075754 
4075757 
4075759 
4075761 
4075766 
4075767 
4075768 
4075770 
4075771 
4075782 
4075784 
4075785 
4075799 4076102 
4075805 4076106 
4075819 4076116 
4076124-01 
4075820 4076124-02 
4076125 


со 


4075984 


со 
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4075985 
4075986 
4076046 
4076047 
4076048 
4076049 
4076056 
4076098 


a 


4076101 


a 


4075821 


Change 26 3-27 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4076125 4076469 
4076125 4076473 
4076125-02 4076474 
4076126 4076475-01 


4076475-02 
4076126-02 
4076127 

4076478 

4076482 

4076483 
4076127-02 4076488 
4076156 4076490 
4076201 4076566 
4076206 4076567 
4076227-01 4076700 
4076227-02 4076706 
4076227-03 4076722 
4076242 4076723 
4076725 
4076730 
4076731 
4076754 
4076758 


a 
со 


го 


4076251 
4076272 
4076285 
4076290 
4076292 
4076294 
4076308 
4076309 
4076316-01 
4076317-01 
4076322 
4076323 4076761 


4076759 


го 


4076760 


1 
1 
4 
3 
1 
8 
1 
1 
2 
1 
4 
1 
1 
1 


4076324 


4076383 4076762 
4076385 4076765 


4076386 4076766 


4076770 
4076387 4076771 
4076772 
4076778 
4076388 
4076780 
4076781 
4076389 
4076390 4076782 
4076392 
4076393 4076790- 
4076395 4076791 
4076396 4076792 
4076398 4076793 
4076411 4076797 
4076418 4076798 
4076423 4076799 
4076425 4076817 
4076428 4076826-01 
4076458 
4076459 
4076467 4076826-02 


3-28 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4076826-02 
4076826-02 


4076827 4077077-03 


4076828 4077077-04 


4076829 4077078-01 


a 


4076830 
4076853-01 
4076854-01 
4076855-01 
4076856-01 
4076857-01 
4076858-01 
4076924 
4076952 


4077078-02 


4077078-03 


4077078-04 


о — — — — — ОО 


сл 


4077078-05 


4077079-01 


4076954 
4076956 
4076957 
4076965-01 
4076972 
4077008 
4077009 
4077010 
4077011-01 


4077079-02 


4077079-03 


4077081-01 


4077081-03 


4077012-01 
4077081-17 


4077024 4077081-18 
4077027 

4077081-19 
4077047 4077081-20 
4077048 4077081-23 


4077049 4077081-24 


09 ФФ @ 00 @ 


4077051 4077081-26 
4077052 

4077054 4077082 
4077055 4077084 
4077056 4077085 
4077060 

4077074 4077086 


4077092 
4077075006 4077094 
4077077-01 4077095 
4077096 
4077107 
4077077-02 4077108 


79 


Сһапде 26 3-29 


T.O. 2J-F100-54 


FIGURE 
PART 8 INDEX 
NUMBER NUMBER 


4077114 
4077151 
4077170 
4077211 
4077215 


4077216 


4077219 


4077222 
4077223 
4077227 
4077228 
4077232 


4077233 
4077235 


4077236-01 
4077238 
4077240 
4077242 
4077243 
4077245-01 
4077246 
4077247 
4077250 
4077256-01 
4077263 
4077264 
4077265 
4077266 


4077267 


4077269 
4077275 
4077276 


4077287-01 


4077288-01 


4077289-01 


4077294 
4077295 


4077296 
4077297 


3-30 Change 26 


== 0 


222202 MN) № 


o o о o o o o o 


PART 
NUMBER 


4077303 
4077307 
4077314-01 
4077315-01 
4077316-01 
4077319 
4077320 
4077341 


4077342 
4077343 


4077345 
4077351 
4077354 
4077357 
4077358 
4077360 
4077369-01 
4077370-01 
4077373 
4077376-01 
4077377-01 
4077391 
4077392 
4077393 
4077398 
4077403 
4077410 
4077414 
4077422 
4077423 
4077433-01 


4077434-01 


4077434-02 


4077443 
4077452 


4077473 

4077508-01 
4077508-02 
4077508-03 
4077508-04 
4077509-01 
4077509-02 
4077509-03 
4077509-04 


4077510-01 


FIGURE 
& INDEX 
NUMBER 


1 
1 
1 
1 
1 
1 
1 
3 
2 
1 
2 
1 
1 
1 
4 
1 


a 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4077510-01 
4077510-02 


4077510-03 4077801-01 
4077819 
4077510-04 4077820 


4077511-01 
4077821 
4077511-02 4077824 
4077837 
4077511-03 4077838 
4077839 
4077511-04 4077875 
4077876 
4077512-01 4077877-01 


4077512-02 
4077512-03 
4077512-04 4077877-02 
4077513-01 4077878-01 
4077513-02 
4077513-03 4077878-02 


4077513-04 
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4077524D07 
4077533 
4077582 


4077878-03 


4077879-01 


4077612 
4077614 
4077615 
4077646-01 
4077646-02 
4077647 
4077670 


4077880-01 
4077880-02 
4077880-03 
4077880-04 


о o о о о о o o 2 o 2 2 o o o о 


4077671 4077902 
4077675 4077908-01 
4077676 4077910 
4077680 


4077912 
4077681 4077913 
4077682 4077920-01 

4077920-02 
4077683 4077920-03 
4077687 4077920-04 
4077688 4077943 
4077723 4077947 
4077733 4077954 
4077734 4077964 

4077965-01 


a 
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Change 26 3-31 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


ОР 4077968-01 
4077973 4078515 


4078173 4078516 
4078194 
4078195-01 4078517 
4078196-01 4078518 
4078223 
4078225 
4078226 4078519 
4078237 4078520 
4078245 


4078521 
4078246 
4078247 4078522 
4078248 


4078523 
4078257 4078524 
4078525 
4078268 
4078299 4078526 
4078304 4078527 
4078305 
4078317-01 
4078323 4078528 
4078345 
4078346 4078547 
4078348-01 4078548 


т 


4078348-02 

4078549 
4078348-03 4079002 
4078355 2 4079003 
4078357 4079017 
4078363 4079019 
4078389 4079028 
4078396 4079029 
4078407 4079041 
4079054-01 
4079054-02 
4079054-03 
4079054-04 
4079054-05 
4079054-06 
4079066-01 


a 
NNN ھا‎ — — ~ Mm 


an 
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т 
D 


4078408 
4078409 
4078411 
4078415 
4078426-01 
4078426-02 
4078432 4079068-01 
4078450 4079069-01 
4078474 4079070-01 
4079071-01 
4079087-01 


D — — — DD D + D 
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4078475 
4078484-01 
4078484-02 
4078485 


о © — № 


4079087-02 


4079087-03 
4078507 


4079087-04 


4078514 
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3-32 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4079088-01 
4079213 
4079214-01 
4079088-02 
4079215 


4079088-03 4079257 
4079267 


4079088-04 4079268 


4079269 
4079088-05 4079278 

4079279 

4079286 
4079089-01 4079287-01 


4079089-02 4079297 
4079298 
4079308-01 

4079089-03 

4079308-02 


4079117 
4079134 


4079308-03 
4079308-04 


4079309-01 
4079137 

4079144 

4079160-01 
4079161-01 
4079162-01 
4079163-01 
4079164-01 
4079165-01 
4079166-01 
4079167-01 
4079168-01 
4079169-01 
4079170 


4079309-02 
4079309-03 
4079309-04 
4079310-01 
4079310-02 
4079310-03 
4079310-04 


о o о o o o o o o o o о 


4079171 4079320 
4079321 
4079322 
4079173 4079323 
4079324 
4079327 
4079186 4079330 
4079331 
4079192 4079332 
4079349-01 


ar 
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4079207-01 
4079356 
4079208-01 4079366 
4079367 
4079209-01 4079368 
4079210 4079369 
4079211 4079370-01 
4079371-01 
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4079212 


Change 26 3-33 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4079372-01 PAFDD [ОР 4079556 
4079595-07 
4079373 
4079375 
4079595-08 


4079380-01 
4079381-01 4079595-09 


4079404 
4079595-10 


4079405 
4079598-06 


4079406 
4079598-07 
4079411-01 


4079411-02 4079598-09 
4079411-03 
4079411-04 4079598-11 


4079412-01 4079600 
4079610 
4079412-02 4079616 
4079617 
4079412-03 4079618 
4079621 
4079412-04 4079623 
4079640-01 
4079413-01 
4079689 
4079413-02 4079696 
4079707 
4079413-03 
4079736 
4079413-04 4079745 
4079768 
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4079419 


4079769-01 
4079426 4079771 
4079430 
4079431 
4079434 4079772-01 
4079445 4079778 
4079446 
4079456 
4079474 


4079502 
4079506 4079798 
4079525 4079812-01 
4079526 4079830 
4079527 4079831 
4079528 
4079534 
4079535 

4079842 
4079536 

4079849 


3-34 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4079857 4080030-02 
4079858-01 1 4080030-03 
4079894 4080030-04 
4080043 
4079895 4080062-01 
4079896 4080063 
4079898 4080064 
4079899 4080080 
4079906 4080082 
4080083 
4080084-01 


ok ok даа A. Дъ 


4079912-01 
4079920 

4080084-02 
4079921 


4079922 4080084-03 
4079923 
4079926 

4080084-04 
4079927 
4079928 
4079932 4080084-05 


4079937 

4079938-01 4080084-06 
4079939-01 

4079940-01 

4079941-01 4080084-08 
4079942 


S 


n 


4079943 4080086-01 
4079944 4080101-01 
4079945 
4079946 
4079947 4080102-01 
4080111 
4080123 
4080124 
4079948 4080125 
4080126 
4079949 - 4080134 
4079950 4080135 
4079951 4080136 
4079961-01 4080141 
4079964 4080156 
4079968 4080167 
4079969 
4079979 
4079981 4080176-01 
4079982 4080177-01 
4080000 4080179-01 
4080005 
4080006 


4080171 


4080180-01 
4080007 4080181-01 

4080185 
4080008 

4080201 


4080012-01 : 4080202 
4080018 

4080019 - 4080256 
4080030-01 I 4080291-01 


Change 26 3-35 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4080299 


4080429 
4080430-01 
4080301 4080430-02 
4080302-01 4080457 
4080472 
4080477 
4080302-02 4080478 
4080479 
4080480 
4080302-04 4080483 


т 


4080315-01 
4080320 


4080487-01 
4080487-02 
4080325 4080487-03 
4080335 4080487-04 
4080342 4080497-01 
4080497-02 
4080497-03 
4080343 4080497-04 
4080344 4080503 
4080346 
4080347 4080512 
4080348 4080513 
4080349 4080514 
4080350 4080526 
4080351 4080527 
4080352 4080545-01 
4080353 
4080354 
4080355 4080575 
4080357 
4080358 
4080359 4080576-01 
4080360 4080580 
4080361 4080583-01 
4080362 4080585 
4080363 4080603 
4080365-01 4080618 
4080366 4080632 
4080374 4080635 
4080375 4080636 
4080376 4080637 
4080377 1 4080664 
4080378 4080665 
4080379 4080670-01 
4080380-01 4080672-01 
4080381-01 4080687 
4080382-01 4080694 
4080390-01 4080704 
4080392 
4080394-01 
4080395 
4080396-01 4080711-01 
4080405-01 4080717 
4080718 
4080719 
4080407-01 4080720-01 


О 
т 
= جم‎ оо جم = جم‎ о جم‎ = M 


ETC 
22009 
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т 


5 
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5 
5 
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S 
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a 
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4080705 


4080408-01 4080730-01 
4080412-01 4080730-02 


3-36 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4080730-03 
4080730-04 
4080732 
4080737-01 
4080737-02 
4080738-01 
4080738-02 
4080738-03 
4080739-01 
4080751 
4080752 
4080782 
4080783 
4080787-01 
4080787-02 
4080787-03 
4080787-04 
4080787-05 
4080787-06 
4080807 
4080809 
4080811 
4080812-01 


4080823-811 


4080823-812 


4080823-813 


4080823-814 


4080823-815 


© 
—A о جم جم جم جم‎ фр © D + PB чо = оо 


4080823-816 


= 
Im 
т 


4080823-801 4080823-817 


REF 
REF 
1 


4080823-802 4080823-835 


4080823-803 4080823-836 


4080823-804 4080823-837 


4080823-805 4080823-838 


4080823-806 4080823-839 


4080823-807 4080823-840 


4080823-808 4080823-841 


4080823-809 4080823-842 


4080823-810 4080823-843 


Change 26 3-37 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4080823-843 
4080823-843 
4080823-844 4080823-877 


4080823-845 4080823-878 


4080823-846 4080823-879 


4080823-847 4080823-880 


4080823-848 4080823-881 


4080823-849 4080823-882 


4080823-850 4080823-883 


4080823-851 4080823-884 


4080823-852 4080823-885 


4080823-853 4080823-886 


4080823-854 4080823-887 


4080823-872 4080823-888 


4080823-873 4080823-889 


4080823-874 4080823-890 


4080823-875 4080823-891 


4080823-876 4080823-892 


3-38 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4080823-892 
4080823-892 
4080823-893 4080823-909 


4080823-894 4080829 


4080830 
4080823-895 4080834 
4080835 


4080836 
4080823-896 4080837-01 
4080837-02 
4080837-03 
4080839-01 
4080823-897 4080874 
4080875-01 


4080823-898 4080877 


4080878 
4080823-899 4080879 


4080880 
4080823-900 4080882 


4080883-01 


4080823-901 


4080884-01 


4080823-902 
4080888 
4080898 
4080903 
4080823-903 4080925-01 
4080926-01 
4080927-01 


4080823-904 
4080928 
4080936 
4080949 
4080823-905 
4080950 


4080951 
4080823-906 


4080954 
4080823-907 
4080955 


4080823-908 
4080956 


Change 26 3-39 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4080956 4081289-01 
4080978 4081290-01 
4080994 4081294-01 
4081295 
4081296 
4081298 
4080995-P01 4081300 
4081024 4081308-01 
4081039-01 4081309-01 
4081052 4081315-01 
4081053-01 4081323 
4081054-01 4081328-01 
4081055 4081346-01 
4081056 4081373 
4081397-01 
4081057 4081398-01 
4081399 
4081083-01 4081400 
4081084-01 4081404 
4081085-01 
4081086-01 4081406 
4081087-01 
4081090-01 4081425 
4081091-01 4081427 
4081092-01 4081428 
4081093-01 4081433 
4081096-01 4081455-01 
4081097-01 4081456-01 
4081099-01 4081458 
4081108-01 4081459 
4081108-02 4081460-01 
4081109-01 4081460-02 
4081111-01 4081465-01 
4081112-01 4081468 
4081114-01 
4081117 
4081119 4081469-01 
4081128 4081473 
4081129 4081481-01 
4081140-01 4081482-01 
4081141 4081492 
4081165 4081506 
4081173 
4081507 
4081518 
4081206 4081522-01 
4081210-01 4081524 
4081214-01 
4081525 


4081218 4081545-01 
4081223 4081547 
4081238 4081548-01 
4081239 4081566 
4081242 4081569-01 
4081244 4081572-01 
4081573-01 
4081245 4081574 
4081247 4081575 
4081248 4081576 
4081276 4081590-01 
4081281 4081603 
4081283 
4081284 4081604 


3-40 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4081604 104-2 4082266-01 
104-3 4082267-01 
4081605 104-7 4082269-01 
104-7 4082270-01 
104-8 4082271-01 
4081609-01 104 - 33 4082274 
4081609-02 104 - 34 4082284-01 
4081609-03 104 - 35 4082284-02 
4081609-04 104 - 36 4082292 
4081611-01 104 - 47 4082297 
4081611-02 104 - 48 4082318 
4081611-03 104 - 49 4082475 
4081611-04 104 - 50 4082478 
4081613-01 104 - 61 4082484 
4081613-02 104 - 62 4082486 
4081613-03 104 - 63 4082487 
4081613-04 104 - 64 4082488 
4081633-01 70 - 39 4082503 
4081642 1-15 4082504 
75- 


ET GEHE фы GEHE Gr СО жй aa iu 


a 
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4082513 
4082514 
4082515 


4081643-01 75-67 
4081665 73 - 29 
4081672-01 84 - 16 
4081672-02 84-17 
4081734 73 - 30A 
4081736 55 - 30 
55 - 30 4082518 
4081755 73 - 40F 4082534 
4081773 63 - 117A 4082584 
4082204 73 - 30 
73 - 31 4082595 
4082208-01 104 - 25 4082600D05 
4082208-02 104 - 26 4082604 
4082208-03 104 - 27 
4082208-04 104 - 28 4082609-800 
4082210-01 104 - 41 
4082210-02 104 - 42 
4082210-03 104 - 43 
4082210-04 104 - 44 4082610 
4082212-01 104 - 53 4082617 
4082212-02 104 - 54 4082618 
4082212-03 104 - 55 
4082212-04 104 - 56 
4082235 71 - 44B 4082619-01 
4082236-01 71 - 44C 4082620-01 
4082237 71 - 44D 4082642-01 
4082239 71 - 44A 4082643-01 
4082241-01 37 - 41A 4082644-01 
4082257-01 67 - 97 4082645 
68 -1 4082646 
4082651-01 
4082258-01 67 - 97 4082653-800 
68 -1 


4082516 
4082517 


б 00 ہہ‎ 0 0000 @ 


4082259-01 67-97 4082654-800 
68-1 


4082260-01 67-97 
68-1 4082654-801 


4082261-01 67-97 
68-1 
4082654-802 


Сһапде 26 3-41 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4082654-802 4082826 
4082848 
4082849 
4082654-803 4082851 
4082861 
4082862 
4082655-800 4082863 
4082871 
4082871 
4082885 
4082655-801 4082888 
4082889 
4082894 
4082895 
4082657-801 4082896 
4082897 
4082905 
4082932-01 
4082657-803 4082934-01 
4082935 
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4082938-01 
4082657-806 4082964 


4082971 
4082975 
4082657-807 4082982 


4082991 
4082999 
4082657-808 4083015-700 


4083015-701 
4082663-01 
4082667-01 4083023 
4082667-02 4083033 
4082667-03 4083038 
4082678-01 4083039 
4082679 4083052 
4082704 4083053 
4083054 
4082748-01 4083055 
4083056 
4082753-01 4083057 
4083058 
4083059 
4083060 
4083061 
4083062 
4083063 
4083064 
4083065 
4083066 
4083067 
4083077 
4082785 4083091 
4082786 4083095 
4082788-01 


4082791-01 4083096 
4082793-01 4083112-01 
4082813 4083113 
4082817-01 4083114 
4082818-01 PAOFF [OP 4083117 


3-42 Change 26 


PART 
NUMBER 


4083127 


4083128 
4083129 


4083132 
4083135 
4083144 
4083150 
4083151 
4083156 
4083169-01 


4083180-01 


4083184 
4083194 


4083195 
4083197-01 


4083198-01 
4083199-01 
4083210 
4083212 
4083213 
4083214 


4083215 


4083216 


4083219 
4083223-01 
4083237-01 
4083237-02 
4083238 
4083239-01 
4083239-02 
4083239-03 
4083240 
4083241 


4083252-01 
4083255 
4083256 
4083257 
4083403 
4083510 
4083519 
4083520 
4083556 
4083558 


4083559-01 


FIGURE 
& INDEX 
NUMBER 


86 - 22 
100 - 


100 - 23 
86 - 22 
100 - 


63 - 151 
63 - 152 
87-17 

70 - 25 

87-18 

65 - 22 

62 - 40A 
65-1 


62 - 40A 
65-1 


89 - 37A 
86 - 22 
100 - 


100 - 23 
86 - 19F 
100 - 27A 
28 - 46 
27-7 
89-71 
103 - 32А 
73 - 68 
86 - 22 
100 - 


86 - 22 
100 - 


86 - 22 
100 - 


48 - 37 
53 - 36 
86 - 4 

86 - 5 

99 - 3 

73-7 

73 - 7B 
73 - 7A 
73 - 50 
73 - 5A 
86 - 2A 
99 - 1A 
28-10 
73 - 68 
73 - 68 
73 - 68 
73 - 61 
53 - 40 
73 - 81 
73 - 90 
86 - 14 
89 - 70 
103 - 1A 
86 - 4 
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— N 


T.O. 2J-F100-54 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


4083559-02 
4083560 


4083561 
4083562 
4083563 
4083564 


4083565 


4083566 
4083569 
4083582 
4083597 
4083658 
4083660 


4083666-01 
4083667 


4083668-01 
4083681-01 
4083681-02 
4083683-01 
4083690 
4083725 


4083726 


4083727 


4083728 


4083729 


4083730 


4083738 
4083739 
4083830 


4083859-01 


Change 26 3-43 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4083877-01 4084086 
4084087 
4084088 

4083877-02 4084089 

4083880-01 

4083880-02 

4083880-03 4084095 

4083880-04 

4083900D06 4084102 

4083913 


4083925 4084103 
4083942 4084105 
4083944 4084106 
4084124 
4084125 
4083945 4084134 
4084157 
4084169 
4083946 4084170 
4084171 


4083947 4084174 
4084228 
4084231 
4083948 4084234 


4084235 
4083949 
4084237 


4083970 4084254-01 
4083973 
4083978-01 
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4084257-01 
4084257-02 
4084258-01 
4084258-02 
4084258-03 
4084259-01 
4084272 
4083997 4084273-01 
4084007 4084415-01 
4084008 4084428D07 
4084017 4084430 
4084020 


4083978-02 


4083978-03 
4083979-01 


a 


4084021 4084431 


4084022 
4084432 
4084030 
4084033-01 
4084039 4084433 
4084046 
4084053 
4084071-01 
4084072 
4084073 
4084074-01 
4084082 
4084083 
4084084 
4084085 


4084434 


4084435 


Де 
BPRAD---— 


4084436 


3-44 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


4084436 4084829 79 - 28E 
4084436 4084830 79 - 27C 
4084443 4084831 79 - 28C 
4084837 79 - 32A 
4084840-01 79 - 32B 
4084447 4084846 79 - 27B 
4084477-01 79 - 28B 
4084477-02 4084847 79 - 28D 
4084478-01 4084858-800 1-11 
4084478-02 62 - 
4084478-03 
4084480-01 4084871 58 - 64 
4084480-02 4084884 63 - 148 
4084480-03 4084885 63 - 149 
4084480-04 4084901 99 - 39 
4084485-01 99 - 40 
4084517-700 4084917 68 - 38 
4084995-01 96 - 74C 
4084522-800 96 - 76A 
4084995-02 96 - 74A 
4084996-01 96 - 85C 
4084522-801 96 - 87A 
4084996-02 96 - 85A 
4084996-03 96 - 85E 
4084522-802 96 - 88A 
4084997 96 - 102A 
4085001 99 - 42 
4085004 104 -2 
104 - 3 
4085021 62 - 27 
64A -1 


4084530-01 
4084530-02 
4084530-03 
4084530-04 
4084579-01 4085022 62 - 26 
4084603 64-1 
4084715-01 4085036 47-12 
4085037 31-27 
4084728D08 4085038 20 - 35 
4084758-800 4085039 20 - 27 
4085040 15-72 
4085041 16-7 
4084771 4085042 20 - 34 
4084784-01 4085043 20 - 28 
4084785-01 4085044 49 - 17 
4084786-01 4085045 23 - 8 
4084787-01 4085046 21-18 
4084788-01 4085047 19-10 
4084789-01 4085048 14-20 
4084792 4085049 45-5 
- 4085050 49-1 
4084794 4085051 23-9 
4084795 4085053 15-22 
- 4085054 22-36 
4084796-01 4085055 32-25 
4084796-02 4085056 30 - 36A 
4084797 - 4085057 36 - 36 
4084798 4085070 19-11 
4084799 4085071 18 - 16 
4084815 ш 4085072 28-45 
4085073 36 - 28 
4084821 4085074 13 - 1ЗА 
4084822 - 4085075 13 - 18A 
4084824 - 4085076 24-2 
4084825-01 4085077 24-1 
4084825-02 - 4085078 24 - 24A 
4084828 4085095 55 - 30 


E 
2 
4 
4 
3 
1 
10 
1 


Change 26 3-45 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


4085123-01 427992 
4085170 4301682 
4302197 
4085301 
4086054 438863 
4086294-01 440491 
4086295-01 441293 
4086301 441435 
4086309-01 441436 
441441 
4086309-02 441451 
441452 
4086309-03 441481 
441579 
4086310 441612 
441614 


на мс‏ ہے må må‏ کے 


4086314-01 
4086325-800 
441615 


4086342 
- 441720 
4086349 - 441721 
441944 
4086361 - 442020 
4086392 
4086401 
4086411 - 442021 
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о 


со 
ы 
HH HH HH + 
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4086412 


444613 
4086413-01 
4086413-02 
4086415-01 
4086415-02 
4086415-03 
4086415-04 
4086419-01 
4086419-02 
4086421 

4086423 

4086424 


44838 
45104 
45105 
453331 


a 


45674 
45676 
45689 
45731-1341 


+ جم جم جم جم جم по‏ جم جم — 
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46122 
4086425 46194 
4086426 46195 
46196 
4086427 46197 
4086488 46198 
4086489 46215 
4086531 46216 
46274 
46275 
4086671 46276 
46300 
46301 
4086701 46387 
4087101 46470 
4087201 473452 
420068 47418 
420133 
420134 476067 
48171-10 
420434 48172-10 
425422 483220 


Е + + 
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3-46 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


490235 89 -9 
494624 82 - 10A 66725-36 
494677 98 - 5 67864 
495996 18-10 6870012Е6 
32-34 69079 
4F-4071429 73 - 79A 69082 
4X696 106A -104 
503519 73 - 27 69253-4 
503612 73 - 22 69336-254 
515P947-01 79 - 33 69336-255 
79 - 33 69336-256 
51692-4 63 - 4 
51744-6 63 - 107 
519P292-01 79 - 33 69336-262 
528664 70 - 47 
5302 5-18 
53714-440-H19 3 - 36 70035 
4-12 704342 
11-2 
539418 47 - 26 
58 - 82 
53T850 5 - 24 
544550 68 - 28 
557-S-4 44 - 10P 
67 - 22H 
67 - 41C 708500 
557-S-6 67 - 41A 714099 
5612-159-062 108 - 21 
108 - 48 72785-1032 
109 - 28 
112 - 31 
112 - 90K 
567494 57 - 15 73182-428 
5710-59-60 108 - 11 73332-1032 
108 - 38 73589-1032 
109 - 18 
112 - 21 
585406 73 - 76 
73 - 87 
58729M-428 44-6 
67-4 
67-20 
67-35 
590318 91-5 73916-1032 
5903188 91-5 
590803 83-11 
592794 71-11 
593720 76 - 35 
5F-4071429 73 - 79B 
5RNH116-29 71-11 
6011400 84 - 12 
6071001-01 52 - 16 
6071001-02 52 - 20 
611489 60 - 27 
61149-428 98 - 5 
627998 45 -3 
628000 58 - 11 
637287 99 - 25 
642107 60 - 66 
6436K21 106A -98 
645795 49 - 107 
647178 84-11 
655443 77-61 
77 - 66 


Сһапде 26 3-47 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


OP 73916-1032 
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3-48 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


OP 73916-1032 


73916-524 


73916-624 PAOZZ 
12 


74252-428 


74483-428 


73916-428 
74483-524 


74735-1032 


Change 26 3-49 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


OP 74735-1032 806144 
806145 
807 


80800-428 
808094 
809 


80923-624 
809498 
81382-1032 


١ Qu n LON I 


7541935 
75796 82158-1032 
76467-832 


773635-10 


82158-428 
773635-11 
773635-8 


773635-9 
782451 
783263-2 
785212-4 
785214-2 
786246-2 
786249-1 
788372-2 
788373-2 
788374-2 
789940H04D06 
789940H05D07 
789940H06D08 
790100 
791884-2-004 
792840 83890-524 
796344-1 84568-9616 
796346-2 84569-6216 
796346-3 84570-5616 
796348-1 84780-1032 
796348-2 84829-428 
796520-4-013 84892-428 
796520-4-014 

796520-4-015 

796521H06D05 87-5000 
796521H07D06 87-5001 
796521H08D07 9044505-1 
796585-2 9044510-1 
796598-2 909281-K35 
798151-2 

798840-1 

8001014 910090127 
8001015 910092117-01 
8001016 

8001017 910093002 
8001018 910093102 
801032-1 

801032-2 

801032-3 


83459-1032 


83459-524 
83533-624 
83533-720 
83533-820 
83748-1032 
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3-50 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


910093102 


910093111 
953527-500 
910093112 
910093113 
910094 
910094004 


910094005 


910094007 

953527-505 
910094008 

953527-84 
910094009 
910094106-01 953528-120 


910094106-02 953528-123 
953528-141 
910728 953528-191 


911289 


911290 
953528-481 
953528-482 


953528-494 
953528-86 


953528-96 

953534-118 

953534-124 
9122UK900 953534-482 
9122UK901 953536-118 
9131UK900 953536-120 
92445-32 95630A248 
92446-42 97840A66 
92617-428 


D JD D = DD ~ ~ ro 


>> 


9SP-100-R6-11 


92617-524 
92752-428 
9SP-100-R6-13 
92801-1032 
93149-21 A7070-1 
9359 A7075-1 
93707 A7076-1 
A7195-1 
A7221-1 
A7226-1 
A7227-1 
93715 A7230-1 
9383 A7252-1 
953527-121 A7265-1 
A7277-1 
A7278-1 
A7280-01 
A7281-1 
A7293-1 
A7294-1 
A7739-1 
A9155-1 
A9156-1 


ОП l H H I 


93712 
93714 


953527-122 


953527-484 


953527-486 


Change 26 3-51 


T.O. 2J-F100-54 


PART 
NUMBER 


A9157-1 

A9158-1 

A9159-1 

A9160-1 

А9161-1 

А9162-1 

А9163-1 

А9164-1 

А9165-1 

А9166-1 

А9167-1 

А9168-1 

А9169-1 

А9170-1 

А9173-1 

А9174-1 

А9175-1 

А9176-1 

А9177-1 

А9180-1 

А9181-1 

А9182-1 

А9183-1 

А9184-1 

А9185-1 

А9186-1 

А9187-1 

А9188-1 
АА-2100-11099 
AA-9348-1653D2 
AA-9348-1657D1 
AA-9348-1657V1D1A 
AA-9500-D344 
AA-990100-015 
AA124S-2 # 
AA125S-5 # 
AAMMF9122-53MSR-A- 
1613D 
AAMMF9122-54 
AAMMF9131-8 
AAV9116RIW7- 
MSRA3826 
АС-9348Е-165 
АС-9348Ғ-1630 
AC-9348RV-1656 
AD-9348-1657 
AD-9348-1657Y1 
AD-9348-1657Y1D1A 
AD-9348BP-1657Y1 
АЕ707545-1 
АЕ707546-1 
АЕ707548-1 
АЕ707548-2 
АЕ707549-1 
АЕ707550-1 
АЕ707552-1 
АЕ707554-1 
АЕ707557-1 
АЕ707558-1 
АЕ707560-1 
АЕ707560-2 
АЕ707565-1 
АЕ708004-1 
АЕ708014-1 


3-52 Сһапде 26 


FIGURE 
& INDEX 
NUMBER 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
2 
2 


PART 
NUMBER 


OP AE708161-1 
OP АЕ708210-1 


OP 


A 
A 
A 


A 


A 


A 


A 


A 


A 


> > >>>>>> 


Е708359-1 
GS1186-A 
GS3732 


GS3781 


M3885 

N123302 
N123306 
N123312 
N123313 
N123315 


N123318 


N123319 


N123320 


N123321 


N123334 


N123335 


N123336 


N123339 
N123340 
М123341 
М123352 
М123387 
М123398 


М123399 


М123469 


FIGURE 
& INDEX 
NUMBER 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


AN123469 AN960-C816 


AN123470 N960-XC416 
AN123618 


N960C10L 
N960C416 
AN123619 N960C416L 


N960C516L 
N960C6 
AN123620 


AN960C616 
AN960C8 


AN970-6 

AP100N-04 
N123621 AP100N-06 
N123629 
AP100N-07 
N123636 AP100N-09 
N123637 AP100N-12 
AP100N-14 
AP100N-16 
N123638 AS20925 
N123641 AS20948 
N123669 AS3080-04 
N123683 AS3094-03 
N123685 AS3208-02 
N123698 AS3208-10 
N123699 AS3209-008 
N123700 AS3209-009 
N124972 AS3209-010 
N315-5R AS3209-011 
N315-C12R AS3209-012 
N316-C12L AS3209-016 
N316-C12R AS3209-042 
N4-C60A AS3209-110 
N515-8-16 AS3209-116 
AS3209-150 
N960-4 AS3209-165 
N960-416 AS3209-177 
N960-416L AS3209-218 
N960-6 AS3230-005 
ATB5V9HTL 


Ps >>о>>о>о>о>о>о>о>>>>>> 


AULA196-4 
N960-616 

N960-816 

N960-C416 AULG13123-3 
B00111-4 
BH00470-4 


1210 
BRA-185 
AN960-C516 C-2320-275 


Change 26 3-53 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


ОР С-2320-275 35-5 Е11520-3 58-8 
С0720-072-12505 108 - 19 89-14 
108 - 46 89-43 
109 - 26 95 - 27 
112 - 29 95 - 50 
112 - 90H 95 - 73 
C10GT2-32S 34 - 16 96 - 21 
C1687-135-2500S 106A -97 96 - 41 
C537-25F2 110 - 31 96 - 54 
C538-188F2 112 - 44 103 -6 
C538-188F3 111 - 23 103 - 11 
111A -25 103 - 17 
C623-F1 109 - 58 103 - 20 
C630-15F1 108A -28 E12912-4 63 - 4 
СВ1500-30-СІ 106A -20 ЕС-10 105 - 12 
CD-10 108A -47 EC-12 105 - 13 
110 - 47 EC-19 105 - 14 
112 - 61 105 - 19 
CD-4 108 - 123 EC-20 105-9 
108A -48 EC-22 105 - 10 
110 - 40 EC-23 105 - 11 
112 - 59 EC-24 105-8 
113 - 45 ED743989D02A14 51 - 45 
CD-6 108A -49 EXP11017 105 - 17 
112 - 58 F10883-3 6 - 25 
CD-8 108A -46 11-21 
112 - 65 18-9 
CL-.194-TERM 112 - 16E 32 - 33 
CL-23-KA-10.0 106A -88 40 - 18 
CL-25-EB 108 - 68 40 - 21 
CL-2A-SB 108 - 86 40 - 24 
CL-3-C-8.00 112-160 40-27 
CL-3-SW 112 - 90G 47 - 28 
CL-4-BK 108 - 17 70 - 61 
108 - 44 94 - 16 
108 - 85 F10986-4 45 - 29 
108 - 119 45 - 32 
109 - 24 F12691-5 51 - 78 
112-27 51-81 
112 - 900 F13433-3 71-34 
CN52991-3 74-6 F13480-3 5 - 20 
CR2653-6-4 100 - 1 5 - 22 
CR3523-4-01 63 - 138 F51308-5 51 - 78 
CR3523-4-02 63 - 138 51-81 
CR3523-4-03 63 - 138 F52804-4 88 - 2 
CR3523-4-1 67 - 99 88 -6 
CR4622-04-04 70 - 56 F52938-3 71-27 
CR4623-04-03 70 - 47 71-43 
CR4623EA-6-3.5 100 - 1A 71 - 44F 
CR4653EA-6-3.5 100 - 1A F52938-4 88-2 
CR4653EA-6-4 100 - 1A 88 -6 
D-2320-275 34 - 25 F53513-3BC 71-34 
35 - 5 F53816-3 5 - 20 
E10516-3 34 - 56 5 - 22 
67 - 66 F53881-4 86 - 13 
76-1 FE200170A 113-6 
93 - 1 FN1014M-428 34 - 17 
E10516-4 46-6 34-30 
67 - 106 53-41 
67 - 106А 53-61 
Е10787-4 44-6 53-89 
67-4 53-91 
67-20 58-77 
67-35 67 - 106А 


N 


© 


O +‏ جح جم جم یں — 


o 


3-54 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


GS10414-3 50A - 6 
GS10414-4 50A - 7 
GS10414-8 50A - 8 
GS10431-30 50A - 9 
GS10578-3 50A - 10 
GS10578-4 50A - 11 
GS10578-7 50A - 12 
GS22282-1 50A - 4 
GS22283-1 50А - 5 
GS23962-1 50 - 58 
50А - 
H29011-4 85 -4 
H29164-3 58 - 8 
89 - 14 
89 - 43 
95 - 27 
95 - 50 
95 - 73 
96 - 21 
96-41 
96 - 54 
103 - 6 
103 - 11 
103 - 17 
103 - 20 
34 - 17 
34 - 30 
53 - 41 
53 - 61 
53 - 89 
53 - 91 
58 - 77 
67 - 106A 
H49478-4 46-6 
67 - 106 
67 - 106А 
Н49500-4 76-16 
95-6 
96-4 
Н49500-5 53-1 
53-25 
53-45 
53-46 
53-64 
53-65 
53-67 
Н49508-3 34-56 
67 - 66 
76-1 
93 - 1 


' 1 
o 


A — 0) =D 
' 


D 
EE 
ONO 


зік We AN X 
O + N O 
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H49513-3 


Change 26 3-55 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


H49513-3 
OP H49513-4 


3-56 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 


о о 


OP H49513-4 

H53777-4 
H53777-5 
H53831-4 
H54475-08 
HL10V-6-8 
HL12V-5-4 
HL12V-5-5 
HL12V-5-6 
HL12V-5-8 
HL13V-8-5 
HL198V-5 
HL198V-6 
HL244-5-3 
HL244-6-3 
HL244-6-8 
HL379V-8 
HL522-5-4 
HL599KF-5 
HL612TB-5-3 

H49513-5 
HL612TB-5-4 
HL612TB-5-8 

H51907-3 HL688DU-6 

H52569-3 

H52569-5 

H52847-5 HL722-5-3 

H53308-4 


Change 26 3-57 


T.O. 2J-F100-54 


PART 
NUMBER 


HL822-5-3 
HL97DU-5 


HL97DU-6 


HST92LJ-5 


J-3424-108 
J-5682-158 
K10001-03 


K10001-04 


K10001-08 
K4-97 
K49587-3 
K50023-3 
K50698-3 
K52852-3 
K53256-3 
K53264-4 
K53845-3 
KJB816110 
KJB822707 
KJB822806 
KJBB18106 
KR4-141 
KR5-39 
KX-29110-4 
L-14-T6-V 
L-6-T4-V 
L10606-5-3 
L10860-4-3 
L13244-7-4 
L13247-6-3 
L13656-6-3 
LH10863-4 
LH10969-3 


LH11189-3 


3-58 Change 26 


FIGURE 
& INDEX 
NUMBER 


FIGURE 
& INDEX 
NUMBER 


PART 
NUMBER 


A 
ONO o Ra 


база оо оо 0 1 
оь XY N о 


1 
N) — оосо Q) Q) [S N — O O — — — 00 Q GQ — + Q N) + + 


= о — D 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


ОР LH11189-3 


Change 26 3-59 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


OP LH11189-3 
OP LH11189-4 


LH13291-4 


LH13291A-4 
LH13587-4 
LH13587-5 
LHL9126-7-4 
LK4-22 
LK4-26 


LK5-10 
M-312 


M-320 
M-328 


M-330 


М00645070 

М25988/1-011 
М25988/1-019 
М25988/1-117 
М25988/1-118 
М25988/1-122 
М25988/1-132 
М25988/1-242 
М25988/2-011 


— D — N D = D جم‎ + 


M83248/1-009 
M83248/1-012 


M83248/1-014 
M83248/1-015 
M83248/1-016 
M83248/1-023 
M83248/1-024 
M83248/1-127 
M83248/1-144 


M83248/1-165 
M83248/1-20 


LH11189-5 


MCU-1875-G 
MF54343-3 


LH11588-4 


LH11588-5 


3-60 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MF54343-3 40 - 27 112-77 
47 - 28 112 - 82 
67 - 120 112 - 87 
70 - 61 112 - 93 
94 - 16 MS15795-855 106A -49 
MK52915-4 53 - 38 106A -80 
53 - 56 MS16555-46 112 - 42 
53 - 86 MS16555-48 109 - 51 
MLSP-M04-01 63 - 32 MS16555-51 106A -94 
MLSP-M4-2 69 - 3 MS16555-52 112 - 90M 
MM-82-2658 42 - 28 MS16555-53 
MS122120 42 - 36 MS16555-641 
MS122160 58 - 30J MS16555-650 
MS122200 58 - 30H MS16562-193 
MS122201 58 - 30G 
MS122902 39 - 20 
67 - 90 
89-8 MS16655-641 
MS122903 39 - 17 MS16995-36 
39 - 19 MS16995-38 
39 - 20 
39 - 22 
67 - 90 
MS122904 39 - 20 
67 - 90 MS16995-66 106A -100 
MS122927 34 - 27 MS16995-68 112 - 40 
MS124655 68 - 30 MS16997-10 51 - 35 
82 - 37 MS16997-101 109 - 40 
MS124656 68 - 29 MS16997-11 
70 - 44 
77-59 
77 - 64 
78 - 56A 
95 - 13 MS16997-19 
95 - 18 
96 - 10 
96 - 15 MS16997-45 
96 - 15 MS16997-80 
MS124658 61-11 
MS124663 42-37 MS171432 
MS124695 61-9 
68 - 28 MS171462 
MS124696 60 - 38 MS17830-5C 
76 - 12 MS17984-C843 
82 - 35 MS17984C415 
MS124735 60 - 37 MS17984C615 
82 - 36 MS17986-C826 
MS124736 60 - 39 MS17986C1015 
60 - 91 MS17986C407 
61-8 М517986С420 
MS14237C08-063 106A -16 MS17986C605 
MS14237C08-075 106A -29 MS17986C620 
MS15795-808 112 - 16C MS17986C821 
MS15795-810 106A -34 MS17986C833 
MS15795-812 106A -101 MS17986C834 
MS15795-814 106A -41 MS17987C407 
106A -91 
MS15795-817 106A -12 
MS15795-818 108 - 92 
MS15795-820 108A -23 
MS15795-822 109 - 9A 
111A -16 
MS15795-826 108 - 29 MS20392-7C53 
MS15795-842 112 - 72 MS20392-7C67 


No 


со 
№ 


NB ND NN‏ جح وخ با N‏ نب ہہ 


MS20365-820C 


Change 26 3-61 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS20913-1J 110 - 35 MS24693-S342 108 - 71 
MS20913-1S 108 - 106 MS27183-14 110-21 
108A -32 MS27183-18 106 - 30 
109 - 60 107 -3 
111-4 107-7 
111A -4 MS27183-27 112 - 16 
112-4 MS27183-3 51-27 
113 - 28 51 - 40 
MS20913-6S 108 - 113 51 - 49 
108A -39 51 - 55 
109 - 67 MS28774-015 58 - 37 
111-27 MS28774-016 58 - 53 
111A -33 MS28782-26 16-9 
112 - 48 MS29561-437 108 - 112 
113 - 35 7 108A -35 
MS21043-5 49 - 93 109 - 66 
MS21045-8 107-2 111-10 
107-6 111A -10 
MS21083-N6 108 - 70 112 - 10 
MS21209-C0210 52 - 29 113 - 34 
MS21209-C0415 52 - 28 MS3186-50 51-61 
MS21209-C0615 52 - 26 MS3367-5-9 112 - 53 
MS21209-C0620 52 - 27 MS35206-261 108 - 66 
MS21209C0415 41 - 28 MS35206-263 108A -16 
51-65 MS35275-228 52 - 24 
MS21209C0610 41-27 MS35307-310 106A -35 
MS21209C0615 51 - 64 MS35307-415 106A -48 
MS21209C0815 41 - 26 106A -78 
MS21209F1-10 52 - 30 MS35307-417 106A -13 
68 - 30 110 - 15 
68 - 31 MS35307-460 108A -21 
68 - 32 MS35308-365 106A -17 
MS21209F4-10 68 - 29 MS35308-366 106A -22 
MS21209F4-15 67 - 26 MS35308-411 108 - 31 
67 - 45 MS35338-138 112-71 
MS24622-42 109 - 54B 112 - 76 
MS24630-23 110-9 112 - 81 
MS24630-25 109 - 14 112 - 86 
MS24630-46 106A -2 112 - 92 
106A -63 MS35338-139 106A -36 
MS24665-151 49 - 85 1 106A -70 
MS24665-153 49 - 89 109 - 47 
108 - 10 MS35338-141 106A -19 
108 - 37 106A -40 
109 - 17 MS35338-143 106A -11 
112 - 20 106A -47 
MS24665-302 108 - 60 106A -79 
108 - 87 108 - 32 
MS24665-370 108 - 22 110 - 16 
108 - 49 MS35338-145 108A -22 
109 - 29 MS35338-146 109 - 9 
112 - 32 111A -15 
MS24667-29 109 - 53 MS35338-43 108 - 67 
MS24667-78 108 - 98 MS35338-44 110 - 26 
MS24671-52 106A -57 MS35338-45 113-8 
MS24671-55 106A -21 113 - 15 
106A -42 113 - 18 
MS24671-57 106A -43 MS35338-46 108 - 64 
MS24671-79 106A -59 108 - 76 
MS24693-C102 109 - 37 108 - 110 
109 - 49 108A -38 
MS24693-C120 108 - 55 109 - 41 
MS24693-C144 108 - 94 109 - 64 
MS24693-S146 108 - 72 110-5 


3-62 Change 26 


PART 
NUMBER 


MS35338-46 


MS35338-48 


MS35338-49 
MS35649-104 
MS35650-3312 
MS35752-11 
MS51021-3 
MS51576-16 


MS51576-17 
MS51578-37 
MS51830-110 
MS51844-63 
MS51922-2 
MS51922-33 


MS51922-37 


MS51922-77 
MS51957-14 
MS51957-28 
MS51957-33 


MS51957-49 
MS51967-14 


MS51967-17 


MS51967-2 


MS51967-8 


FIGURE 
& INDEX 
NUMBER 


110 - 22 
111-8 

111-16 
111A -8 

112-8 

113 - 32 
107 - 10 
107 - 13 
108 - 101 
108 - 104 
108A -27 
108A -41 

109 - 57 
110 - 30 
110 - 33 
111 - 20 
111A -24 
112 - 19 
113 - 11 

105-5 

112 - 16B 
113-7 

110-27 
52-22 
108 - 15 
108 - 42 
108 - 83 
109 - 22 
112 - 25 
112 - 90A 
109 - 11 

108 - 91 

106A -81 

112 - 16F 
109 - 35 
108 - 97 
111-24 
111A -26 
112 - 45 
106 - 11 

106 - 14 
106 - 31 

106 - 35 
109 - 55 
113 - 21 

113 - 23 
113 - 25 
108 - 28 
52 - 18 
52 -5 

52-11 

52-14 
113 - 44 
113 - 12 
113 - 19 
110-4 

110 - 23 
109 - 46 
110 - 25 
108 - 63 
108 - 75 
108 - 109 
108A -37 
109 - 63 


PART 
NUMBER 


MS51971-1 
MS51971-3 


MS51971-5 


MS51971-8 


MS51972-1 
MS51972-8 
MS51975-3 
MS90725 
MS90725-107 
MS90725-115 
MS90725-60 


MS90725-66 
MS90725-67 
MS90726-108 


MS90726-113 


MS90726-114 
MS90726-120 
MS90726-128 
MS90726-135 
MS90726-3 
MS90726-35 


MS9100-04 


MS9100-06 
MS9111-11 
MS9111-13 
MS9146-06 
MS9198-03 
MS9198-04 


T.O. 2J-F100-54 


FIGURE 
& INDEX 
NUMBER 


Change 26 


3-63 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS9198-04 


MS9318-062 
MS9201-06 
MS9245-03 
MS9245-22 
MS9245-23 
MS9318-064 


MS9245-24 
MS9318-065 
MS9318-066 
MS9318-068 
MS9318-072 


MS9318-076 
MS9318-098 


MS9245-25 
MS9245-27 MS9318-100 


MS9318-102 
MS9245-28 MS9318-104 


MS9276-10 MS9318-105 


MS9318-106 
MS9314-04 

MS9318-107 

MS9318-108 


MS9314-05 

MS9318-009 

MS9318-016 MS9318-110 
MS9318-017 

MS9318-052 


MS9318-112 
MS9318-114 
MS9318-053 MS9318-118 
MS9318-054 MS9318-220 


MS9318-056 


2 М59319-004 

М59318-059 М59319-006 
М59318-060 М59319-050 
М59319-052 


3-64 Сһапде 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS9319-052 
MS9319-098 MS9403-278 


MS9319-099 

MS9319-100 

MS9319-101 MS9483-03 
MS9319-102 MS9483-04 
MS9319-104 

MS9319-154 

MS9320-09 

MS9320-10 


MS9321-05 
MS9321-09 MS9486-02 
MS9321-10 MS9490-08 


MS9491-27 

MS9518-14 

MS9519-06 
MS9321-11 MS9519-08 
MS9358-14 


MS9519-10 
MS9519-13 
MS9360-10 
MS9519-14 
MS9363-11 MS9529-08 
MS9385-02 MS9530-13 
MS9386-010 MS9549-09 
MS9386-013 MS9549-10 
MS9386-115 MS9549-11 
MS9386-119 
MS9386-121 
MS9386-122 
MS9386-123 MS9549-13 
MS9556-06 
MS9386-126 
MS9386-130 MS9556-07 
MS9386-133 
MS9386-135 
MS9556-08 
MS9386-155 MS9556-10 
MS9556-13 
MS9386-226 MS9557-08 
MS9386-230 MS9557-12 
MS9388-015 MS9565-05 
MS9565-06 
MS9388-020 MS9565-08 
MS9388-154 MS9583-06 
MS9389-80 MS9676-04 
MS9390-200 
MS9390-290 MS9676-06 
MS9390-300 MS9696-05 


MS9390-420 
MS9403-130 
MS9403-132 
MS9403-274 MS9696-06 


MS9696-07 
MS9696-08 


Change 26 3-65 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


MS9696-08 
MS9696-09 


MS9966-05 


MS9696-10 
MS9696-12 
MS9697-10 
MS9697-14 


MS9966-06 
MS9697-16 


MS9697-22 


MS9714-06 
MS9723-03 


MS9724-08 


MS9732-08 
MS9741-07 


MS9742-12 

MS9768-09 
MS9966-07 
MS9966-08 


MS9768-12 
MS9880-09 MS9966-10 


MS9885-08 
MS9894-11 
MS9894-12 
MS9895-08 MS9966-12 
MS9895-10 MS9967-018 
MS9902-02 
MS9902-04 
MS9967-112 


MS9967-133 
MS9902-06 MS9967-214 


MS9902-08 


MS9954-06 MS9967-221 
MS9954-10 MS9967-222 
MS9966-04 MS9967-225 

MS9967-235 


AS 


NAS1081C4D8 
NAS1101E08H16 
NAS1101E3H12 
NAS1101E3H16 
NAS1101E4H16 
NAS1121E-8 
NAS1291C08 
NAS1398C4A2 


— N = ~ D — NN 


ы 


3-66 Сһапде 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


NAS1398C4A3 40-21 
NAS1399C4A4 40 - 24 
NAS1399C4A5 40 - 27 
NAS1399C6A12 47 - 28 
67 - 120 
70 - 61 
NAS5901-20 94 - 16 
NAS5901-2B P-15108 48 - 44 
NAS5902-8 48B - 3 
NAS620-4 49 - 39 
NAS620-8 49 - 43 
NAS620C10 49-110 
NAS620C10L 49-114 
67 - 38C 
67 - 41J 
Р0088001 34-20 
NAS620C416L P10163 112-57 
NAS813-12 P10547 112 - 54 
P10548 105 - 12 
P10549 105 - 13 
P10550 110 - 56 
NAS813-8 P10551 105 - 19 
P10553 105 - 14 
NAS9307M-4-01 105 - 19 
NAS9307M-4-02 P10554 105 -9 
NAS9307M-4-03 P10555 105 - 10 
NO NUMBER4475 P10556 105 - 11 
NO NUMBER4476 P10557 105 - 8 
NS103594-048 P10595 114-9 
P11040 105 - 15 
NS103714-02 108 - 124 
NS103718-02 108A -50 
NS103809-002 110 - 38 
P11882 113 - 42 
P12757 108 - 130 
108A -58 
109 - 73 
P12760 108 - 125 
P12761 112 - 60 
P12763 108 - 127 
108 - 131 
P12767 110 - 51 
P12768 110 - 50 
NS202372-5 P12770 108 - 128 
Р12771 112 - 62 
NS202796-4 Р12772 110-49 
Р12775 108А -56 
Р12776 105 - 18 
NS202846-4 114 - 11 
P12777 110 - 53 
NS202900-3 P12780 113 - 41 
P12784 108 - 126 
108A -52 
NS202900-4 110 - 41 
P13U5N-0025-2 79 - 35 
NS202913-3 P14592 105 - 16 
NS203068-3 110 - 45 
P20399 105 - 22 
NS203137-4 P24048 110 - 59 
NS203217-3 P31100 112 - 55 
P31106 114 - 10 
P31108 110 - 55 
P32758 106 - 2 
106 - 7 


Change 26 3-67 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


P32758 110 - 40 
P32759 112 - 59 
112 - 59 
113 - 45 
P37145 113 - 45 
P4021568-02 108A -46 
108A -46 
112 - 65 
112 - 65 
P4021568-03 108A -47 
108A -47 
110 - 47 
P38161 110 - 47 
P4006409 112 - 61 
112 - 61 
P4021568-04 108A -49 
108A -49 
P4006410 112 - 58 
P4006411 112 - 58 
P4006421 P4021572-01 110 - 46 
P4006422 110 - 46 
112 - 63 
P4006423 112 - 63 
P4006433 P4021572-02 108 - 132 
P4006440 108 - 132 
P4006443 108A -54 
P4006451 108A -54 
P4006452 112 - 64 
P4006459 112 - 64 
P4006464 P4021572-04 108 - 129 
P4006499 108A -53 
P4015045 P4021572-06 108A -57 
P4021590 108A -45 
P4021592 F 113-39 
P4021593 111A -34 
P4021612 110-11 
P4021617-01 110 - 37 
P4021617-02 110 - 28 
P4015046 P4021617-04 110-3 
P4021623 1-24 
114 - 
P4021628 105 - 17 
P4021629 105 - 
P4021630 F 110-37 
P4021646 F 105-7 
P4021649 F 114-6 
P4030507 106 - 34 
P4019449 P4030509 106 - 40 
P4021551 P4030568 108 - 117 
109 - 71 
113 - 38 
P4021553 P4030578 107 - 17 
P4030579 107 - 16 
P4030580 105 - 7 
107 - 


SX 


т 


Р4021555 
Р4021558 Р4030583 105 - 20 
P4021559 P4030584 107-5 
P4021567 P4030585 107 - 5 
P4021568-01 P4030587 107 - 1 
P4030590 107 - 15 
P4030591 107 - 14 
P4030592 107 - 11 
PW Р4045515 106 - 23 


ORR سے‎ a | 


3-68 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


P4045515 106А -27 Р4078843 108A - 
Р4045516 106 - 25 Р4078844 111A - 
106A -25 P4078845 109 - 
P4045524-06 110 - 54 P4078846 108A -7 
P4045550 110-1 Р4078846-01 108A -10 
P4048973-6 106A -104 P4078846-02 108A -9 
P4070529 108 - P4078846-03 108A -8 
P4070529-02 108 - 99 P4078847 111A -27 
P4070529-03 108 - 3 P4078849 112 - 46D 
P4070529-04 108 - 114 P4078850 112 - 46A 
P4070537 109 - P4078851-01 109 - 50 
P4070537-01 109 - 68 P4078852-01 108 - 57 
P4070537-02 109 - 3 P4078853-01 112- 4 
P4070537-03 109 - 54 P4078854-01 108 - 14 
P4070541 109 - 58 108 - 41 
P4070543 110- 109 - 21 
P4070543-01 110 - 37 112 - 24 
Р4070543-02 110 - 28 112 - 90С 
Р4070543-03 110 - 24 Р4078854-02 108 - 82 
P4070543-04 110-3 Р4078855 108-19 
Р4070543-05 110-18 108-46 
Р4070544 112-56 109 - 26 
P4070545 110 - 14 112 - 29 
P4070546 112 - 52 112 - 90H 
P4070547 110 - 31 P4078856 108 - 17 
P4070548 111 - 108 - 44 
P4070548-01 111 -11 108 - 85 
P4070548-02 111 - 28 108 - 119 
P4070548-03 111-25 109 - 24 
Р4070548-04 111-18 112-27 
Р4070553 112- 112 - 90D 
P4070553-01 112 - 11 P4078857 108 - 11 
P4070553-02 112 - 49 108 - 38 
P4070582 105 - 25 109 - 18 
P4070583 105 - 24 112 - 21 
P4070584-01 105 - 12 P4078858 108 - 12 
P4070584-02 105-9 108 - 39 
P4070584-03 105 - 11 109 - 19 
P4070584-04 105-8 112-22 
P4070585 108 - 117 P4078859 111 - 21 
P4070586 108 - 121 P4078860 108-9 
P4070587 108 - 118 108 - 36 
P4070588 108 - 118 109 - 16 
P4070589 112-44 112 - 19 
P4070590 111 - 23 P4078861 108 - 25 
111A -25 108 - 52 
P4070591 108 - 102 109 - 32 
108A -28 112 - 35 
P4070592 111- 112-901 
Р4070592-01 111-11 Р4078862 108 - 24 
Р4070592-02 111-28 108 - 51 
P4070592-03 111-25 109 - 31 
P4070592-04 111 - 18 112 - 34 
P4078386-04 105 - 21 112 - 90G 
P4078387-04 105 - 21 P4078863 108 - 18 
P4078808 111 - 14A 108 - 45 
P4078809 105 - 26 108 - 120 
P4078837-17 106A -20 109 - 25 
P4078837-23 106A -9 112 - 28 
P4078837-24 106A -3 112 - 90E 
P4078837-8 106A -15 P4078864 108 - 26 
P4078837 105 - 3 108 - 53 
106A - 109 - 33 
P4078842 112 - 112 - 36 
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Change 26 3-69 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


P4078864 112 - 90P 109 - 28 
P4078865 108 - 13 112 - 31 
108 - 40 112 - 90K 
109 - 20 P4078928 108 - 81 
112 - 23 P4078929 108 - 95 
112 - 90N P4078930 108 - 56 
P4078866 111-22 P4078931 108 - 82 
P4078867 112-17 P4078932 109 - 51B 
P4078868-01 109 - 34 P4078933 108A -29 
P4078869-01 109 - 45 P4078934-01 112 - 84 
P4078870-01 109 - 39 P4078934-02 112 - 89 
P4078871 109 - 38 P4078934-03 112 - 79 
P4078872-01 109 - 39 P4078935 112 - 74 
P4078872-02 109 - 44 P4078936 112 - 69 
P4078872-03 109 - 42 P4078937 108A -25 
P4078872-04 109 - 43 P4078938 109 - 54 
P4078873 109 - 15 P4078939 112 - 46B 
P4078874 109 - 52 P4078940 108A -12 
P4078875 109 - 16 P4078940-01 108A -15 
P4078876-01 108 - 34 P4078940-02 108A -14 
P4078876-02 108 - 35 P4078940-03 108A -13 
P4078877 108 - 33 P4078941 111A -21 
P4078878 108 - 30 P4078942 111A -19 
P4078879 112 - 37 P4078943 111A -30 
P4078880 108 - 27 P4078944 111A -17 
P4078881 108 - 9 P4078945 111A -22 
P4078883 108 - 7 P4078946 111A -20 
P4078884 108 - 36 P4078947 109 - 51C 
P4078885 108 - 54 P4078948 109 - 51A 
P4078886 108 - 69 P4078949 109 - 7A 
P4078887 108 - 62 P4078950 106A -32 
P4078888 108 - 62 P4078951 106A -55 
P4078889 108 - 73 P4078952-17 106A -62 
P4078890 108 - 73 P4078952-20 106A -77 
P4078891 108 - 68 P4078952-25 106A -67 
P4078892 108 - 65 P4078952 106A -56 
P4078893 108 - 95 P4078953 106A -14 
P4078894 108 - 96 P4078954 106A -50 
P4078895 108 - 86 P4078955 106A -66 
P4078896 108 - 90 P4078956 106A -6 
P4078897 108 - 93 P4078957 106A -24 
P4078898 108 - 81 P4078958 106A -105 
P4078899 108 - 80 P4078959 106A -74 
P4078901 108 - 79 P4078960 106A -75 
P4078903 108 - 74 P4078961 106A -73 
P4078904-01 112 - 83 P4078962 106A -68 
P4078904-02 112 - 88 P4078963 106A -64 
P4078904-03 112 - 78 P4078964 106A -30 
P4078905 112 - 73 P4078965 106A -31 
P4078906-01 111-17 Р4078966 106А -26 
Р4078910 111-15 Р4078968 106А -45 
Р4078911 112-68 Р4078969-05 112-160 
Р4078913 109 - 10 P4078969-07 112 - 16E 
P4078914 109 - 7 P4078969 112 - 16A 
P4078915 108 - 59 P4078969-01 112-161 
Р4078916-02 108 - 36 Р4078969-02 112 - 16K 
P4078917 108 - 8 P4078969-03 112 - 16H 
P4078918 108 - 121 P4078969-04 112 - 16J 
P4078919 111 - 30 P4078970 111A -28 
P4078920 109 - 71 P4078971 110 - 
P4078921 112 - 51 P4078973-10 106A -88 
P4078922 109 - 16 P4078973-7 106A -98 
PW P4078927 108 - 21 P4078973-8 106A -97 
PW 108 - 48 P4078973 106A -87 
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NISO RI NN... са NO са ни на на на на سے‎ са До са سے‎ 


1 
4 
1 
1 
2 
1 
1 
4 
1 
1 
1 
1 
5 
1 
2 
1 
4 
1 
4 
1 
1 
6 
2 
1 
1 
1 
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3-0 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


P4078974 106A -93 
P4078975 106A -95 
P4078976 106A -96 
P4078977 106A -99 
P4078978 106A -102 
P4078979 106A -103 
P4078980 106A -37 
P4078981 106A -38 
P4078982 106A -44 
P4078983 106A -51 
P4078984 106A -54 
P4078985 106A -53 
P4078986 106A -58 
P4078987 106A -52 
P4078988 106A -60 
P4078989 106A -85 
P4078990 106A -86 
P4078991 106A -82 
P4078992 106A -84 
P4078993 106A -83 
P4078995 105 - 27 
P42379 110 - 48 
P42381 110 - 52 
P4330474 112 - 90 
P45962 108A -17 
109 - 54C P50854 
P47412 108-1 Р52086 
108А -30 
109-1 Р52506 
110-1 
111-2 Р52715 106А -106 
111A -2 108 - 2 
112-1 108A -1 
113-27 109-2 
Р47413 111-14 110-2 
Р47431 108 - 115 111-3 
109 - 69 111A -3 
112 - 14 112-3 
113 - 39 113-1 
P48253 110 - 31 P52794 113-6 
110 - 31 P52798 111A -32 
P48254 110-8 P52799 111A -11 
P48683 112 - 47 P52992 112-15 
P48685 112 - 44 P53362 113 - 40 
P48686 112 - 46 P53368 108A -2 
P48687 112 - 17 P53369 108A -42 
P48690 108 - 5 P53370 113-2 
108A -4 P53371 113 - 36 
108A -4 P53376 108 - 125 
109 - 5 108A -51 
111A -13 P53391 109 - 72 
111A -13 P61218 110 - 42 
112 - 13 P6153 105 - 24 
113-4 P6614 108 - 122 
P486910 111-13 Р6616 114-8 
Р48741 111-23 Р6616-А 110-39 
Р48745 111-26 Р6617 114-7 
111A -31 P6626 114 - 12 
Р48910 109 -6 P6671 105 - 25 
P48913 109 - 58 P8320 108 - 135 
P48927 108A -24 108A -59 
P48931 108 -6 109 - 74 
108A -5 110 - 58 
P48932 108 - 102 111 - 31 


P48933 108A -20 
P48995 113 - 24 
P48997 113 - 20 
P48998 113 - 16 
P49001 113 - 13 
P49212 108 - 108 
108A -34 
109 - 62 
111-6 
111A -6 
112-6 
113 - 30 
P49735 113 - 
P49738 113-5 
P49814 113 - 22 
P50326 110-7 
P50364 112 - 42A 
P50844 108 - 105 
108A -36 
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Change 26 3-71 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


P8320 111A -36 
112 - 66 ST1000-011 
113 - 46 ST1000-013 
PD-120 108 - 129 
108A -53 ST1000-014 
PD-40 110 - 46 ST1000-016 
112 - 63 ST1000-019 
PD-60 108 - 132 ST1000-024 
108A -54 ST1000-048 
112 - 64 ST1000-111 
PDI-122 108 - 134 ST1000-112 
PK535-4-5 58 - 86 ST1000-128 
PLT4H-76 3 - 45 
PRD-437-CJ 60 - 24 ST1000-131 
PRE-420-CJ 60 - 19 
PWA 56682 109 - 51D ST1000-152 
PWA 56731 108A -11 ST1000-153 
PWA 56732 108A -6 ST1000-154 
R- 
1093QQ4SD605R4A3P7 ST1000-163 
13LY5 58 - 64 ST1000-164 
R116KC900 71-11 ST1000-214 
RC799UL090 58 - 36 ST1000-215 
58 - 47 
RD859ULOH7 58 - 55 ST1000-218 
RM-LH3858-048 34 - 17 
34 - 30 ST1000-219 
53 - 41 ST1000-241 
53 - 61 ST1000-256 
53 - 89 ST1001-04 
53 - 91 
58 - 77 
67 - 106A 
RMLHTA51-2860-02 82 - 33 
RP-9 110 - 54 ST1001-06 
S-643 106A -15 
SA6632 58 - 64 ST1001-08 
SC2682-018 67 - 72 ST1001-10 
77-54 
78-51 
78 - 64 
78 - 72 ST1001-12 
95 - 8 ST1050-008 
95 - 36 ST1050-009 
95 - 60 ST1050-011 
96 - 6 
96 - 30 ST1050-016 
96 - 51 ST1050-110 
SECO27N-04 89-22 ST1050-145 
SEC027N-06 37 - 53 ST1050-214 
55 - 20 
SEC027N-07 55 - 32 ST1051-04 
SEC027N-09 32-8 ST1051-08 
SECO27N-12 89 - 49 
SECO27N-14 89 - 68 ST1051-10 
SECO27N-16 47-8 
SFC-250SUM-9 43 - 34 ST1051-12 
SK-10 105 - 15 ST1070-23 
SL7271 67 - 61 ST1070-43 
SL7272 67 - 62 ST1076-23 
SL7273 39 - 37 ST1076-25 
SMLH10863-3 53 - 76A ST1076-43 
53 - 81A ST1173-01 
SP14-C 43 - 29 
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3-72 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


PW ST1173-02 

PW ST1173-03 
ST1209-03 ST1540-06 

S  ST1212-03 
ST1219-102 
ST1219-108 
ST1219-156 
ST1322-43 
ST1341-09 
ST1352-10 
ST1411-15 
ST1420-08 


ST1420-10 


ST1420-14 
ST1421-12 ST1540-07 
ST1421-22 ST1540-08 
ST1455-08 
ST1508-09 
ST1508-12 


ST1540-04 ST1540-09 
ST1540-10 


ST1540-12 
ST1540-14 
ST1540-16 
ST1540-20 
ST1569-04 


ST1588-403 
ST2000-04 


ST1540-05 


ST2000-05 


Change 26 3-73 


T.O. 2J-F100-54 


FIGURE FIGURE 


PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


ST2000-05 


ST2000-06 


ST2000-08 
ST2006-06 
ST2015-012 


ST2015-014 
ST2015-016 


ST2015-018 


ST2015-020 
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3-74 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


ST2015-024 ST2028-20 
ST2035-04 
ST2035-06 
ST2035-08 
ST2045-06 
ST2053-022 
ST2015-028 ST2053-028 
ST2053-030 
ST2015-040 ST2080-05 
ST2016-010 ST2091-041 
ST2016-016 


= C GN C аала 


© 


ST2091-042 


ST2091-062 
ST2100-12 
ST2101-051 
ST2016-020 ST2101-061 
ST2016-024 
ST2016-030 


ST2016-040 ST2101-062 
ST2017-020 
ST2108-02 
ST2017-028 ST2108-04 
ST2018-016 
ST2018-020 
ST2108-10 
ST2113-12 


ST2018-022 ST2119-09 


ST2018-024 


ST2018-028 


ба аса 
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ST2018-032 


Change 26 3-75 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX 8 INDEX 
NUMBER NUMBER NUMBER 
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3-76 Change 26 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART & INDEX PART & INDEX 
NUMBER NUMBER NUMBER NUMBER 


OP ST2119-09 ST2137-04 


ST2137-05 


ST2137-07 
ST2138-01 


ST2138-02 


ST2138-03 


ST2138-04 
ST2138-05 


ST2138-06 


ST2139-05 


ST2139-06 
ST2140-08 
ST2141-04 
ST2141-05 
ST2141-06 


ST2121-04 


ST2141-08 
ST2143-08 
ST2150-020 


ST2150-022 
ST2121-06 ST2151-010 
ST2121-12 ST2151-012 
ST2129-06 
ST2130-10 
ST2135-038 
ST2137-01 ST2151-020 
ST2137-02 


ST2137-03 ST2154-096 


Change 26 3-77 


T.O. 2J-F100-54 


FIGURE FIGURE 
PART 8 INDEX PART 8 INDEX 
NUMBER NUMBER NUMBER NUMBER 


ST2155-012 

ST2155-016 ST2283-006 
ST2283-011 
ST2283-016 

ST2159-10 ST2283-122 
ST2283-205 
ST2284-04 

ST2163-10 ST2284-06 


ST2164-020 ST2284-07 


ST2169-01 ST2284-09 
ST2284-12 
ST2284-14 
ST2169-02 ST2284-16 
ST2286-07 
ST2299-32 
ST2311-36 
ST2343-12 
ST2343-13 
ST2343-14 
ST2178-06 ST2345-22 


ST2348-06 
ST2178-08 
ST2178-10 - 
ST2180-12 - ST2399-04 
ST2182-12 ST2399-06 
ST2185-05 


ST2185-06 


ST2439-04 


ST2213-02 


ST2235-028 
ST2235-032 
ST2251-082 
ST2252-02 
ST2273-03 


ST2276-012 
ST2276-018 


ST2439-05 
ST2277-018 


ST2439-06 


3-78 Change 26 


S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 
S 


PART 
NUMBER 


ST2439-06 


ST2439-07 
ST2439-08 


ST2439-10 
ST2439-12 
ST2439-14 
ST2439-20 
ST2441-09 
ST2441-11 


ST2441-18 


ST2441-20 


ST2442-0404 
ST2442-0410 


ST2442-0506 


ST2468-014 
ST2484-03 


ST2484-08 
ST2485-09 


ST2494-05 
ST2520-09 
ST2563-10 
ST2586-08 
ST2590-10 


ST2596-04 
ST2601-05 
ST2601-08 


ST2601-12 
ST2601-14 


ST2601-22 


ST2604-08 


ST2605-05 
ST2605-06 


ST2605-07 


ST2605-09 


T.O. 2J-F100-54 


FIGURE FIGURE 
& INDEX PART & INDEX 
NUMBER NUMBER NUMBER 


ST2606-04 


ST2606-05 


ST2609-01 


ST2609-02 


ST2609-06 
ST2618-404 
ST2635-016 
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ST2654-12 
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ST2665-12 


ST2665-16 


PW 5912665-68 


Change 26 3-79 


T.O. 2J-F100-54 


FIGURE 
PART 8 INDEX 
NUMBER NUMBER 


ST2665-18 


ST2665-20 


ST2665-24 
ST2665-26 


ST2737-09 
ST2745-10 


ST2766-604 
ST2785-10 


ST2785-11 
ST2786-01 


ST2786-02 


ST2786-06 
ST2816-04 


ST2816-06 
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ST2817-18 
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ST2822-04 
ST2822-08 
ST2851-32 
ST2981-04 


3-80 Change 26 


FIGURE 
PART & INDEX 
NUMBER NUMBER 


PW ST2994-32 


ST5001-12 


ST5030-09 


T791838-1 
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CONVERGENT NOZZLE ................. 64-1 BEARING-PLAIN, ROD END, EXT NOZZLE . 63 - 59 
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CONVERGENT NOZZLE ................. 64A - 1 STATOR LINKAGE 20 78 - 37 
ADAPTER-DOUBLE ROLLER, SINGLE BLADE-COMPRESSOR ROTOR, 10TH 
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ADAPTER-NO. 4 BEARING ................ 89 - 65 BLADE-COMPRESSOR ROTOR, 11TH 
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ADJUSTER-REAR COMPRESSOR STATOR BLADE-COMPRESSOR ROTOR, 12TH 
LINEAGE 00ء‎ 0 71-26 jr co —————— шеке epi 104 - 53 
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ARM-COMPRESSOR STATOR LINKAGE .... 77-18 BLADE-COMPRESSOR ROTOR, 1ST 
ARM-COMPRESSOR STATOR LINKAGE, STAGE, ASST OE ٹ.‪آ09._‎ / 0 70-4 
ASST OB be وک وس مب‎ ЕЕ 78 13۔‎ BLADE-COMPRESSOR ROTOR, 2ND 
ARM-COMPRESSOR STATOR LINKAGE, LH 44 - 29 STAGE: ASST OR ора یھ‎ деца дшш 70 - 19 
ARM-COMPRESSOR STATOR LINKAGE, RH 44-31 BLADE-COMPRESSOR ROTOR, 3RD STAGE 70 - 33 
ARM-COMPRESSOR STATOR, ASSY OF .... 77 - 55 BLADE-COMPRESSOR ROTOR. 4TH STAGE 104 -2 
ARM-COMPRESSOR STATOR, ASSY OF .... 95-7 BLADE-COMPRESSOR ROTOR, 5TH STAGE 104-7 
ARM-COMPRESSOR STATOR, ASSY OF .... 96 - 5 BLADE-COMPRESSOR ROTOR, 6TH STAGE 104 - 11 
ARM-REAR COMPRESSOR STATOR BLADE-COMPRESSOR ROTOR, 7TH STAGE 104 - 22 
SYNCHRONIZING, ASSY OF ............. 77-10 BLADE-COMPRESSOR ROTOR. 8TH STAGE 104 - 25 
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BAFFLE-NO. 3 BEARING ................. 93-5 з 210 MC cR rr MP 51-32 
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NOZZLE SEGMENT SEAL ............... 63 - 16 LINKAGE АКМ ......................... 77-28 
ВКАСЕ-СОМУЕКСЕМТ AUGMENTOR ВКАСКЕТ-КЕАК COMPRESSOR 5ТАТОК 

NOZZLE SEGMENT ..................... 63 - 40 LINKAGE АКМ ......................... 78 - 46 
BRACE-DEFLECTOR, COMBUSTION BRACKET-SUPPORT, FUEL COOLANT 

CHAMBER. kaw seba эр «Ам правния 100 - 3 VALVE, ASSY OF. sun 2.800. 13 - 32 
BRACE-ENGINE SHIPPING BUMPER, LH ... 107 - 5 BRACKET-SUPPORT, GEARBOX HOSE, 
BRACE-ENGINE SHIPPING BUMPER, RH ... 107 - 5 ASSY OF. апа валы e RAS GE 58 - 98 
BRACE-ENGINE SHIPPING SUPPORT ...... 106 - 10 BRACKET-VANE, CALIBRATION TEES ..... 20 - 36 
BRACKET ASSY-COMPRESSOR STATOR BRUSH SEAL AND SUPPORT 

SYNCHRONIZING RING, 6TH STAGE ..... 77 - 45 ASSY-TURBINE AIR, 4TH STAGE ........ 71 - 44A 
BRACKET ASSY-ENGINE ELECTRONIC BUMPER ASSY-ENGINE .................. 107 - 

CONTROL SUPPORT LINK .............. 49 - 106 BUMPER-ENGINE SHIPPING .............. 107 - 1 
BRACKET ASSY-ENGINE ELECTRONIC BUMPER-REAR COMPRESSOR CASE ...... 84 - 19 

CONTROL SUPPORT LINK .............. 74 - 88 BUMPER-REAR COMPRESSOR CASE ...... 97 -2 
ВКАСКЕТ ASSY-GEARBOX SUPPORT ..... 75 - 80 BUSHING-COMPRESSOR AIR SEALING 
BRACKET ASSY-OIL TANK, LOWER ....... 42 - 46 RING, 13 STAGE ........................ 89 - 25 
BRACKET ASSY-OIL TANK, UPPER ........ 42 - 44 BUSHING-FAN CASE ..................... 70 - 45 
BRACKET ASSY-REAR COMPRESSOR BUSHING-NO. 4 BEARING SEAL .......... 101 -2 

STATOR LINKAGE ARM ................. 76 - 29 BUSHING-NO. 4 BEARING SEAL .......... 102 - 2 
BRACKET-ACTUATOR GUIDE TRACK ..... 63 - 132 BUSHING-SLEEVE, GEARBOX HOUSING ... 61-5 
BRACKET-AUGMENTOR COMBUSTION 

CHAMBER LINER ...................... 65 -6 C 
BRACKET-COMPRESSOR STATOR 

LINKAGE ARM, ASSY OF ............... 76 - 23 CABLE ASSY-MAIN DRIVE ............... 48 - 10 
BRACKET-COMPRESSOR STATOR CABLE-POWER, ELECTRICAL, EXCITER 

SYNCHRONIZING RING, 4TH STAGE ..... 71-41 TO AUGMENTOR IGNITER, LH .......... 11-31 
BRACKET-COMPRESSOR STATOR CABLE-POWER, ELECTRICAL, EXCITER 

SYNCHRONIZING RING, 4TH STAGE ..... 78 - 62 TO AUGMENTOR IGNITER, RH .......... 11-47 
BRACKET-COMPRESSOR STATOR CABLE-POWER, ELECTRICAL, EXCITER 

SYNCHRONIZING RING, 5ТН STAGE ..... 77 - 47 TO MAIN IGNITER, LH .................. 11-23 
BRACKET-COMPRESSOR STATOR CABLE-POWER, ELECTRICAL, EXCITER 

SYNCHRONIZING RING, 5ТН STAGE ..... 78 - 68 TO MAIN IGNITER, RH ................. 11-39 
BRACKET-COMPRESSOR STATOR CABLE-SPE, PS2 HEATER ................. 68 - 35 

SYNCHRONIZING RING, 6TH STAGE ..... 77 - 44 CABLE-SPE, QUAD МІ SENSING .......... 68 - 36 
BRACKET-COMPRESSOR STATOR CABLE-SPECIAL PURPOSE, BRANCHED, 

SYNCHRONIZING RING, INLET .......... 71-39 ENGINE ACCESSORIES ................. 6 - 40 
BRACKET-COMPRESSOR STATOR CABLE-SPECIAL PURPOSE, ELECTRICAL, 

SYNCHRONIZING RING, INLET .......... 78 - 47 BRANCHED, AUGMENTOR FUEL 
BRACKET-CONNECTING LINK ............ 70 - 43 MANAGEMENT ........................ 10-7 
BRACKET-CONVERGENT EXHAUST CABLE-SPECIAL PURPOSE, ELECTRICAL, 

NOZZLE CONTROL ..................... 74-1 BRANCHED, DEEC ..................... 11-1 
BRACKET-CONVERGENT EXHAUST CABLE-SPECIAL PURPOSE, ELECTRICAL, 

NOZZLE CONTROL, ASSY OF ........... 48 - 29 BRANCHED, DEEC ..................... 11-1 
BRACKET-CONVERGENT NOZZLE CABLE-SPECIAL PURPOSE, ELECTRICAL, 

CYLINDER hs e ey bosted 66 - 2 BRANCHED, ENGINE ACTUATOR ........ 7-40 
BRACKET-ENGINE DIAGNOSTIC UNIT, CABLE-SPECIAL PURPOSE, ELECTRICAL, 

LOWER FRONT ........................ 67 - 70 BRANCHED, ENGINE ACTUATOR ........ 7-40 
BRACKET-ENGINE DIAGNOSTIC UNIT, CABLE-SPECIAL PURPOSE, ELECTRICAL, 

LOWER REAR .......................... 41 - 33 BRANCHED, ENGINE ELECTRONIC 
BRACKET-ENGINE DIAGNOSTIC UNIT, CONTROL SIGNALS .................... 5-14 

UPPER. FRONT. unis Se 67 -71 CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRACKET-ENGINE DIAGNOSTIC UNIT, BRANCHED, GAS GENERATOR .......... 9-7 

UPPER REAR © و مار‎ Regu eri 41-32 CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRACKET-FAN DUCT, AUGMENTOR BRANCHED, IGNITION .................. 8-14 

MANIFOLD ............................ 50 - 57 CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRACKET-FAN DUCT, MAIN FUEL BRANCHED, POWER AND SPEED ........ 3 - 46 

CONTROL ss осу یہ تچ وہ‎ aS 49 - 102 CABLE-SPECIAL PURPOSE, ELECTRICAL, 
BRACKET-FUEL DRAIN MANIFOLD, ASSY EDU ری یی‎ aa پوت‎ a A sn ua S batam 4-14 

ОЕ Soe زیر‎ une Tan Daren سی‎ ne 24 - 31 CAM FOLLOWER-ROLLER BEARING, 
BRACKET-GROUND HANDLING STRUT ... 62 - 8 AUGMENTOR NOZZLE ................. 63 - 115 
BRACKET-INLET/FAN MODULE IDENT CAP-COMPRESSOR DISCHARGE 

PEATE کو سس سی‎ non gee Wig es 70 - 52 MANIFOLD: реда уке dun à дави es $ 88 - 39 
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CAP-OIL CHECK VALVE .................. 72-9 CONNECTING LINK-RIGID, BLEED VALVE 
CASE AND STATOR ASSY-COMPRESSOR, STRAP: +: کی‎ о سا‎ ne de reo wie 76 - 4 
4TH-9TH STAGE (FIXED 6TH STAGE CONNECTING LINK-RIGID, COMPRESSOR 

VANES): adama ара жи ло tr еди А 96 - STATOR „оо лава rue وو‎ aaa 71-5 
CASE AND 5ТАТОК ASSY-COMPRESSOR, CONNECTING LINK-RIGID, COMPRESSOR 

4TH-9TH STAGE (VARIABLE 6TH STAGE STATOR, INLET ........................ 71-35 

VANES) x eicere Wahay سار‎ ae یرہ‎ 95 - CONNECTING LINK-RIGID, COMPRESSOR 
CASE SET-COMPRESSOR, 4TH-9TH STAGE . 97-1 STATOR, INLET. ist sae a eed RS 78 - 8 
CASE-ASSY OF, TRANSIT, DEEC .......... 114 - CONNECTING LINK-RIGID, FRONT 
CASE-COMPRESSOR INTERMEDIATE, COMPRESSOR STATOR ................. 67-6 

ASSY OR став та کو یی سی ےی ٹس‎ 94 - CONNECTOR ASSY-LOD ................. 52-17 
CASE-COMPRESSOR, 10TH-12TH STAGE, CONNECTOR END-TUBE, NO. 4 BEARING .. 89 - 53 

ASSY OF nk ans тауа ан SANS USES 98 - CONNECTOR-ELEC, PS2 HEATER .......... 68 - 8 
CASE-COMPRESSOR, 4TH STAGE, ASSY OF 84 - 18 CONNECTOR-ELEC, QUAD NI SENSING ... 68 -4 
CASE-DIFFUSER, ASSY OF ............... 103-1 CONNECTOR-NO. 4 BEARING ............. 103 - 2 
CASE FAN رم‎ y مہ‎ ns 70 - 65 CONNECTOR-TUBE, FUEL DRAIN 
CASE-TURBINE .......................... 73 - 79 MANIFOLD: зы Cades ҰЙ ee pala ک‎ 24-10 
CASE-TURBINE EXHAUST, ASSY OF ...... 71-42 CONNECTOR-TUBE, FUEL SUPPLY 
CHAMBER-COMBUSTION, ID LINER ....... 100 - 39 MANIFOLD, ASSY OF ................... 79 - 20 
CHAMBER-COMBUSTION, INNER, ASSY CONNECTOR-TUBE, NO. 4 BEARING ...... 89-54 

OR ау jo a иа ale 100 - 35 CONNECTOR-TUBE, OIL TANK SCAVENGE 58 - 13 
CHAMBER-COMBUSTION, OD LINER ...... 100 - 27 CONNECTOR-TUBE, STATIC PRESSURE 
CLAMP-BRIDGE, AUGMENTOR PROBE. из mem cee nació Re nt 89 - 32 

DIVERGENT NOZZLE SEAL, ASSY OF .... 63 -3 CONTACT-HIGH TENSION ................ 11-25 
CLEVIS AND ROD-AUGMENTOR IGNITER CONTAINER ASSY-AUGMENTOR DUCT 

FLAME HOLDER, ASSY OF .............. 53-3 AND NOZZLE MODULE ................. 113 - 
CLEVIS ASSY-ANTI-ICING REGULATOR CONTAINER ASSY-CORE ENGINE 

VAEVE „en ree LXX dre 34 - 60 MODULE: (nr саны ЫН 108 - 
CLEVIS-AUGMENTOR SPRAY MANIFOLD .. 53 - 32 CONTAINER ASSY-FAN DRIVE TURBINE 
CLEVIS-AUGMENTOR SPRAY MANIFOLD, MODULE орда رس کہ‎ gl Î 109 - 

ASSY ОБ" mida ment pcr E DI eins 53 - 63 CONTAINER ASSY-GEARBOX MODULE ... 110 - 
CLEVIS-AUGMENTOR SPRAY MANIFOLD, CONTAINER ASSY-INLET/FAN MODULE ... 112 - 

ASSY OR луге سر دی‎ Sam аке سم ماگ تیر‎ cet 53 - 64D CONTAINER ASSY-REAR COMPRESSOR 
CLEVIS-ENGINE SHIPPING SUPPORT ...... 106 - 5 DRIVE TURBINE ROTOR AND STATOR ... 111 - 
CLEVIS-FAN DUCT, AUGMENTOR FUEL CONTROL-EXHAUST NOZZLE, 

MANIFOLD یی‎ as 50 - 56 CONVERGENT 770 48 - 37 
CLEVIS-FAN DUCT, MAIN FUEL CONTROL 49 - 105 CONTROL-PUSH-PULL, RCVV FEEDBACK . 44 - 40 
CLEVIS-LINK, AUGMENTOR PUMP ........ 45 - 14 CONTROLLER-FUEL PUMP, AUGMENTOR . 45 - 27 
CLIP-RETAINING, TURBINE COOLER ASSY-OIL ...................... 43 - 13 

COUNTERWEIGHT ..................... 73 - 12 COUNTERWEIGHT-COMPRESSOR ......... 70 - 37 
CLOSURE PARTS КІТ .................... 50 - 58 COUNTERWEIGHT-COMPRESSOR, 12TH 
COLLAR-ARM, COMPRESSOR STATOR STAGE: ызуу ыы вр мартында ħeba st SEES 104 - 57 

LINKAGE: заръка Maila ری یمر کم‎ 77-19 COUNTERWEIGHT-COMPRESSOR, 13TH 
COMPRESSOR STATOR SEGMENT-7TH STAGE ٹوش سی پا رو‎ ЕР o 104 - 65 

069 0 95 - وو‎ COUNTERWEIGHT-COMPRESSOR, 4TH 
COMPRESSOR STATOR SEGMENT-7TH 9 ۰۹۱007 104 ۔‎ 4 

STAGE pt دی یی ای وی سی ڈو‎ Ы оо ای‎ E te 96 - 79 COUNTERWEIGHT-COMPRESSOR, 5ТН 
COMPRESSOR STATOR SEGMENT-8TH STAGE. Ense sa ti este 104 - 9 

STAGE, ASSY OF ....................... 95 - 107 COUNTERWEIGHT-COMPRESSOR, 8TH 
COMPRESSOR STATOR SEGMENT-8TH STAGE тл Ы oa se Path 104 - 29 

STAGE, ASSY OF ....................... 96 - 91 COUNTERWEIGHT-COMPRESSOR, 9TH 
COMPRESSOR STATOR SEGMENT-9TH STAGE. sico taa a Led 104 - 37 

STAGE» а enu a GE 95 - 119 COUNTERWEIGHT-TURBINE .............. 73 - 14 
COMPRESSOR STATOR SEGMENT-9TH COUPLING HALF-OUICK DISCONNECT, 

STAGE: (ce nase اوس یو نر‎ Ae 96 - 105 RATCHET LOCK ........................ 47 - 16 
COMPRESSOR STATOR-3RD STAGE ........ 81 - 12 COUPLING-REMOTE GEARBOX DRIVE 
CONE-TURBINE EXHAUST, ASSY OF ...... 55-1 ЗНАЕТ uentos ee Озак ыйа йи oer ipe NEA 58 - 67 
CONNECTING LINK-AUGMENTOR COUPLING-SHAFT, RIGID ................ 48-8 

DIVERGENT NOZZLE SEAL ............. 63-9 COUPLING-TURBINE SHAFT .............. 91-10 
CONNECTING LINK-AUGMENTOR COVER SEGMENT-AIRCRAFT ENGINE, 

NOZZLE SYNCHRONIZING RING ........ 63 - 121 REAR: iaa seg c y p ja fe prs 105-2 
CONNECTING LINK-COMPRESSOR COVER-AFTERBURNER NOZZLE .......... 105 - 20 
STATOR, INLET ...... n ss ers pari sius 67 - 33 COVER-AIRCRAFT ENGINE, FRONT ....... 105 - 1 
CONNECTING LINK-RIGID, BALANCE COVER-AUGMENTOR AND NOZZLE ....... 113 - 40 

NOZZLE SEGMENT ..................... 63 - 110 COVER-AUGMENTOR NOZZLE SEAL 

HINGE نی ون‎ os ھی‎ San e Î 63 - 46 
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VANE-FRONT COMPRESSOR STATOR, 


VANE-REAR COMPRESSOR STATOR, 


VARIABLE INLET ...................... 


VANE-TURBINE STATOR, 1ST STAGE, 


ASSY OF a وی‎ а pi NE eG Sen 
VANE-TURBINE STATOR, 2ND STAGE ...... 
VANE-TURBINE STATOR, 3RD STAGE ...... 
VANE-TURBINE STATOR, 4TH STAGE ...... 


W 


WASHER-AUGMENTOR CONVERGENT 


NOZZLE SEGMENT LINER .............. 


WASHER-COMBUSTION CHAMBER 


DEFLECTOR زوین‎ ak ЖАЗ ина Wied tees 


WASHER-KEY, FRONT COMPRESSOR 


STATOR BELLCRANK SUPPORT ......... 


WASHER-KEY, TURBINE ROTOR, 4TH 


STAGE: (sy De وی جم‎ е وی مض‎ 
WASHER-TURBINE SHAFT NUT ........... 


VARIABLE, INLET ...................... 


FIGURE AND 
INDEX 
NUMBER 


T.O. 2J-F100-54 


SECTION V 
TIME REPLACEMENT SCHEDULE 


Power Plant (System 23000) [АП items not annotated with a restriction are authorized а 10% overfiv (20% in combat contingencies, 
except those items identified with an asterisk (*) next to the paragraph letter) except items controlled by TAC which shall not be extended 
beyond their limits.] The source of all vendor part numbers listed in this section is the part number block located on the component data 
plate. The source of the part number for component items identified with ап ampersand (&) to the right of the CII is the combination of 
the data from the part number block plus a dash and the data from the parts list issue block (the suffix). The basic vendor part number is 
listed without a suffix unless a suffix is needed to segregate a particular life limit. This section is arranged in alphabetical order. 


PART 


ACTUATOR-BALL SCREW, PRIMARY, CONVERGENT PF10071& 441615 (E-15) 3,000 MOH 
NOZZLE 442021 (E-15) 3,000 MOH 

441615 (Е-16) 2,000 МОН 

442021 (Е-16) 2,000 МОН 
ACTUATOR-BALL SCREW, SECONDARY, PF10072& 441614 (E-15) 3,000 MOH 
CONVERGENT NOZZLE 442020 (E-15) 3,000 MOH 

441614 (Е-16) 2,000 МОН 

442020 (Е-16) 2,000 МОН 
BEARING OPTION-NO. 1 PF1003B 4035597 4,500 MOH 
BEARING OPTION-NO. 2 PF1004N 4075349 4,500 MOH 

4081024 4,500 MOH 
BEARING OPTION-NO. 3 PF1004P 4075314 4,500 MOH 
BEARING OPTION-NO. 4 PF10040 4059349 4,500 MOH 
BEARING OPTION-NO. 5 PF10064 4067896 4,500 MOH 
CONTROL-ENGINE, DIGITAL ELECTRONIC LF10013 796521 H06D05 | 9999 МОН 
796521H07D06 | 9,999 MOH 
79652111081007 | 9,999 МОН 
CONTROL-EXHAUST NOZZLE, CONVERGENT LF100AD& 441612 2,000 MOH 
441944 2,000 MOH 
CONTROL AND CYLINDER-VARIABLE VANE PF1003D& 441435 4,000 MOH 
COMPRESSOR INLET 
CONTROLLER-FUEL PUMP, AUGMENTOR LF100AE& 441441 4,000 MOH 
COOLER-OIL, FUEL LF10017 45731-1341 3,000 MOH 

UA539800-2 3,000 MOH 
CYLINDER-ACTUATING, LINEAR COMPRESSOR LF10018& 441481 5,000 MOH 
BLEED 
CYLINDER-ACTUATING, LINEAR, VARIABLE VANE, PF1003E& 441436 4,000 MOH 
COMPRESSOR INLET 
CYLINDER-ACTUATING, LINEAR, VARIABLE VANE, LF100AF& 441293 4,000 MOH 
REAR COMPRESSOR 441720 4,000 MOH 
DETECTOR-LIGHT OFF, AUGMENTOR LF1001W& 910094 9,999 MOH 
DIAGNOSTIC UNIT-ENGINE LF1001Z 789940H04D06 | 9,999 MOH 

789940H05D07 | 9,999 MOH 

789940H06D08 | 9,999 MOH 
DUCT-FAN, FRONT, ASSY OF LF1001A 4075426 8,600 MOH 

4079771 8,600 MOH 
DUCT-FAN, REAR, ASSY OF LF1001B 4069402 8,600 MOH 

4079768 8,600 MOH 


Change 26 5-1 
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PART 
5. | A. EXCITER-IGNITION, DUAL LF1001C 23KAD 46470 3,300 MOH 
47418 3,300 MOH 


A. | FUEL CONTROL-AUGMENTOR LF1001U& | 23HEO 790100 4,000 MOH 
B. | FUEL CONTROL-MAIN LF1001V& | 23HCO 441579 4,000 MOH 
441721 4,000 MOH 


B. | PUMP-GEAR, MAIN FUEL LF100AC& | 23HA2 | 708500 5,000 MOH 
|8. | A. | ROTOR-GENERATOR — ^ بی‎ A A [uiricoaa [23KBB [46122 | 4,000 MOH | 
|9. | A. | STATOR-GENERATOR поп A A A A [LFI00AB |ОЗКВА | 44838 | 4,000 MOH | 


10.| А. | VALVE-ANTI-ICING, ENGINE INLET LF1001X& | 230A8 327455 3,000 MOH 
329205 3,000 MOH 


11. Replace the following components at the limits indicated. 


PART 


BLADE-TURBINE ROTOR, 3RD STAGE 4075403 4,300 TAC 
CASE AND DUCT SET-TURBINE REAR 4071459 4,300 TAC 
4079210 4,300 TAC 
4077683 4,300 TAC 
4080000 4,300 TAC 
4080043 4,300 TAC 
CASE SET-COMPRESSOR, 4-9 STAGE PF1004W 4075413-01 9,000 TAC 
4080545-01 9,000 TAC 
CASE-COMPRESSOR INTERMEDIATE PF100AB 4078245 4,300 TAC 
4078248 4,300 TAC 
4079419 4,300 TAC 
4080483 4,300 TAC 
4080829 8,600 TAC 
4080877 4,300 TAC 
4080879 4,300 TAC 
4080882 4,300 TAC 
4084288 8,600 TAC 
4084430 8,600 TAC 
4084431 8,600 TAC 
4084432 8,600 TAC 
4084433 8,600 TAC 
4084434 8,600 TAC 
4084435 8,600 TAC 
4084436 8,600 TAC 
4084443 8,600 TAC 
CASE-COMPRESSOR, 10-12 STAGE, ASSY OF PF1004X 4077074 10,000 TAC 
4078507 10,000 TAC 
CASE-DIFFUSER, ASSY OF PF1004R 4075716 9,000 TAC 


4079134 9,000 TAC 
4079831 9,000 TAC 
4083558 9,000 TAC 
4083564 9,000 TAC 
4083830 9,000 TAC 
4083913 9,000 TAC 
4084234 9,000 TAC 
4084235 9,000 TAC 


4084237 9,000 TAC 


5-2 Change 26 


11. (Continued). 


PART 


CASE-TURBINE REAR, ASSY OF 
CHAMBER-COMBUSTION, ASSY OF 


DISK AND HUB-COMPRESSOR, 6 STAGE, ASSY OF 
DISK-DRUM ROTOR, FRONT COMPRESSOR, ASSY OF 


DISK-DRUM ROTOR, REAR COMPRESSOR, FRONT, 
ASSY OF 


DISK-DRUM ROTOR, REAR COMPRESSOR, REAR, 


ASSY OF 


DISK-TURBINE, 1ST STAGE 


DISK-TURBINE, 2ND STAGE 


PF1004T 


PF1004D 
PF1003C 


PF1004U 


PF1004V 


PF10051 


PF1005A 


T.O. 2J-F100-54 


4079211 
4077232 
4077670 
4077820 
4079375 
4080008 
4080575 
4083095 
4083127 
4083129 
4083194 
4083216 
4083560 
4083565 
4083944 
4083947 
4084089 


4070846 

4071223-01 
4081633-01 
4086294-01 
4086295-01 
4074700-01 
4078231-01 
4079858-01 
4080396-01 
4080408-01 
4073123-01 
4080102-01 
4081469-01 
4082938-01 
4069901 

4080301 

4085001 

4087201 


4069902 
4077902 


Change 26 


4,300 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 
8,600 TAC 


13,000 TAC 
4,300 TAC 
4,300 TAC 
4,300 TAC 
4,300 TAC 
4,300 TAC 
4,300 TAC 
4,300 TAC 
4,300 TAC 
4,300 TAC 

13,000 TAC 

13,000 TAC 

13,000 TAC 

13,000 TAC 
8,700 TAC 
8,700 TAC 
8,700 TAC 
8,700 TAC 


9,100 TAC 
9,100 TAC 


5-3 
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11. (Continued). 


PART 


DISK-TURBINE, 3RD STAGE PF10061 4073403 16,000 TAC 
4080503 16,000 TAC 
4080603 16,000 TAC 
4084103 16,000 TAC 
4084228 16,000 TAC 
4084231 16,000 TAC 
DISK-TURBINE, 4TH STAGE PF10062 4072404 11,300 TAC 
4082604 20,000 TAC 
HUB ASSY-TURBINE, REAR COMPRESSOR DRIVE PF10056 4069333 14,000 TAC 
HUB-TURBINE REAR PF10067 4064230 16,000 TAC 
4080135 16,000 TAC 
PLATE-RETAINING, BLADE, TURBINE, 2 STAGE, ASSY | PF10053 4070147 11,000 TAC 
OF 4079623 11,000 TAC 
PLATE-RETAINING, BLADE, TURBINE, FRONT, 1 PF10054 4069990 9,600 TAC 
STAGE 
PLATE-RETAINING, BLADE, TURBINE, REAR, 2 STAGE | PF10057 4061632 20,000 TAC 
RING-AIR SEALING, TURBINE 3RD STAGE, ASSY OF 4075741-01 4,300 TAC 
RING-AIR SEALING, TURBINE 4TH STAGE, ASSY OF 4068968 4,300 TAC 
RING-COMPRESSOR BLADE LOCK, 3RD STAGE PF10039 4080320 10,000 TAC 
RING SEGMENT-AIR SEALING, TURBINE 3RD STAGE, 4069978-01 4,300 TAC 
ASSY OF 4069977-01 4,300 TAC 
SEAL ASSY-AIR, NO. 4 BEARING PF100AA 4074849 20,000 TAC 


4080807 20,000 TAC 
SEAL-AIR, COMPRESSOR, FRONT, 1ST STAGE PF10036 4071081 20,000 TAC 
SEAL-AIR, COMPRESSOR, FRONT, 2ND STAGE PF1003A 4071083 4,300 TAC 
4083150 20,000 TAC 
SEAL-AIR, COMPRESSOR, REAR, 1ST STAGE PF10038 4071082 20,000 TAC 
SEAL-AIR, FRONT COMPRESSOR, INLET PF10037 4071080 20,000 TAC 
SEAL-AIR, TURBINE, 1ST STAGE PF10058 4069949 20,000 TAC 
4080429 20,000 TAC 
4083562 20,000 TAC 
4083238 20,000 TAC 
SEAL-AIR, TURBINE, 3RD STAGE PF10065 4071396 20,000 TAC 
4083240 20,000 TAC 
SEAL-AIR, TURBINE, 4TH STAGE PF10063 4073146 20,000 TAC 
4081755 20,000 TAC 
4082297 20,000 TAC 
SHAFT ASSY-FRONT COMPRESSOR DRIVE, TURBINE | PF10066 4060568-01 20,000 TAC 
SUPPORT-NO. 4 BEARING SEAL, FRONT, ASSY OF PF1004Y 4074882 8,600 TAC 
4080082 8,600 TAC 
SUPPORT-NO. 4 BEARING SEAL, REAR, ASSY OF PF1004Z 4065652 11,000 TAC 
4067915 11,000 TAC 


5-4 Change 26 
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12. Replace the following modules at the limits indicated. 


PART 


AUGMENTOR DUCT AND NOZZLE MODULE DF10070 4068724 2,150 TAC 
4068824 2,150 TAC 
4084758 3,000 TAC 
4084858 3,000 TAC 
CORE ENGINE MODULE DF10040 4068722 4,300 TAC 
4082654 4,300 TAC 
4082657 4,300 TAC 
4084522 4,300 TAC 
FAN DRIVE TURBINE MODULE DF10060 4080823 4,300 TAC 
4082655 4,300 TAC 
GEARBOX MODULE DF10080 4068725 2,400 MOH 
4082609 3,000 MOH 
4086325 3,000 MOH 
INLET/FAN MODULE DF10030 4068721 4,300 TAC 
4082653 4,300 TAC 


4068721 4,300 TAC 
4082653 4,300 TAC 


ROTOR AND STATOR ASSY-TURBINE, REAR DF10050 4068717 4,300 TAC 
COMPRESSOR DRIVE 4083015 4,300 TAC 
4084517 4,300 TAC 


Change 26 5-5/(5-6 Blank) 


